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SECTION  VII: 

Operative    Dentistry, 


Chairman — C.  N.  Johnson^  Chicago,  111. 
Secretary — Geo.  E.  Hunt^  Indianapolis,  Ind. 


FIRST  DAY— Monday,  August  29th. 


Dr.  C.  N.  Johnson,  the  chairman, 
called  the  section  to  order  at  2  o'clock 
P.M.,  and  after  a  few  preliminary  re- 
marks delivered  his  address  to  the  sec- 
tion, as  follows: 

Chairman's  Address. 

It  is  not  my  intention  to  make  any 
extended  remarks  at  the  opening  of  the 
sessions  of  this  section.  I  merely  wish 
to  call  attention  to  the  great  possibilities 
of  the  work  to  be  accomplished  during 
the  coming  week  in  our  deliberations  on 
the  various  topics  presented  for  consid- 
eration. These  topics  embrace  a  wide 
range  of  subject-matter  from  the  broad 
question  of  "Operative  Dentistry"  itself 
— a  paper  which  seemed  to  your  chair- 
man to  be  of  such  a  character  as  to  pre- 
clude the  necessity  for  a  lengthy  chair- 
man's address — to  the  more  specific  sub- 
jects of  filling  pulp-canals,  the  specific 
gravity  of  gold  fillings,  inlay  work — con- 


sidered in  a  somewhat  new  light — the 
enamel  in  cavity  preparation,  filling  ma- 
terials of  various  kinds,  matrices,  pres- 
sure anesthesia,  etc. 

Operative  dentistry  is  extending  year 
by  year  in  its  scope  to  a  degree  which 
keeps  even  its  most  earnest  devotees  con- 
stantly on  the  alert  to  encompass  its 
varying  phases  of  development.  New 
ideas  spring  up  in  rapid  succession  to 
be  advocated  more  or  less  strenuously  by 
those  who  introduce  them,  then  to  be  di- 
gested by  the  profession,  and  if  found 
available  to  be  finally  assimilated  into 
our  professional  knowledge. 

In  this  process  there  is  frequently 
much  which  of  necessity  must  be  cast 
aside  as  waste  material,  and  it  is  to  this 
sifting  procedure  that  we  are  now  about 
to  devote  our  energies.  In  deliberations 
such  as  these  it  is  well  to  have  the  con- 
tact of  minds  not  only  of  different  indi- 
viduals but  also  of  different  groups  of 
thinkers  as  represented  by  those  coming 
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from  different  sections  or  different  coun- 
tries. And  so  today  we  are  most  fortu- 
nately situated  in  having  with  us  repre- 
sentative men  from  all  parts  of  the  world 
assembled  together  with  the  sole  object 
of  getting  at  the  truth  of  many  of  the 
perplexing  problems  which  confront  us 
in  our  service  to  the  human  race.  Above 
all  things  it  is  the  truth  we  are  seeking, 
and  in  our  deliberations  let  us  at  all 
times  consider  only  the  essentials  of  the 
subject  and  eliminate  so  far  as  possible 
our  preconceived  and  personal  predilec- 
tions, to  the  end  that  we  may  accom- 
plisli  the  greatesit  good  to  the  greatest 
number. 

Kemember  that  the  saving  of  the  hu- 
man teeth,  the  placing  of  them  in  a 
condition  of  comfort,  usefulness,  and 
beauty  is  the  true  function  of  operative 
dentistry.  Just  so  long  as  we  approach 
our  discussions  with  this  end  in  view 
— so  long  will  our  meeting  together 
be  profitable,  but  if  we  allow  ulterior 
or  irrelevant  ideas  to  bias  us  and  carry 
us  away  from  this  main  purpose,  then 
shall  we  dissipate   our  energies  and   go 


away  from  the  meeting  little  better  than 
we  came. 

I  now  most  cordially  invite  you  to  the 
work  of  the  session  with  the  earnest  hope 
that  every  member  of  the  section  may 
feel  himself  impressed  with  the  idea  that 
our  time  is  precious,  and  that  every  mo- 
ment of  it  should  be  occupied  to  the  best 
advantage. 

The  Chairman.  On  account  of  a  very 
serious  surgical  operation  Dr.  E.  A, 
BoGUE  of  New  York  city  is  prevented 
from  being  with  us  today.  I  know  that 
every  member  of  this  section  extends  his 
sympathy  to  Dr.  Bogue  and  regrets  that 
he  is  not  able  to  be  with  us.  He  has, 
however,  sent  his  paper  to  me  with  the 
request  that  it  be  read  by  a  gentleman 
who  has  a  voice — a  voice  that  will  reach 
every  individual  in  the  audience.  It 
therefore  gives  me  great  pleasure  to  in- 
troduce to  you  Dr.  E.  K.  Wedelstaedt, 
who  will  read  the  paper  by  Dr.  Bogue  upon 
the  subject  of  "Operative  Dentistry." 
Dr.  E.  K.  Wedelstaedt  then  read  the 
paper  by  Dr.  E.  A.  Bogue^  New  York^ 
upon  the  subject  of 


Operative  Dentistry. 


By  E.  A.  BOGUE,  D.D.S.,  New  York,  N.  Y. 


Operative  dentistry,  as  I  understand 
it,  is  such  a  combination  of  science  and 
art  as  enables  the  operator  to  so  repair 
defective  human  teeth  as  to  preserve  the 
dental  arches  for  the  longest  possible 
period  of  time  and  in  the  best  possible 
condition.  To  that  end  it  behooves  us  to 
understand  the  meaning  and  the  use  of 
the  positions,  shapes,  sizes,  texture,  and 
rnlor  of  the  normal  human  teeth. 


The  enamel  of  the  teeth  begins  to  form 
on  the  summit  of  the  cusps  and  extends 
downward  toward  the  center  of  the 
grinding  surface.  On  the  sides  it  forms 
downward  from  the  apex  of  the  cusps 
toward  the  cervix  of  the  tooth  at  the 
gum.  If  the  vigor  of  the  individual  is 
sufficient  to  perfectly  form  that  enamel, 
completely  to  bridge  over  the  sulci  and 
to  leave  no  crevices  between  the  different 
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pliitcs  of  enamel  as  they  approach  each 
other,  then  the  tooth  will  have  a  perfect 
coat  of  mail,  so  to  speak — a  perfect  coat- 
ing of  enamel,  polished  on  the  surface 
and  hard.  In  all  those  cases  where  this 
degree  of  strength  has  existed  in  the 
formative  processes,  the  teeth  will  be 
found  rounded  and  not  flat,  rather  short, 
and  if-  not  interfered  with  in  their  de- 
velopment, the}'  will  be  regularly  ar- 
ranged in  the  two  antagonizing  arches, 
upper  and  lower,  in  such  fashion  that  the 
very  act  of  mastication  is  preservative, 
in  that  it  tends  toward  cleansing  those 
teeth  through  the  processes  of  mastica- 
tion and  insalivation. 

Superadd  to  this  plenty  of  water  and 
coarse  and  fibrous  food  and  we  shall  have 
a  dental  apparatus  that  has  no  need  of 
dentists  nor  of  tooth-brushes  or  silk. 
Antiseptic  mouth-washes  would  be  un- 
called for,  and  all  the  paraphernalia  of 
modern  dentistry  would  be  a  superfluity. 
By  just  so  much  as  we  lack  of  these  con- 
ditions, decay  and  calculus  enter  in  and 
become  the  antagonists  of  health  and 
comfort. 

By  just  so  much  therefore  as  we  can 
take  the  cases  presented  for  our  care  and 
restore  them  to  the  conditions  just  de- 
scribed as  normal,  by  just  so  much  have 
we  put  the  patient  upon  the  road  to  re- 
tain his  teeth  in  comfort  for  the  longest 
possible  time. 

At  whatever  point  we  have  failed  in 
restoring  normal  conditions  and  normal 
function  we  have  left  a  weak  point  for 
the  attack  of  one  or  other  of  the  two  dis- 
eases that  we  combat.  These  two  dis- 
eases are  decay  and  calcic  deposit — the 
former  of  these  arising  from  an  acid 
condition  existing  somewhere  in  contact 
with  the  tooth ;  the  latter — calculus — be- 
ing most  rapidly  deposited  when  the  con- 
ditions surrounding  the  tooth  are  alka- 


line. But  both  conditions  involve  the 
presence  of  some  foreign  substance  or 
substances  upon  the  tooth  which  do  not 
belong  there,  and  which,  were  the  high- 
est normal  conditions  always  present, 
would  never  be  there  for  any  length  of 
time. 

But  how  is  operative  dentistry  to  con- 
trol either  or  both  of  these  conditions? 
It  is  to  do  it  indirectly  by  placing  the 
teeth  into  such  a  normal  condition  that 
they  may  be  kept  clean,  and  then  by  in- 
structing all  patients  not  only  that  the 
teeth  need  to  be  kept  clean,  but  by  show- 
ing them  how  to  do  it. 

Operative  dentistry  does  not  consist  in 
extracting  teeth  and  replacing  them  with 
artificial  substitutes,  nor  even  in  reliev- 
ing pain,  nor  in  filling  up  a  few  cavities 
in  teeth  presented  by  a  patient  for  opera- 
tion. It  is  the  province  of  the  true  den- 
tist to  carefully  examine  each  tooth  and 
all  the  teeth  in  the  mouth,  mentally  seg- 
regating each  one  from  all  the  others,  to 
carefully  note  all  points  where  the  en- 
amel is  deficient,  indicating  these  condi- 
tions on  an  appropriate  chart  and  indi- 
cating also  all  variations,  of  whatever 
nature,  from  normality,  and  then  to  ex- 
plain to  the  patient  what  is  required  and 
why  it  is  best  to  restore  the  teeth  in  that 
mouth  to  a  normal  condition  as  far  as  is 
practicable. 

Perhaps  the  first  thing  to  be  done  will 
be  to  see  to  it  that  all  defects  in  the 
enamel  covering  are  remedied  by  sub- 
stituting an  indestructible  substance  for 
the  defects,  so  that  the  enamel  may  pre- 
sent a  smooth  and  unbroken  surface  over 
the  whole  tooth,  a  surface  upon  which 
food  will  not  be  prone  to  lodge,  because 
both  shape  and  polish  are  opposed  to 
such  lodgment.  Next  it  may  be  best  to 
see  to  it  that  there  is  absolute  and 
rounded  contact  between  all  the  teeth  of 
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each  of  the  arches,  so  that  they  may  sup- 
port each  other  laterally  and  so  be  able 
to  sustain  the  force  of  mastication.  Fi- 
nally it  may  be  necessary  to  replace 
into  their  normal  position  teeth  that 
have  gone  astray  and  antagonize  im- 
properly. 

If  I  can  truthfully  say  that  no  child 
who  has  been  put  into  my  hands  during 
the  past  twenty  years  and  left  there,  and 
of  whom  I  have  had  oversight  regularly, 
has  ever  had  the  toothache  or  lost  a 
tooth,  I  am  claiming  a  great  deal  for  op- 
erative dentistry.  Among  the  children 
that  I  know  there  is  one  child  whose 
teeth  when  erupted  had  from  six  to  eight 
cavities  of  decay  in  every  tooth,  and  al- 
though she  is  now  twenty-five  or  twenty- 
six  years  of  age,  and  the  mother  of  a 
little  family,  she  has  never  had  a  tooth- 
ache and  never  lost  a  tooth.  This  proves 
the  elf ectiveness  of  the  treatment  and  the 
correctness  of  the  theory  on  which  that 
treatment  is  based ;  and  although  our  ab- 
solute knowledge  is  very  limited,  enough 
is  known  to  enable  us,  in  most  cases,  to 
preserve  the  natural  organs  in  comfort 
to  extreme  old  age,  providing  we  have 
the  intelligent  co-operation  of  the  pa- 
tient. 

In  1877  a  lady  came  to  me  with  her 
lower  incisors  biting  into  the  gum  above 
in  such  way  as  to  cause  continual  sore- 
ness and  inability  to  masticate,  or  even 
to  close  the  teeth  without  pain.  There 
were  apparently  two  ways  of  overcoming 
the  difficulty.  One,  the  empirical  way 
of  grinding  off  a  portion  of  the  cutting 
ends  of  the  lower  incisors,  and  so  giving 
relief  for  a  time.  The  other  way  in- 
volved building  up  the  ends  of  the  grind- 
ing teeth,  and  so  opening  the  bite. 
Neither  of  these  expedients  seemed  to 
me  satisfactory,  and  I  began  then  to  in- 
quire what  had  caused  the  difficulty,  and 


to  seek  as  far  as  circumstances  would 
permit  to  remove  the  cause  and  so  to  re- 
store the  teeth  to  eomfort  and  utility  in 
the  hope  of  preserving  them  while  life 
should  last.  I  concluded  that  the  ex- 
traction of  the  principal  molars  was  the 
main  cause  of  the  difficulty,  as  the  ap- 
proximation of  the  other  teeth  in  the 
mouth  had  greatly  shortened  the  bite. 
Superadded  to  that  were  a  number  of 
places  where  the  teeth  having  approxi- 
mal  cavities  of  decay  had  been  filled,  or 
had  been  decayed  so  deeply  as  to  cause  a 
falling  together  of  the  various  members 
of  the  arches. 

I  concluded  finally  to  wedge  apart  all 
teeth  which  were  decayed  approximally 
and  to  make  contour  fillings  which  would 
restore  the  teeth  at  least  to  their  origi- 
nal size  and  shape,  if  indeed  the  fillings 
did  not  -somewhat  exaggerate  the  origi- 
nal size  of  the  teeth.  This  was  done 
with  all  the  molars,  and  now  for  twenty- 
seven  years  these  fillings  have  stood,  with 
only  one  marked  breakdown,  in  the  lower 
left  molars,  which  called  for  a  replace- 
ment of  the  fillings  at  that  point.  The 
bite  has  been  kept  open  so  that  the  in- 
cisor teeth  have  never  again  wounded 
the  gums.  Incidentally  the  doctrine  re- 
cently promulgated  of  extension  for  pre- 
vention has  received  a  hearty  indorse- 
ment from  the  behavior  of  these  fillings 
during  these  twenty-seven  years,  and 
again,  incidentally,  it  has  been  proved 
that  the  dental  arches  when  supported 
by  thorough  contact  of  each  member 
with  its  adjoining  members  are  suscepti- 
ble of  standing  firmly  during  many  years 
without  a  break,  while  had  these  molars 
been  capped  or  built  down,  or  extended 
in  any  way  to  lengthen  them  without 
their  having  been  formed  into  their 
proper  occlusal  arches  with  lateral  con- 
tact, the  teeth  so  extended  would  have 
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been  driven  into  their  sockets  to  tiieir 
former  level. 

I  have  upon  a  number  of  occasions 
spoken  of  a  man  fifty-two  years  of  age,  who 
told  me  he  bad  never  had  a  tooth-brush 
in  his  mouth.  Yet  that  man's  teeth 
were  clean  and  in  good  condition,  and 
his  gums  'hard,  pink,  and  healthful.  The 
dental  apparatus  was  so  admirably  ar- 
ranged for  the  purposes  of  mastication 
that  it  not  only  did  that  part  of  the  work 
thoroughly,  but  in  the  very  act  of  mas- 
tication the  teebh  were  cleansed  by  the 
flow  of  the  saliva  and  by  the  friction  of 
the  food  taken  in.  It  is  true  he  lived 
on  plain  food,  often  cooked  out-of-doors 
— where  his  life  was  mostly  passed,  he 
being  a  railroad  contractor  on  the 
Trans-Sil^erian  Eailroad.  When  civil- 
ization came  and  gave  us  soft  food 
instead  of  hard,  cooked  food  instead  of 
fibrous  and  raw  food,  it  did  us  a  great 
damage. 

Civilization  indulges  in  soft  food, 
cooked  until  it  is  still  softer.  It  is  there- 
fore already  in  the  best  possible  condi- 
tion to  be  driven  into  crevices,  there  to 
remain  lodged  until  fermentation  shall 
have  produced  the  acids  and  bacteria 
which  lead  to  decay. 

This  is  my  reason  for  thinking  that 
all  operative  dentists  should  study  with 
the  utmost  accuracy  the  position,  size, 
shape,  and  arrangement  of  the  teeth  in 
the  skulls  that  are  now  exposed  for  our 
study  in  the  piuseums,  until  they  know 
what  those  forms  and  positions  are  that 
have  endured  the  longest,  surviving  the 
vicissitudes  of  life.  Then,  and  not  till 
then,  will  we  learn  that  any  interference 
with  normal  conditions,  whether  by  natu- 
ral or  artificial  and  mechanical  processes, 
tends  toward  early  destruction.  Then, 
and  then  only,  can  we  understand  what 
the  survival  of  the  fittest  means,  and  only 


by  such  study  can  we  know  what  is  that 
fittest  which  survives. 


Discussion. 

The  CnAiR:MAX.  I  assure  you  we  all 
appreciate  Dr.  Bogue's  paper.  l)r.  We- 
delstaedt  has  our  cordial  thanks  for  read- 
ing it.  The  discussion  will  be  opened 
by  a  gentleman  from  abroad  who  has 
been  associated  to  a  considerable  extent 
with  Dr.  Bogue.  It  gives  me  great  pleas- 
ure to  introduce  to  you  Dr.  I.  B.  Daven- 
port of  Paris. 

Dr.  I.  B.  Davenport,  Paris,  France. 
In  opening  the  discussion  of  Dr.  Bogue"s 
paper  I  find  myself  in  the  embarrassing 
position  of  complete  accord — a  condi- 
tion, I  fear,  not  compatible  with  proper 
discussion. 

The  predominating  thought  in  the 
paper  is  prevention.  Eepair  defects  and 
prevent  recurrence  of  disease  by  bringing 
about  normal  conditions  of  form  and 
occlusion  as  far  as  possible,  before  decay, 
and  pyorrhea,  and  kindred  manifesta- 
tions make  their  appearance.  We  should 
early  determine  the  defective  arrange- 
ment of  occlusion,  and  orthodontia  be- 
comes an  important  factor  in  operative 
dentistry.  At  the  same  time  Dr.  Bogue 
recognizes  the  fact  that  perfect  occlu- 
sion is  not  always  possible  to  secure,  and 
that  mastication,  as  a  normal  cleanser 
of  the  teeth  is,  owing  to  modern  civil- 
ization, usually  insufficient.  Dr.  Bogue 
insists  upon  special  care,  giving  special 
instruction  to  our  patients  in  all  the 
known  methods  of  insuring  cleanliness 
of  the  teeth  and  health  of  the  gums. 
That  Dr.  Bogue  has  faithfully  practiced 
what  he  preaches,  in  that  he  has  most 
successfully  preserved  the  teeth  of  those 
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brought  up  under  his  care,  I  can  person- 
ally vouch  for  by  the  large  number  of 
cases  that  have  come  under  my  direct 
observation. 

In  his  closing  remarks  Dr.  Bogue 
pleads  "that  operative  dentists  should 
study  with  the  utmost  accuracy  the  posi- 
tion, size,  shape,  and  arrangement  of  the 
teeth  of  skulls  in  museums,  until  they 
know  what  those  forms  and  positions  are 
that  have  endured  the  longest  and  sur- 
vived the  vicissitudes  of  life,  and  learn 
to  understand  that  interference  with  nor- 
mal conditions,  whether  by  natural,  ar- 
tificial, or  mechanical  processes,  tends  to- 
ward early  destruction." 

These  remarks  afford  me  the  satisfac- 
tion and  comfort  which  only  those  fa- 
miliar with  dental  literature  of  fifteen 
to  twenty  years  ago  can  realize,  for  not 
only  has  the  position  I  then  took  been 
proved  and  accentuated  in  my  daily  prac- 
tice, but  Dr.  Bogue  has  proved  it  true 
in  his  own  experience. 

The  Chairman.  It  was  also  Dr. 
Bogue's  desire  that  this  discussion  be 
continued  by  Dr.  E.  K.  Wedelstaedt.  It 
gives  me  pleasure,  therefore,  to  call  upon 
Dr.  Wedelstaedt  to  further  discuss  the 
paper. 

Dr.  E.  K.  Wedelstaedt,  St.  Paul, 
Minn.  I  am  placed  in  rather  an  embar- 
rassing position.  I  have  just  read  this 
essay  and  now  I  am  called  upon  to  dis- 
cuss the  ideas  which  it  contains.  Each 
day  oases  present  themselves  to  us,  some 
of  which  are  the  same  as  those  to  which 
Dr.  Bogue  has  called  our  attention.  As 
Dr.  Bogue  says,  it  behooves  us  to  study 
these  different  eases  with  more  than  or- 
dinary care.  The  object  in  making  den- 
tal operations  is  the  same  as  is  the  object 
in  making  surgical  operations,  i.e.  to 
eradicate  the  abnormal  conditions,  stamp 
out  the  disease,  and  then  return  the  parts 


to  as  near  a  condition  of  normality  as  lies 
in  our  power.  Can  we  do  this  in  the  face 
of  the  strenuous  life  which  so  many  of  us 
are  living?  Will  our  patients  permit  of 
it  being  done  ?  I  can  answer  this  by  say- 
ing, that  it  is  being  done  by  every  intel- 
ligent practitioner  who  has  at  heart  the 
welfare  of  his  patients,  the  dental  pro- 
fession, and  humanity. 

Where  we  ignore  conditions  and  do 
not  make  a  restoration  of  the  parts  to 
that  degree  of  normality  which  the  case 
demands,  we  are  not  doing  the  best  for 
the  patient.  We  are  culpable  in  bringing 
discomfort  to  the  patient,  in  setting  a 
bad  example  to  others,  and  in  not  doing 
the  best  which  can  be  done.  The  essay- 
ist fully  illustrates  this  point  in  calling 
our  attention  to  the  case  where  the  pa- 
tient was  annoyed  by  having  the  lower 
incisors  continually  striking  into  the 
gum  in  the  lingual  surface  of  the  maxilla. 
This  condition  he  corrected,  and  the 
changes  he  made  brought  comfort  to  that 
patient  by  returning  the  parts  to  a  con- 
dition of  normality.  This  is  well  illus- 
trated by  taking  a  typical  case.  Sup- 
pose a  patient  twenty-six  years  of  age 
consults  us  concerning  a  oavity  of  decay 
in  the  distal  surface  of  an  upper  right 
second  bicuspid.  A  oavity  of  decay  also 
exists  in  the  mesial  surface  of  the  ad- 
jacent molar.  Let  us  suppose  that  on  ac- 
count of  neglecting  this  condition  the 
molar  has  moved  forward,  causing  the 
teeth  to  come  into  contact  from  the  oc- 
clusal surface  to  the  gingival  margin.  The 
interproximal  space  has  been  completely 
obliterated.  What  is  our  duty  in  this 
case?  Is  it  to  at  once  fill  those  cavities, 
ignoring  entirely  the  conditions  which 
surround  the  case?  Or  is  it  our  duty 
to  gain  such  separation  as  will  upon 
completion  of  t(he  operation  restore  the 
parts  to  a  condition  of  normality?     All 
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thinking  practitioners  follow  the  latter 
course  with  the  full  knowledge  that  it  is 
the  only  method  which  can  bring  com- 
fort to  the  patient,  the  only  method 
,  which  does  away  with  a  condition  of 
faulty  environment,  the  only  method 
which  returns  the  teeth  to  their  normal 
positions  and  permits  the  parts  to  return 
to  their  normal  conditions.  The  men 
who  carry  oat  their  operations  with  these 
things  in  view  are  the  professional  men 
in  dentistry. 

Dr.  J.  E.  Rose,  Vinton,  la.  I  do  not 
feel  that  I  can  add  anything  in  the  way 
of  information  to  this  paper  that  has 
not  already  been  presented,  but  there  is 
just  one  thought  I  would  like  to  leave 
with  this  congress,  which  has  helped  me, 
and  it  is  this :  When  we  proceed  to  re- 
store a  tooth  to  its  normal  condition  we 
should  go  about  it  with  this  thoug'ht  in 
mind,  that  we  perform  the  operation  but 
once. 

Dr.  W.  E.  Clack,  Clear  Lake,  la.  I 
wish  that  such  a  paper  might  be  read 
every  week  before  every  dentist  in  the 
world.  I  do  not  believe  there  is  any  dan- 
ger of  too  often  calling  attention  to  the 
points  brought  out  in  this  paper,  and  1 
wish  to  leave  a  thought  for  those  who 
are  not  already  practicing  what  I  wish 
to  recommend.  Where  the  approximal 
surfaces  of  the  teeth  have  been  lost 
through  decay  or  otherwise,  the  first  op- 
eration after  cleansing  that  m-outh  is  to 
take  an  impression  of  those  teeth  and  of 
all  the  adjacent  parts.  It  only  takes  a 
very  few  moments  to  get  the  modeling 
composition  ready  and  to  obtain  the  im- 
pression, and  then  lay  that  impression 
away.  If  there  are  any  fillings  to  be  re- 
moved that  are  defective  or  otherwise, 
probably  lacking  in  contour,  remove 
those  fillings  carefully,  place  them  in 
their  proper  positions  in  the  cast,  thus 


obtaining  a  facsimile  of  the  patient^■j 
mouth  for  comparison  at  a  future  date. 
Now  place  the  teeth  as  nearly  as  is  pos- 
sible in  their  normal  condition,  prob- 
ably not  in  the  original  condition,  for  it 
is  possible  that  the  normal  condition  did 
not  obtain  originally.  It  is  the  dentist's 
duty  to  obtain  this  separation  that  Dr. 
Wedelstaedt  speaks  of.  The  operation 
may  be  hastened  by  the  use  of  a  mechani- 
cal separator,  plugging  those  spaces  with 
gutta-percha  and  insisting  that  the  pa- 
tient masticate  his  food  on  the  gutta- 
percha fillings.  In  a  few  months  it  will 
be  found  that  the  teeth  have  become  suf- 
ficiently separated  without  any  inconven- 
ience to  the  patient.  Then,  after  restora- 
tion has  been  made,  insist  on  seeing  the 
patient  every  few  months,  and  take  a 
number  of  impressions  of  the  mouth  at 
those  different  periods  to  show  the  change 
for  the  better  in  the  environment  of  the 
teeth  and  the  surrounding  gum  tissue. 

The  Chairman'.  This  section  is  hon- 
ored by  the  presence  of  a  gentleman  who 
has  just  taken  his  seat  in  the  rear  of 
the  hall,  and  I  do  not  feel  that  we  can 
continue  the  session  with  so  distin- 
guished a  man  sitting  in  the  audience. 
I  must  ask  him  to  take  a  seat  upon  the 
platform.  I  refer  to  our  honored  con- 
frere, Dr.  Charles  G-odon.  (Applause.) 
It  is  a  very  high  compliment  that  Dr. 
Godon  should  visit  the  section  of  Opera- 
tive Dentistry. 

Dr.  Charles  Godon",  Paris,  France. 
I  thank  you,  gentlemen,  for  this  compli- 
ment which  you  have  bestowed  upon  me. 

Dr.  G.  R.  Warner,  Grand  Junction, 
Colo.  After  the  mouth  is  placed  in  a 
normal  condition,  as  Dr.  Bogue  has  de- 
scribed, it  behooves  us  to  keep  it  in  that 
condition,  and  we  cannot  do  it  alone  with 
our  perfect  contact  points.  We  cannot  do 
it  alone  with  tooth-brushes,  mouth-washes, 
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etc.,  we  have  also  the  food  to  consider, 
as  Dr.  Bogue  has  said.  So  many  people 
ask  ns  why  Indians  do  not  have  tooth 
troubles.  They  nse  the  proper  foods. 
The  aborigines  had  no  tooth  troubles  to 
speak  of.  If  we  should  examine  the 
cliff-dwellers'  skulls  we  will  find  com- 
paratively perfect  mouths.  But  the  peo- 
ple of  today,  as  Dr.  Bogue  has  said,  live 
on  soft  cooked  foods — foods  that  by  the 
exertion  of  mastication  do  not  cleanse 
the  teeth,  do  not  strengthen  the  gums, 
and  do  not  nourish  the  body.  If  we 
would  instruct  our  patients  to  use  the 
proper  food  we  would  not  only  help  their 
teeth  but  we  would  also  help  the  teeth 
of  the  coming  generation.  I  simply 
want  to  emphasize  this  question  of  food; 
let  us  study  it  for  the  benefit  of  our  pa- 
tients. 

Dr.  F.  L.  FossuME,  Few  York,  N.  Y. 
I  recently  had  two  cases,  one  a  boy  about 
twelve  years  of  age,  and  the  other  a  girl 
about  nine.  In  both  cases  the  first  mo- 
lars, upper  and  lower,  were  so  badly  de- 
cayed and  broken  down  that  they  had 
elongated  and  were  occluding  into  one 
another  so  as  to  make  it  impossible  to 
restore  the  contour  without  opening  the 
bite.  I  treated  the  boy  first,  and  inserted 
amalgam  fillings -in  the  molars  on  the 
right  side,  removing  the  pulps  from  the 
lower  one.  I  contoured  the  fillings  so  as 
to  restore  the  cusps  and  original  form  of 
the  teeth,  using  a  quick-setting  amalgam. 
When  the  operations  were  completed  it  . 
was  too  late  to  oarve  the  fillings  to  re- 
lieve ttie  bite,  and  I  therefore  requested 
him  to  return  early  the  next  morning. 
He  did  not  show  up  for  a  week,  and  when 
he  oame  I  found  to  my  surprise'  that  the 
two  teeth  had  adjusted  themselves  and 
the  occlusion  was  perfect.  The  amal- 
.  gam  fillings  were  not  broken,  not  worn, 
and  had  probably  set  perfectly  before  he 


had  masticated  on  them.  I  did  the  same 
thing  on  the  left  side,  with  the  same  re- 
sult. 

The  little  girl's  teeth  were  also  treated 
in  this  way  and  in  a  few  days  the  teeth 
^vere  in  normal  position.  Had  I  carved 
the  first  two  fillings  the  same  day  they 
were  constructed  I  would  not  have  dis- 
covered this  point,  which  I  consider  most 
valuable. 

Dr.  E.  C.  Turner,  Caldwell,  Kan.  I 
think  Dr.  Merriman  has  touched  the  key- 
note of  the  whole  business.  A  few  years 
ago  I  took  a  trip  down  the  Canadian 
river  and  went  among  three  thousand 
Indians.  I  examined  the  teeth  of  those 
Indians  as  far  as  they  would  allow  me 
to  examine  them,  and  I  did  not  find  a 
single  carious  tooth  among  all  those  In- 
dians. They  were  meat-eating  "people. 
This  dietary  subject  is  a  very  important 
one  in  dentistry ;  that  we  all  know.  Here 
is  the  idea :  these  milling  men  that  grind 
our  wheat  make  it  into  white  flour,  tak- 
ing away  all  the  bone-forming  substance. 
I  think  the  question  of  diet  is  a  very  im- 
portant one  for  dentists  to  consider. 

Dr.  J.  H.  RiGGLE,  Port  Washington, 
0.  A  very  interesting  case  has  been  de- 
scribed in  the  course  of  this  discussion. 
I  refer  to  the  building  up  of  those  first 
molars.  I  would  like  to  know  first 
whether  those  teeth  were  driven  into 
their  sockets,  or  did  the  readjustment 
within  the  glenoid  fossa  bring  the  articu- 
lation to  that  point?  Did  the  anterior 
teeth  move  down  to  their  proper  occlu- 
sion, or  was  that  accomplished  by  the 
lengthening  of  the  hinge  of  the  jaw? 

Dr.  FossuME.  The  change  took  place 
in  the  position  of  the  teeth,  for  when 
I  examined  these  teeth  I  found  that 
instead  of  being  so  much  longer  they 
were  in  their  normal  positions  in  the 
alveoli.     I  believe  the  change  that  had 
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taken  place  was  simply  a  thickening 
of  the  pericementum,  which  was  quickly 
reduced  by  the  pressure  of  the  occluding 
teeth,  after  being  restored  to  their  natu- 
ral shape  and  size  by  the  amalgam  fill- 
ings. 

Dr.  C.  H.  Land,  Detroit,  Mich.  I 
have  had  considerable  experience  with 
irregularities  in  various  ways,  and  be- 
lieve the  case  referred  to  was  one  of  mal- 
occlusion. My  impression  is  that  in 
many  instances  when  in  attempting  to 
change  the  position  of  an  individual 
tooth  that  has  not  quite  reached  its  cor- 
rect position  we  cement  metal  caps  on 
one  or  more  of  the  adjacent  teeth  it 
forces  them  down  a  little  and  the  other 
short  teeth  will  correct  themselves.  In 
this  way  I  have  regulated  teeth  for  pa- 
tients ranging  in  age  from  ten  or  twelve 
years  to  thirty-six.  I  find  that  even  at 
the  age  of  thirty-six  years  it  is  possible 
to  force  teeth  into  their  alveoli.  They 
give  way  in  that  direction  as  well  as  in 
any  other  by  exercising  sufficient  pres- 
sure on  a  few  individual  teeth.  I  have  a 
case  now,  that  of  a  child  of  ten  or 
twelve  years  of  age,  which  will  take 
me  six  months  to  correct,  waiting  for 
the  incisors,  canines,  and  bicuspids  to 
extend. 

Dr.  J.  A.  Todd,  St.  Louis,  Mo.  As  the 
question  of  the  aborigines  was  brought 
up,  I  can  say  that  I  have  had  some  ex- 
perience with  the  Utah  Indians.  They 
live  on  white  bread,  cooked  potatoes,  and 
other  food  of  the  same  nature,  and  they 
have  the  same  troubles  with  their  teeth 
as  the  civilized  people.  They  suffer  from 
pyorrhea  alveolaris  and  have  their  teeth 
extracted,  for  as  it  is  they  have  nothing 
else  done  for  the  relief  of  their  dental 
troubles.  It  is  not  because  they  are  or 
are  not  Indians,  but  because  they  live  in 
the  manner  of  civilized  people  and  eat 


the  same  kind  of  food  that  they  have 
"civilized"  diseases. 

Dr.  J.  H.  NiciiOLSON,  Ardmore,  I.  T. 
I  wish  to  corroborate  the  statement  made 
by  the  previous  speaker,  that  the  teeth  of 
the  Indians  are  subject  to  the  same  trou- 
bles and  diseases  as  the  teeth  of  white 
or  civilized  people  when  they  eat  the  same 
kind  of  food  and  do  not  take  care  of 
them. 

Dr.  E.  C.  Turner,  Caldwell,  Kan. 
Those  were  semi-civilized  Indians  I  had 
reference  to;  they  lived  on  meat.  It  was 
in  1893  that  I  saw  them  and  they  were 
in  a  semi-civilized  state.  But  they  were 
not  living  on  potatoes,  wheat,  sugar,  etc. 
The  government  issued  meat  rations  each 
week,  and  they  lived  entirely  on  meat. 
They  did  not  w^ant  flour  or  anything  of  « 
that  kind;  they  threw  it  away. 

Dr.  C.  H.  WoRBOYS,  Albion,  Mich. 
The  problem  of  taking  care  of  the  teeth 
is  a  considerable  one.  In  regard  to  tak- 
ing care  of  children's  teeth  I  will  tell 
you  what  I  do  with  my  own  little  ones. 
I  have  a  boy  and  a  girl.  They  still  have 
their  deciduous  teeth.  I  feed  those  chil- 
dren nuts,  and  they  must  crack  them  with 
their  teeth  if  they  can.  I  believe  the 
very  best  permanent  set  will  result 
only  from  a  thorough  use  of  the  decidu- 
ous teeth.  I  know  of  no  better  way  of 
stimulating  the  organs  concerned  in  the 
development  of  the  permanent  teeth  than 
by  a  thorough  use  of  the  deciduous  teeth. 
.When  their  food  is  cut  into  little  pieces 
and  the  children  are  not  allowed  to  make 
use  of  their  teeth  the  very  best  for  the 
future  health  of  their  teeth  is  not  being 
done.  In  the  case  of  the  permanent  teeth 
I  do  not  believe  there  is  a  dentist  practic- 
ing who  is  not  familiar  with  the  natural 
forms  of  those  teeth.  It  is  not  only  our 
duty  to  repair  them  by  filling  or  any 
oHier  method  that  we  know  of,  but  we  are 
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likewise  bound  to  see  that  the  teeth  grow 
perfectly,  and  the  best  method  I  believe 
is  to  advocate  the  thorough  use  of  the 
deciduous  organs. 

Dr.  J.  I.  Hart,  New  York,  N.  Y.  I 
think  we  all  concur  with  what  the  last 
speaker  has  said  as  to  the  proper  use  of 
the  teeth,  but  his  suggestion  as  to  per- 
mitting children  or  adults  to  crack  the 
shells  of  nuts  with  their  teeth  I  think 
is  not  good  practice.  If  the  teeth  are 
used  sufficiently  we  induce  proper  sali- 
vation and  we  get  sufficient  blood  to  the 
parts  to  secure  healthy  peridental  mem- 
branes. But  the  crushing  with  the  teeth 
of  such  hard  substances  as  the  last 
speaker  has  suggested,  would  be  found 
to  fracture  the  enamel,  ultimately  pro- 
ducing decay.  I  fully  agree  with  the 
suggestion  to  use  them  moderately;  but 
in  putting  the  deciduous  teeth  to  such 
use  as  has  been  mentioned  there  is  great 
danger  of  forcing  them  out  of  their 
sockets  and  losing  them  before  the  proper 
time. 

Dr.  WoRBOTs.  In  reference  to  what  the 
last  speaker  said  as  to  the  danger  of  using 
those  hard  substances,  permit  me  to  state 
that  any  baby  ot  little  one  will  use  no 
more  force  than  is  necessary  to  crack  a 
nut,  and  if  they  have  not  muscle  enough 
they  cannot  crack  the  nut,  and  any  tooth 
in  healthy  condition  will  stand  anything 
the  muscles  of  the  jaws  will  stand.  If 
those  muscles  are  strong  enough  to  bring 
the  jaws  together  I  warrant  you  the  teeth 
will  stand  it.  If  the  tooth  is  decayed  or 
filled  it  is  not  wise  to  use  it,  of  course, 
but  the  exercise  those  deciduous  teeth 
get  in  using  them  in  that  way  aids  the 
development  of  the  coming  teeth  and 
strengthens  the  muscles,  and  it  gets  the 
young  one  into  the  habit  of  grinding  the 
food  instead  of  bolting  it. 

Dr.  E.  Ottolengui,  Few  York,  N.  Y. 


I  would  like  Dr.  Worboys  to  reply  to  that 
criticism  that  the  deciduous  roots  might 
be  loosened  by  this  process.  When  do 
they  begin  to  lose  their  stability? 

Dr.  Worboys.  As  I  said  before,  if  a 
tooth  is  weak  or  tender  the  child  will  not 
attempt  to  bite  hard  on  it,  no  more  than 
any  of  us  will  try  to  lift  a  heavy  weight 
if  the  arm  is  rheumatic  or  if  the  muscles 
are  weak.  You  cannot  make  them  overdo 
it.  I  do  not  think  it  is  possible  to  get  a 
child  to  use  a  tooth  when  the  roots  have 
begun  to  absorb  to  such  an  extent  that 
they  are  likely  to  be  a  little  bit  loose.  So 
far  as  getting  the  other  teeth  out  of  line 
from  use  when  the  roots  have  become  ab- 
sorbed, I  do  not  think  that  is  possible. 
The  permanent  teeth  as  a  rule  follow 
directly  after  them.  In  nearly  all  cases 
I  have  found  that  the  bicuspids  are  de- 
veloping almost  in  the  center  between  the 
roots  of  the  deciduous  molars,  and  the 
support  is  greatest  over  them.  It  is  not 
distributed  on  both  sides.  I  do  not  be- 
lieve you  can  force  a  growing  perma- 
nent tooth  out  of  line  by  the  use  of  the 
deciduous  teeth.  I  am  so  fully  convinced 
of  the  advantages  accruing  from  the  ac- 
tive use  of  the  first  teeth  that  I  teach  my 
little  ones  to  use  them  just  as  hard  as 
they  can,  and  when  I  find  a  good  hard 
hazelnut  they  cannot  crack  with  their 
teeth  the  rest  of  us  will  have  to  take  a 
hammer.  It  produces  a  thorough  devel- 
opment of  the  muscles  of  mastication. 
I  do  not  know  of  any  better  way  of  get- 
ting blood  to  those  parts  than  by  just 
such  a  thorough  use  of  the  teeth  as  I 
have  described. 

Dr.  EiGGLE.  There  is  one  thing  in 
this  discussion  that  has  not  been  brought 
out,  namely,  when  the  roots  of  the  decid- 
uous teeth  are  being  absorbed  the  other 
teeth  are  coming  into  place.  The  first 
permanent  molar  is  already  in  evidence 
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before  the  roots  of  the  first  or  second 
molar  begin  to  be  absorbed.  I  heartily 
indorse  what  Dr.  Worboys  said.  That  is 
nature's  way  of  keeping  the  teeth  clean, 
firm,  and  healthy. 

Dr.  J.  L.  Howell,  Creede,  Colo.  In 
the  main  I  agree  with  Dr.  Worboys,  but 
there  are  one  or  two  exceptions.  We  all 
know  that  the  things  we  are  taught  when 
we  are  young  stay  with  us  when  we  be- 
come old.  I  would  not  teach  a  patient 
of  mine  to  crack  nuts  with  his  deciduous 
teeth  or  his  permanent  teeth,  but  I  would 
teach  him  to  keep  up  a  healthy  circula- 
tion by  the  proper  use  of  a  proper  tooth- 
brush. I  would  advise  his  parents  to 
feed  him  the  proper  kind  of  food,  hard 
toast  and  tough  beefsteak.  A  child  uses 
his  deciduous  teeth  in  cracking  nuts, 
which  the  gentleman  says  is  the  proper 
way  to  stimulate  a  flow  of  blood  around 
the  roots  of  the  teeth,  but  if  you  allow 
him  to  do  that  when  he  is  a  child  he 
will  do  it  when  he  gets  his  permanent  set 
of  teeth.  I  have  such  patients  come  to 
my  office;  they  tell  me  they  have  de- 
stroyed the  enamel  by  cracking  nuts  and 
things  of  that  kind.  I  tell  them  they 
must  stop  trying  to  do  things  with  their 
teeth  that  nature  clearly  never  intended. 
The  Great  Architect  built  our  teeth 
for  the  proper  mastication  of  food.  He 
never  intended  us  to  crack  nuts  with  our 
teeth,  but  did  intend  that  we  should  use 
them  in  a  proper  manner  in  the  mastica- 
tion of  our  food.  I  will  tell  you  a  little 
incident.  An  expert  happened  into  my 
college.  He  was  a  Malay  with  the  finest 
set  of  teeth  I  ever  saw  in  a  human  being. 
He  had  a  masticating  strength  of  458 
pounds.  He  would  take  a  piece  of  the 
hardest  granite  and  for  a  small  com- 
pensation would  show  us  what  he  could 
do  with  his  teeth.  He  would  crush  it 
l)etween  his  teeth.     One  of  the  molars 


was  entirely  gone.  He  said  he  would  not 
crush  harder  than  his  teeth  could  stand. 
Those  teeth  were  small  but  they  were 
magnificent.  However,  he  had  ruined 
one  of  them.  I  would  advise  the  proper 
use  of  the  teeth  in  masticating  food  and 
the  use  of  a  good,  hard  tooth-brush, 
brushing  the  teeth  downward,  and  to  the 
child  I  would  give  brittle  toast  and  food 
of  that  nature  to  eat. 

Dr.  Ottolengui.  Dr.  Worbo3^s  re- 
ported that  he  had  his  babies  crack  nuts 
with  their  teeth,  another  gentleman  in- 
dorsed the  same  habit  for  his  babies,  and 
I  hope  before  we  adjourn  we  may  get  all 
the  testimony  possible  on  that  subject. 
I  hope  the  stenographer  has  got  the  state- 
ment down  made  by  the  gentleman  in  re- 
gard to  the  case  of  the  Malay  who  could 
use  458  pounds  pressure,  and  had  only 
one  tooth  broken.  It  seems  to  me,  that 
the  real  solution  of  this  question  of  what 
food  to  eat,  is  to  inquire  to  what  class  of 
animals  we  belong,  and  study  the  kind  of 
food  used  by  that  genus.  I  would  suggest 
to  Dr.  Worboys  that  nut-eating  animals, 
such  as  the  squirrel,  have  a  totally  differ- 
ent kind  of  tooth-structure  from  that  of 
man.  The  gnawing  animals  have  teeth 
which  wear  out  at  the  incisive  ends  but 
grow  out  from  the  bottom.  The  identi- 
cal tooth  continues  to  grow  just  as  our 
fingernails  grow,  and  as  the  teeth  of  hu- 
man beings  are  not  constructed  on  that 
principle  I  do  not  believe  we  should  allow 
children  to  crack  nuts  with  their  feeth. 

Dr.  EoBiN  Adair,  Atlanta,  Ga.  Inas- 
much as  we  have  digressed  from  the  sub- 
ject I  will  say  a  few  words  on  "foods. '^ 
I  do  not  believe  that  the  importance 
which  dentists  give  to  food  is  really  ne- 
cessary. When  we  consider  the  chemi- 
cal analysis  of  our  simplest  food  we 
know  that  from  any  of  it  we  can  take 
more  building  material  than  the  human 
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body  can  assimilate.  I  might  refer  to 
the  Boer,  who  eats  the  coarsest  food.  The 
Boers  have  the  poorest  teeth  of  any  civil- 
ized or  semi-civilized  nation  of  the  earth. 
The  tooth-brush  is  unknown  to  them. 
On  the  other  hand,  some  of  the  savage 
races  in  the  same  country  carry  about 
with  them  a  powder  with  which  they 
scrub  their  teeth  after  every  meal,  and 
they  have  the  best  teeth  in  South  Africa. 
It  does  not  lie  so  much  in  the  dentist  tell- 
ing us  what  kind  of  food  to  eat  as  it  lies 
in  the  influence  of  the  dentist  to  show  us 
how  under  our  present  supply  of  food  and 
condition  of  food  to  keep  our  teeth  in  the 
best  condition  possible.  There  are  people 
who  do  not  eat  solid  food  and  they  have 
as  good  teeth  as  the  aborigines  ever  had. 
I  think  the  main  idea  is  to  show  people 
the  benefit  of  prophylaxis.  I  think  the 
gentleman  who  read  the  paper  had  that 
same  idea  in  his  mind.  The  points  so 
nicely  brought  out  by  the  essayist  are 
ideal  and  we  should  all  strive  to  put  them 
into  practice. 

Dr.  Wedelstaedt^  representing  essay- 
ist (closing  the  discussion).  There  is 
but  one  speaker  to  answer  and,  if  I  have 
understood  him  correctly,  I  desire  to  say 
that  for  many  years  I  have  been  of  the 
opinion  that  we  as  a  profession  were  too 
enlightened   to   hear   a   man   again   say 


that  in  making  operations  in  the  approx- 
inial  surfaces  of  teeth  it  was  not  neces- 
sary to  gain  separation.  I  made  some  re- 
marks regarding  this  subject  and  1  am 
here  to  defend  my  position.  I  do  not 
consider  it  good  practice  for  any  man  to 
make  fillings  in  the  approximal  surfaces 
unless  he  has  sufficient  room  in  whicli  to 
operate  and  to  return  the  parts  to  a  con- 
dition of  normality.  It  is  a  poor  prac- 
tice for  a  surgeon  to  operate  on  unclean 
parts,  and  he  does  not  do  so.  If  he  does 
operate  on  parts  that  are  not  clean,  he 
knows  what  the  results  will  be,  and  we 
also  know  what  the  results  will  be  if 
operations  are  not  made  as  they  should 
be.  The  essayist  fully  set  forth  the  irre- 
parable harm  whicli  so  often  follows 
where  no  attention  is  given  a  study  of 
conditions,  and  operations  are  made  irre- 
spective of  them.  I  believe  in  making 
operations  which  will  be  a  comfort  to  the 
patient  and  which  will  not  invite  disease. 
If  operations  cannot  be  made  with  this 
idea  in  view,  it  is  better  that  they  be  not 
made. 

The  Chairman.  The  next  paper  on 
the  program  is  one  by  Dr.  B.  K.  Wedel- 
staedt,  St.  Paul,  Minn.,  entitled  "Gold 
and  Tin." 

The  paper  was  then  read,  as  follows : 


Gold  and  Tin, 

By  E.  K.  WEDELSTAEDT,  D.DS.,  St.  Paul,  Minn. 


In  1884  my  attention  was  called  to  the 
use  of  tin  and  gold.  It  was  asserted  that 
where  the  gingival  portion  of  cavities  in 
the  approximal  surfaces  were  filled  with 
tin,  and  gold  was  used  to  complete  the 
operation,    recurrence    of    decay    would 


not  take  place.  Fig.  1  illustrates  the 
method  used  in  cavities  which  were  filled 
in  the  approximal  surfaces  of  incisors 
and  canines.  Fig.  2  illustrates  the 
method  used  when  dealing  with  similarly 
situated  cavities  in  bicuspids  and  molars. 
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Foi-  foui'  or  five  years  this  method  was 
closely  adhered  to. 

In  1889  my  attention  was  called  to 
gold  and  tin  in  combination.  It  was 
alleged  at  the  time  that  greatest  benefit 
resulted  from  the  use  of  this  combina- 
tion. Gold  and  tin  in  combination  were 
used  in  the  same  place  as  the  tin. 

In  1891  the  use  of  tin,  and  gold  and 
tin  in  combination,  was  discontinued  in 
my  office.  For  seven  years  prior  to  this 
time  the  gingival  third  of  practically 
every  cavity  in  the  approximal  surface 
which  I  had  filled  with  gold  contained 
some  tin  or  ffold  and  tin  in  combination. 


say  in  its  favor,  I  say  what  I  do  on  ac- 
count of  the  bitter  experience  which  I 
have  had  by  making  use  of  these  ma- 
terials. 


ARGUMENT. 

Where  the  gingival  portion  of  a  cavity 
in  the  approximal  surface  is  filled  with 
rin  and  the  operation  completed  with 
gold,  what  results?  First,  we  have  a 
movement  in  the  tin.  The  tin  moves 
toward  the  gold  and  away  from  the  cavo- 
surface  angle  of  the  cavity.  (Figs.  2 
and  3.)      Secondly,  with  this  movement 


Fig.   1. 


Fig.  2. 


Fig.  3. 


For  the  past  ten  years  so  many  of  my 
patients  have  been  returning  with  cavi- 
ties of  decay  around  the  gingival  mar- 
gin, which  it  was  supposed  was  protected 
by  the  tin  or  the  gold  and  tin  in  com- 
bination, that  I  felt  much  trouble  might 
be  saved  others  if  attention  were  called 
to  this  subject. 

In  so  far  as  they  relate  to  the  preserva- 
tion of  the  human  teeth,  there  is  abso- 
lutely no  virtue  in  tin  or  in  gold  and  tin 
in  combination,  provided  they  are  used 
in  conjunction  with  gold  as  is  illustrated 
in  Figs.  1  and  2.  On  the  other  hand 
there  is  no  filling  material  that  has  done 
so  much  harm  and  been  the  direct  cause 
of  destroying  the  life  of  the  pulp  and 
destroying  the  dentin,  in  proportion  to  its 
use,  as  tin  or  gold  and  tin  in  combina- 
tion.     I   cannot  help   what  others  may 


in  the  tin  we  have  an  opening  between 
it  and  the  cavo-surface  angle.  The  mois- 
ture enters  between  the  cavo-surface 
angle  and  the  tin,  and  an  oxidation  of 
the  tin  takes  place.  Thirdly,  with  the 
oxidation  of  the  tin  w^e  have  an  infiltra- 
tion of  stannic  acid  into  the  tissues  of 
the  tooth  which  surround  it.  This  causes 
the  tooth  to  have  the  appearance  of  Fig. 
-1.  Wherever  that  blackened  condition 
exists,  we  have  dead  tissue.  Fourthly, 
if  the  condition  as  illustrated  in  Fig.  4 
is  left  to  itself  it  is  but  a  question  of  time 
before  the  oxidation  penetrates  to  such 
an  extent  as  to  impair  the  vitality  of  the 
tooth.  The  dentinal  fibrils  are  de- 
stroyed. This  is  followed  by  the  death 
of  the  pulp,  and  the  tooth  is  on  this  ac-  ■ 
count  degenerated ;  it  is  then  in  a  fit  con- 
dition to  invite  caries.    In  fact,  the  mo- 
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ment  there  is  the  slightest  movement  in 
the  tin,  causing  it  to  draw  away  from 
the  cavo-snrface  angle,  small  particles 
of  food  and  micro-organisms  occupy  the 
space  between  the  filling  material  and 
the  cavo-surface  angle.  The  greater  the 
movement  of  the  tin,  the  larger  is  the 
ditch  which  exists  along  the  gingival 
margin.  We  all  know  that  wherever 
there  are  ditches  of  this  kind  we  have 
a  condition  which  invites  caries.  In  my 
studies  of  these  conditions  where  tin,  or 
gold  and  tin  in  combination,  have  been 


Fig.  4. 


Fig.  5. 


used,  as  is  illustrated  in  Figs.  1  and  2, 
I  have  seen  all  kinds  of  caries  around 
the  gingival  margins  and  in  the  cavity 
itself.  Indeed,  I  have  seen  not  only  the 
whole  axial  wall  between  the  gold  and 
the  pulp  a  mass  of  softened  black  decay, 
but  I  have  seen  many  cases  where  the 
gingival  seat  and  the  axial  wall  had  the 
appearance  of  Fig.  5. 

If  this  much  can  be  said  of  the  results 
which  follow  the  use  of  tin  in  connection 
with  gold,  what  can  be  said  of  the  re- 
sults which  follow  the  use  of  gold  and 
tin  in  combination?  All  writers  who 
have  advanced  the  use  of  gold  and  tin 
in  combination  agree  on  one  point,  which 
it  is  asserted  is  in  its  favor,  and  tliat 
is,  its  remarkable  change  of  character.  In 
other  words,  when  we  first  place  mats 
or  cylinders  of  gold  and  tin  into  cavities 
they  are  very  soft.  Later  on,  there  is  a 
change    in   the   materials ;    they  become 


very  hard.  What  is  this  change?  It  is 
purely  and  simply  a  crystallization.  In 
the  process  of  crystallization  the  mole- 
cules are  drawn  more  closely  together 
and  we  have  as  a  result  a  change  of  form 
as  well  as  a  change  in  the  character  of 
the  material.  Wherever  there  is  a  crys- 
tallization we  know  that  there  must  be 
either  an  expansion  or  a  contraction  in 
the  mass.  All  scientists  recognize  this 
as  a  fact,  for  it  is  one  of  the  fundamen- 
tal principles  of  chemistry.  We  know 
definitely  that  in  the  crystallization  of 
gold  and  tin  we  have  exactly  the  same 
conditions  existing  around  the  gingival 
margin  as  where  tin  is  used  in  connec- 
tion with  gold.  What  are  some  of  these 
conditions?  We  have  an  open  ditch 
around  the  gingival  margin,  absorption 
of  the  gum  in  the  interproximal  space, 
destruction  of  that  portion  of  the  perice- 
mentum which  is  adjacent  to  that  tin 
or  gold  and  tin  in  combination — a  con- 
dition which  invites  disease,  a  faulty 
environment  which  if  left  to  itself  will 
naturally  lead  to  the  destruction  of  the 
tooth,  etc.  The  use  of  materials  which 
bring  about  such  results  is  not  to  be 
considered  an  aid  to  the  preservation, 
much  less  to  the  salvation,  of  the  human 
teeth. 

We  know  definitely  a  number  of  things, 
and  among  these  things  are  two  of  much 
importance  which  are  directly  connected 
with  the  subject  under  discussion.  What 
results  where  we  take  a  sheet  of  No.  4 
gold  foil  and  over  its  surface  sprinkle 
an  imperceptible  amount  of  tin?  If  we 
lay  this  sheet  of  gold  between  two  pieces 
of  paper  we  shall,  on  examining  it  at  a 
later  period,  find  that  we  have  nothing 
left  but  a  black  powder  which  is  a  metal- 
lic oxid.  (I  am  indebted  to  Dr.  G.  V. 
Black  of  Chicago  for  this  experiment). 
The   contact   of   the   tin   with  the   arold 
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causes  a  chemical  action  to  take  place 
which  results  in  our  having  nothing  left 
but  a  black  powder.  This  black  powder 
has  been  called  a  black  oxid  of  gold. 
Does  any  thinking  practitioner  mean  to 
say  that  we,  as  intelligent  men  in  a  pro- 
gressive calling,  are  justified  in  using 
materials  which,  when  placed  in  cavities 
in  the  human  teeth,  undergo  a  distinct 
chemical  change?  I  have  answered  this 
question  for  myself  and  I  leave  it  for 
others  to  do  likewise. 

The    second    fact    is    this.      Suppose 
that   the   distal   surfaces   of   two   upper 
bicuspids    were    decayed.       It    will    be 
supposed     that     both     teeth     are     nor- 
mally situated.     Suppose  when  the  cav- 
ities   are    ready    for    the    filling    mate- 
rial it  is  found  that  both  are  of  about 
the  same  size.     Suppose  that  there  is  an 
equal  chance  for  making  a  permanent 
operation  in  both  teeth.     Suppose,  how- 
ever, that  one  of  the  cavities  is  filled 
with  gold,  and  the  other  has  the  gin- 
gival third  of  the  cavity  filled  with  tin, 
or  gold  and   tin  in  combination,   as   is 
illustrated  in  Fig.  2.    Suppose  that  both 
operations  were  made  by  the  same  man, 
and  an  equal  amount  of  skill  was  used 
in  making  both  operations.    What  would 
be  the  natural  outcome?     The  operation 
illustrated  in  Fig.  3  would  later  on  re- 
quire attention,  for  this  would  be  neces- 
sary on  account  of  the  change  of  charac- 
ter and  form  of  the  tin,  or  gold  and  tin 
in  combination,  which  had  been  placed 
in  the  gingival  portion  of  that  cavity. 
This  condition  would  make  it  necessary 
to  refill  that  cavity;  not  to  repair  the 
filling,  but  to  take  out  the  whole  filling, 
remove  the  decay  around  the  axial  wall 
and  gingival  seat  and  refill  the  cavity 
with  gold.     This  operation  is  likely  to 
stand  for  all  eternity.      Gold   does  not 
undergo  a  change  of  character  of  form. 
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The  best  results  are  always  obtained 
where  but  one  metal  is  used  in  a  given 
cavity. 

CONCLUSIONS. 

First,  if  we  believe  in  the  results  of 
the  researches  of  Black  and  Williams  re- 
garding the  cause  of  the  decay  of  the 
human  teeth,  then  the  use  of  a  combina- 
tion of  two  metals  which  in  crystallizing 
contract  should  under  no  circumstances 
ever  receive  any  consideration  from  in- 
telligent practitioners.  Secondly,  the 
use  of  any  material  which  causes  the 
dentin  to  oxidize,  thereby  destroying  the 
life  in  the  fibrils  and  the  pulp,  this  in 
turn  leading  to  the  degeneracy  of  the 
tooth,  cannot  be  indorsed.  The  use  of 
such  materials  is  to  be  absolutely  con- 
demned. Thirdly,  it  is  to  be  deplored 
that  so  many  men  are  making  the  claim 
that  beneficial  results  can  follow  the  use 
of  combinations  of  metals  of  the  kind  to 
which  attention  has  been  called  in  this 
essay.  Poorer  results  than  those  which 
have  taken  place  in  my  own  practice  no 
man  could  possibly  have. 

I  do  not  believe  that  the  patients  for 
whom  I  have  operated  have  secretions 
in  their  oral  cavity  which  are  in  any 
manner  different  from  those  of  the  people 
who  live  in  other  parts  of  the  world.  It 
is  also  impossible  for  me  to  believe  that 
others  can  obtain  results  differing  from 
those  which  I  have  observed  to  follow 
the  use  of  these  materials  and  which  have 
been  so  fully  outlined  in  this  essay. 
Those  who  in  the  past  have  so  strenu- 
ously advocated  the  use  of  such  combina- 
tions as  I  have  called  attention  to  are 
requested  to  read  a  short  essay  in  Cur- 
rent Literature  for  August  1903,  page 
151,  the  title  of  which  essay  is  "Are 
Metals  Alive?" 
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Discussion. 

Dr.  H.  L.  Ambler,  Cleveland,  0.  As 
long  as  the  essayist  has  seen  fit  to  criti- 
cize the  nse  of  tin,  and  tin  and  gold  in 
combination,  as  a  filling  material,  it  seems 
to  me  that  it  would  be  fair  to  consider 
the  properties  of  tin  where  it  is  used 
entirely  for  a  filling. 

Tin  foil  has  been  used  for  about  one 
hundred  years  in  the  United  States,  and 
one  of  our  distinguished  operators  said 
a  few  years  ago,  when  he  was  about  sev- 
enty-two years  of  age,  that  if  all  other 
filling  materials  were  blotted  out  of  ex- 
istence and  only  tin  foil  was  left  more 
teeth  would  be  saved  than  ever  had  been 
in  the  past. 

Where  teeth  have  been  filled  with  tin 
it  has  been  continually  demonstrated  that 
after  a  time  in  most  cases  where  the  tin 
was  removed  the  dentin  of  the  tooth  had 
solidified.  One  of  our  teachers  in  a  den- 
tal college,  an  expert  microseopist,  who 
had  observed  that  fact  several  times,  has 
termed  it  "progressive  calcification,"  be- 
cause, under  the  filling,  especially  where 
it  had  been  placed  in  a  tooth  of  rather 
soft  structure,  the  dentin  became  further 
calcified  and  was  harder  than  when  the 
tin  filling  was  placed  there.  I  can  show 
you  specimens  of  teeth  filled  with  tin 
foil  that  have  been  worn  in  the  mouth  for 
years,  illustrating  this  phenomenon.  Dr. 
Chase  of  St.  Louis  was  one  of  the  promi- 
nent men  who  recommended  tin  foil  for 
filling  sensitive  cavities,  and  with  no  suc- 
cessful methods  of  obtunding  the  sensi- 
tive dentin  it  was  too  painful  for  tlie 
patient  to  have  them  thoroughly  exca- 
vated; he  therefore  excavated  the  cavi- 
ties as  well  as  he  could  and  filled  them 
with  tin.  After  some  months,  or  per- 
haps a  year  or  two  in  some  cases,  the 
'tin  was  removed  and  he  was  able  to  cut 


retaining  grooves  or  pits,  or  make  a  dove- 
tail form,  whichever  he  chose,  in  the 
cavity  without  excessive  pain.  Accord- 
ing to  his  testimony  on  record,  corrobo- 
rated by  the  testimony  of  others,  it  was 
found  that  those  cavities  had  lost  most 
if  not  all  of  their  sensitiveness,  so  that 
they  could  be  prepared  for  a  permanent 
filling.  That  is  rather  different  Testi- 
mony than  is  given  to  us  in  the  essay. 

I  have  been  using  tin  foil  for  filling 
teeth  for  over  thirty  years.  At  the  out- 
set 1  made  no  record  of  my  cases,  as  in 
those  days  very  few  dentists  kept  any, 
but  in  1883  I  commenced  keeping  a  rec- 
ord of  cases  where  the  cavities  had  been 
filled  with  tin,  and  also  of  those  where 
the  gingival  third  or  half  of  the  cav- 
ity was  filled  with  tin,  and  the  remainder 
with  cohesive  gold.  My  discussion  of 
this  paper  is  based  upon  the  supposi- 
tion that  the  essayist  used  cohesive  gold. 

Dr.  Wedelstaedt.    That  is  correct. 

Dr.  Ambler.  That  is  what  I  thought, 
and  that  is  the  material  I  myself  use. 
In  1882  I  filled  on  the  buccal  surface  of 
the  lower  left  second  molar  a  cavity  em- 
bracing about  two-thirds  of  the  surface. 
Beginning  at  the  gingival  portion  I  cov- 
ered the  nearly  exposed  pulp  with  tin, 
continuing  it  for  about  one-third  of  the 
way  occlusally,  then  completed  the  filling 
with  cohesive  gold.  Two  weeks  ago  I 
examined  that  tooth  and  there  was  no 
sign  of  decay  around  the  tin  or  gold. 

In  1889  I  filled  for  a  patient  a  disto- 
occlusal  cavity  in  a  bicuspid  and  a  mesio- 
occlusal  cavity  in  a  molar.  Ten  days  ago 
I  examined  them  and  no  decay  was  per- 
ceivable around  the  tin  or  the  gold. 

Now,  if  there  is  any  danger  of  pulps 
dying  under  the  tin,  why  not  cover  the 
thin  portion  of  the  dentinal  wall  with 
some  cavity  lining?  Wherein  do  we  de- 
rive protection  from  the  use  of  gold  in 
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preference  to  tin?  Gold  is  four  times 
as  good  a  conductor  of  heat,  and  six 
times  as  good  a  conductor  of  electricity 
as  tin,  so  under  which  metal  will  the 
pulp  be  likely  to  die  the  quicker  owing 
to  thermal  and  galvanic  action,  tin  or 
gold? 

I  have  found  since  1882,  at  the  time  I 
commenced  using  tin  for  about  one-third 
and  sometimes  one-half  of  the  gingival 
portion  of  the  cavity,  that  one  filling  in 
a  disto-occlusal  cavity  in  a  lower  right 
second  molar  failed  around  the  gold,  the 
gingival  half  of  the  cavity  being  filled 
with  tin  and  the  rest  with  gold ;  the  wear- 
ing down  of  the  tooth-structure  and  the 
gold  on  the  occlusal  surface  had  frac- 
tured the  enamel  so  that  it  broke  away, 
and  the  filling  began  to  leak  around  the 
gold.  The  patient  allowed  it  to  go  so 
long  that  the  gold  was  forced  nearly  out 
of  the  cavity.  I  also  found  that  three 
fillings  failed  for  about  one-third  the  dis- 
tance across  the  cervical  margin;  one 
filling  failed  at  the  cervical  margin  after 
it  had  been  in  six  years,  and  another  after 
it  had  been  in  seven  years.  That  makes 
seven  failures,  some  total  and  some  par- 
tial, of  those  cases  which  I  have  been  able 
to  watch. 

The  essayist  tells  you  that  he  has  used 
tin  in  the  cervical  portion  of  the  cavity 
for  four  or  five  years,  but  it  seems  to  me 
that  thirty  years  is  a  better  test  than  four 
or  five. 

Now  it  may  be  possible  that  good  tin 
foil  was  not  used  in  those  cases  where  the 
essayist  failed.  I  do  not  know  what  kind 
of  tin  the  essayist  used,  nor  does  he  de- 
scribe his  method  of  using  it,  so  I  must 
conclude  from  what  I  know  about  this 
matter  that  either  the  tin  foil  was  poor 
material  or  else  the  method  of  manipula- 
tion was  faulty.  Now  I  know  that  his 
method  of  manipulation  of  gold  is  com- 


plete, and  no  doubt  the  same  may  be  said 
of  tin,  so  the  factor  of  manipulation  will 
have  to  be  eliminated.  Then  again  it 
might  happen  that  the  preparation  of  the 
cavity  was  faulty,  yet  I  think  that  in  the 
cases  he  cited  that  cannot  be  true,  be- 
cause the  essayist  is  thorough  in  the  prep- 
aration of  cavities.  We  are  therefore 
compelled  to  fall  back  upon  the  first 
premise,  that  it  was  poor  material.  A 
great  deal  of  the  tin  foil  put  on  the  mar- 
ket for  filling  purposes  is  not  fit  to  put 
in  a  cavity. 

The  essayist  says  that  tin  destroys  the 
dentin  and  kills  the  pulp.  The  facts,  ac- 
cording to  my  experience,  are  these: 
After  the  tin  is  placed  in  the  cavity  at 
the  cervical  margin,  filling  the  remainder 
of  the  cavity  with  cohesive  gold,  a  gal- 
vanic action  takes  place  between  the  tin 
and  gold,  the  tin  being  the  positive  ele- 
ment and  the  gold  the  negative ;  this  gal- 
vanic action  ceases  after  the  tin  filling 
becomes  oxidized,  and  no  further  gal- 
vanic action  occurs.  In  some  instances 
I  have  found  that  this  oxid  does  pene- 
trate a  slight  distance  into  the  dentinal 
tubuli.  I  take  the  ground  that  if  it  does 
so  penetrate  it  helps  protect  the  ends  of 
the  tubuli,  acting  as  a  barrier  to  the  fur- 
ther progress  of  decay. 

I  know  that  this  is  true,  and  if  you 
gentlemen  will  take  the  trouble  to  ex- 
amine a  display  which  will  be  found  in 
the  educational  department  in  this  build- 
ing you  will  be  convinced  by  an  ocular 
demonstration  of  the  facts  I  am  stating. 
You  will  find  in  this  exhibit  a  disto- 
occlusal  filling  where  tin  was  used  at  the 
cervical  part  of  the  cavity,  the  balance 
being  gold,  that  remained  intact  in  the 
mouth  for  twenty-six  years,  the  tooth 
for  some  reason  or  other  having  been 
lost.  There  are  teeth  in  that  exhibit, 
filled  by  different  operators,  that  have 
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been  worn  in  the  mouth  all  the  way  from 
seven  to  twenty-six  years,  filled  with  tin 
at  the  base  and  the  rest  of  the  filling  gold, 
and  there  is  no  decay  around  the  tin  or 
the  gold. 

I  can  show  you  in  my  own  mouth  an 
ujDper  lateral  that  has  been  filled  twice 
with  cohesive  gold  in  the  last  twenty  years 
by  one  of  the  best  operators  I  know,  and 
both  of  those  fillings  failed.  Ten  years 
ago  that  tooth  was  refilled,  using  tin  at 
the  cervical  portion  and  the  rest  with  co- 
hesive gold,  and  today  there  is  no  decay 
around  either  the  tin  or  the  gold. 

I  have  also  a  lower  left  lateral  incisor 
which  was  filled  with  cohesive  gold  and 
proved  a  failure.  I  had  it  refilled  seven 
years  ago  at  the  lingual  and  also  the  cer- 
vical margin  with  tin,  and  there  is  no 
decay ;  the  remainder  of  the  filling,  being 
of  gold,  is  also  intact. 

I  have  a  disto-occlusal  cavity  in  the 
upper  left  first  molar  that  was  filled  with 
cohesive  gold,  which  was  a  failure,  and 
six  years  ago  I  had  it  filled  with  tin  foil 
across  the  cervical  margin,  completing 
the  filling  with  gold,  and  that  is  in  per- 
fect condition  today. 

On  the  right  side  I  have  a  disto-occlu- 
sal cavity  in  the  second  bicuspid,  a  mesio- 
occlusal  cavity  in  the  first  molar,  filled 
with  gold  and  tin,  the  gold  being  on  the 
occlusal  surface;  these  have  been  in  use 
three  years. 

I  use  tin  foil  of  ISTos.  5,  10,  or  20 — any 
of  those  numbers;  it  does  not  make  so 
much  difference  about  the  gage  of  the 
tin.  If  an  operator  is  accustomed  to  use 
thin  gold  foil  he  had  better  have  thin 
tin;  if  accustomed  to  the  use  of  heavier 
gold  foil,  use  heavy  tin.  Any  of  those 
numbers  can  be  manipulated  so  as  to 
make  tight  margins.  There  is  another 
advantage  in  the  use  of  tin  at  the  cervical 
margin;  it  is  inserted  more  quickly  and 


easily  than  gold,  and  one  cannot  fail  to 
cut  off  the  projecting  portion,  as  might 
happen  when  using  cohesive  gold. 

I  do  not  say  that  you  cannot  make  a 
tight  cervical  margin  with  cohesive  gold, 
or  with  non-cohesive.  The  question  is, 
does  tin  make  a  tight  margin  ?  Of  course, 
if  there  is  leakage  around  a  filling  the 
tooth  generally  begins  to  decay.  But  does 
it  not  do  the  same  thing  around  gold  and 
amalgam  ?  Why  should  tin  bear  the  bur- 
den of  tooth  decay?  Do  not  place  the 
entire  blame  on  the  tin  alone.  Amalgam 
fillings,  cement  fillings,  and  gold  fillings 
all  fail  at  the  cervical  margins  at  times. 

The  essayist  says  that  the  tin  oxidizes 
and  stannic  acid  is  formed  which  pene- 
trates the  tubuli  of  the  dentin,  destroys 
the  dentinal  fibrillse,  and  kills  the  pulp. 
He  does  not  say  this  occurs  every  time, 
and  I  do  not  suppose  he  means  to  imply 
that  it  always  occurs.  I  would  be  very 
glad  to  know  how  it  is  done,  and  how 
stannic  acid  is  formed  from  a  piece  of 
tin  foil  upon  a  solid  mass  of  tin  foil  well 
malleted.  I  want  him  to  explain  for  my 
information  how  it  can  be  that  stannic 
acid  is  formed  from  a  solid  mass  of  tin  in 
the  tooth  ?  I  say  that  as  far  as  my  chem- 
istry goes,  which  is  corroborated  by  two 
dental  chemists,  that  cannot  be  possible. 
Stannic  acid  is  a  white  substance,  and 
here  we  have  a  black  substance,  the  essay- 
ist says,  penetrating  the  fibrillse  and  kill- 
ing the  pulp. 

The  essayist  also  says,  whenever  a 
tooth  becomes  black  from  the  use  of  tin 
the  dentin  becomes  soft  and  you  can 
scoop  it  out.  In  those  cases  where  the 
decay  extends  along  the  buccal  or  lin- 
gual wall,  the  tooth  softens.  Would  it 
not  soften  with  gold,  or  anything  else? 
The  tin  is  not  to  blame. 

I  think  that  the  drawings  the  doctor 
has  given  us  are  fair  so  far  as  I  can  judge. 
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About  one-third  of  the  cervical  portion 
is  shown  filled  with  tin,  the  rest  with 
gold.  Nor  do  I  find  any  fault  with  the 
form  of  the  cavities. 

I  never  have  seen  a  dead  pulp  under 
a  tin-foil  filling.  If  pulps  die  under  tin, 
why  is  this  operation  advocated  by  Dr. 
Herbst  of  Germany,  who  says  that  he 
amputates  the  coronal  portion  of  exposed 
pulps,  applies  creasote,  burnishes  a  mat 
of  tin  foil  into  the  pulp-cavity,  and  fills 
the  rest  with  any  desirable  material. 

Now  take  uj)  the  matter  of  tin  and 
gold  in  alternate  layers  in  equal  parts. 
If  you  use  a  sheet  of  No.  4  tin,  also  use 
a  sheet  of  No.  4  gold.  It  can  be  used  in 
any  proportion,  but  equal  portions  of  tin 
and  gold,  in  alternate  layers,  either  No. 
5  or  No.  10,  folded  as  thick  as  desired 
and  condensed  with  a  mallet,  will  produce 
the  best  results.  I  always  fold  it  into  a 
tape,  folding  the  tin  and  the  gold  over 
and  over,  so  as  to  make  No.  20,  30, 
or  40,  and  if  the  materials  be  used  in 
equal  proportions  it  will  stay  right  where 
placed.  Most  of  my  experience  with  this 
method  has  been  in  the  occlusal  surfaces 
of  molars  and  bicuspids  in  large  cavities, 
and  I  have  never  seen  a  failure  in  a  fill- 
ing made  with  equal  parts  in  alternate 
layers  folded  back  and  forth  in  the 
cavity  and  malleted  down  with  the 
hand  mallet  the  same  as  with  cohesive 
gold. 

In  1838  Dr.  McBride  of  Pittsburg, 
Pa.,  used  tin  and  gold  by  rolling  the  tin 
and  gold  together,  keeping  the  tin  on 
the  inside  and  the  gold  on  the  outside, 
wedging  it  in  the  cavity  in  the  old  man- 
ner of  wedging  fillings.  If  this  method 
had  been  a  failure,  would  it  not  have 
been  ascertained  long  ago?  He  is  the 
first  man  that  has  gone  on  record  as 
using  tin  and  gold  in  that  way.  Dr. 
John  S.  Clark  of  St.  Louis,  in  1851,  was 


probably  the  first  man  to  make  cylinders 
of  tin  and  gold  in  alternate  layers. 

I  can  show  you  specimens  where  equal 
parts  of  tin  and  gold  were  used  in  the 
cervical  third  of  the  cavity,  the  rest  being 
filled  with  cohesive  gold,  and  no  decay 
ensued;  but  my  experience  in  that  only 
extends  back  for  six  years,  and  that  is 
a  comparatively  short  time.  I  do  not 
use  it  very  often  in  the  above  location,  be- 
cause I  know  that  pure  tin  alone  at  the 
cervical  margin  will  answer  every  pur- 
pose. 

Just  a  word  about  the  action  that 
takes  place  between  tin  and  gold.  After 
electrolysis  takes  place  the  joint  between 
the  tin  and  gold  cannot  be  separated  with 
a  chisel.  The  two  metals  cannot  be 
forced  apart  exactly  at  the  joint,  because 
electrolysis  has  caused  them  to  cohere 
so  firmly.  When  galvanic  action  takes 
place  in  the  mouth  the  tin  is  discolored 
and  the  galvanic  action  stops.  The 
under  surface  of  the  tin  filling  will  gen- 
erally be  black,  because  there  is  just 
enough  moisture  in  the  tubuli  to  oxidize 
the  tin,  and  this  oxidation  fills  up  the 
ends  of  the  dentinal  tubuli  and  is  a  bar 
to  the  ingress  of  bacteria,  if  any  happen 
to  be  present. 

One  reason  why  fillings  fail  where  tin 
is  used  at  the  cervical  margin  is  because 
the  operator  did  not  put  in  enough  tin. 
If  a  man  thinks  he  can  take  one  thick- 
ness of  tin  foil  No.  10,  lay  it  over  the 
cervical  margin  in  approximal  cavities, 
then  go  on  and  complete  with  cohesive 
gold  and  have  a  tight,  lasting  filling,  he  is 
mistaken.  Put  in  one-third  or  one-half 
tin,  and  very  seldom  will  any  of  the  fill- 
ings fail. 

The  essayist  refers  to  using  tin  and 
gold  in  alternate  layers  for  four  or  five 
years.  Others  have  been  doing  it  for 
forty  or  fifty  years,  and  have  not  found 
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out  what  he  has.  He  refers  to  an  experi- 
menit  made  by  Dr.  Black,  who  is  known 
to  be  a  scientific  man  and  nearly  always 
right.  In  this  experiment  he  says  Dr. 
Black  placed  an  "imperceptible"  amount 
of  tin  powder  upon  a  sheet  of  No.  4 
gold  and  laid  it  away  for  a  time  between 
two  leaves  of  a  book,  and  when  he  ex- 
amined it  the  tin  and  gold  were  oxidized 
and  crumbled  up  fine. 

After  conferring  with  Dr.  Black  I  find 
that  the  experiment  which  he  made  does 
not  bear  any  resemblance  to  the  one 
quoted.  It  was  made  years  ago  and  prob- 
ably the  essayist  had  forgotten  just  what 
it  was. 

Since  I  had  the  doctor's  paper,  some 
four  days  ago,  I  have  endeavored  to  pro- 
cure this  "imperceptible"  amount  of  tin. 
I  took  a  piece  of  tin  and  lightly  scraped 
it  with  a  knife  blade,  removing  the  very 
smallest  specks  that  I  could  and  placed 
those  particles  upon  a  piece  of  ISTo.  4 
gold  foil,  exposed  it  to  the  atmosphere  in 
my  cabinet,  and  for  the  four  days  that 
it  remained  there  no  change  had  taken 
place  in  the  tin  or  gold.  One  month  has 
now  elapsed  and  still  there  is  no  change. 

Five  years  ago  I  was  informed  that  if 
a  sheet  of  gold  were  placed  between  two 
sheets  of  tin  and  laid  away  in  a  book, 
in  a  little  while  the  tin  would  become 
oxidized,  and  that  you  could  blow  it 
away.  I  tried  the  experiment,  begin- 
ning three  years  ago,  but  the  result  re- 
ferred to  did  not  happen.  A  few  days 
ago  I  looked  at  it,  and  no  more  change  in 
that  gold  can  be  seen  than  if  it  had  been 
placed  in  contact  with  the  tin  yesterday, 
and  there  was  no  cohesion  between  the 
leaves  of  gold  and  tin,  and  no  oxida- 
tion. 

So  I  claim  that  all  thinking  practi- 
tioners are  justified  in  using  tin  at  the 
cervical  margin.     The  essayist  says  gold 


will  last  to  all  eternity.  Gold  fillings  of 
24-karat  gold  do  not  last  to  all  eternity 
in  the  mouth.  If  you  will  look  at  the 
Cosmos^  for  March  1904,  p.  178,  you 
will  see  an  account  by  Dr.  W.  D.  Miller 
of  a  tooth  filled  with  gold,  malleted  into 
the  buccal  surface  of  a  bicuspid,  where 
grooves  had  been  cut  in  the  gold  by  ero- 
sion ;  so  that  gold  will  not  last  forever  in 
the  mouth.  And  we  have  seen  a  case 
of  a  gold  crown  on  an  incisor,  made  of 
23-karat  gold,  where  nearly  all  of  the 
labial  surface  of  the  gold  had  disap- 
peared, leaving  an  opening  in  the  shape 
of  a  letter  IT;  this  shows  that  gold  does 
not  last  forever  in  the  mouth. 

Dr.  D.  J.  McMiLLEN^  Kansas  City, 
Mo.  I  am  not  an  advocate  of  tin  and 
gold  as  a  filling  material.  There  is  no 
question  in  my  mind  that  for  some  pur- 
poses a  tin  filling  is  one  of  the  best  fill- 
ings to  put  in  the  tooth,  although  it  is 
not  a  proper  material  for  every  tooth. 
The  fact  that  one  tooth  decays  under  a 
certain  kind  of  filling  is  no  reason  for 
discontinuing  the  use  of  that  filling  ma- 
terial. If  we  should  discontinue  the  use 
of  fillings  for  the  reason  that  teeth  de- 
cay under  them  we  should  have  to  dis- 
continue the  filling  of  teeth  altogether. 

There  are  many  things  to  think  of 
beside  the  material  with  which  we  fill 
a  tooth.  The  preparation  of  your  cavity  . 
has  a  great  deal  more  to  do  with  the 
preservation  of  the  tooth  than  the  use  of 
the  material,  whether  tin,  or  tin  and 
gold,  or  gold,  or  amalgam. 

If  I  were  allowed  to  criticize  those 
cavities  illustrated  by  the  essayist  I 
should  like  to  do  so,  although  the  matter 
of  preparation  is  not  touched  upon  in  the 
paper.  In  filling  teeth  with  tin  and 
gold  we  must  not  forget  two  things:  (1) 
That  there  must  not  be  any  square  cor- 
ners;  (2)   at  the  point  of  juncture  be- 
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tween  the  two  filling  materials,  unless 
extreme  care  is  used  a  condition  will  re- 
sult at  that  point  very  apt  to  lead  to 
decay,  as  Fig.  5  would  demonstrate  to 
my  mind  in  presenting  a  corner  there 
that  is  exceedingly  difficult  to  fill. 

One  reason  why  I  have  not  advocated 
the  use  of  tin  as  a  base  for  filling  is  that 
it  discolors  the  cervical  wall  and  makes 
an  unsightly  filling.  It  does  not  abso- 
lutely fill  that  portion  of  the  tooth  if 
you  use  tin  cylinders ;  using  all  gold,  and 
non-cohesive  gold,  there  is  no  question 
in  my  mind  but  that  it  adapts  itself  bet- 
ter to  the  walls  of  the  tooth  than  any 
tin  that  can  be  made.  I  would  not  be 
in  favor  of  using  thick  tin.  In  adapt- 
ing a  filling  of  any  description,  whether 
it  be  tin  or  non-cohesive  gold,  if  I  were 
to  undertake  to  fill  the  cervical  wall  with 
either  material,  I  would  not  expect  to 
make  a  tight  filling  if  I  used  a  thick 
foil.  In  using  this  kind  of  filling  it 
should  be  a  thin  sheet  of  gold  or  tin. 
I  think  tin  if  properly  handled,  used 
either  in  combination  or  by  itself,  has 
a  virtue  in  saving  teeth. 

Dr.  ]Sr.  S.  Jenkins,  Dresden,  Ger- 
many. Permit  me,  gentlemen,  to  say 
that  where  perhaps  any  member  here 
present  has  seen  one  filling  of  tin  and 
gold,  I  have  seen  a  thousand.  Tin  and 
gold  had  its  origin  in  Europe  for  practical 
uses.  It  was  before  the  age  of  the  rubber 
dam ;  it  was  an  expedient  designed  to  over- 
come the  great  difficulties  of  preserving 
teeth,  before  the  rubber  dam  or  cohesive 
gold  had  been  dreamed  of.  It  serves 
two  purposes :  It  immediately  stops 
decay  and  it  continues  to  improve  in  its 
beneficent  action.  I  have  seen  innumer- 
able teeth  which  have  been  in  their  par- 
tially erupted  condition  exposed  to  the 
ravages  of  decay  and  which  have  been 
filled  under  water  with  tin  and  gold  to 


the  preservation  of  those  teeth  for  thirty 
years  without  recurrence  of  decay. 

Now  you  will  naturally  inquire,  How 
did  that  happen?  Gentlemen,  it  is  my 
belief  that  it  occurred  only  through  per- 
fect mechanical  adaptation  and  not 
through  any  chemical  action,  or  at  least 
the  chemical  action  being  only  subsidi- 
ary. When  tin  and  gold  united  in  proper 
proportion  is  packed  into  a  cavity  by 
lateral  pressure,  the  only  way  in  which 
it  can  be  judiciously  applied,  it  is  almost 
immediately  subjected  to  electrical  influ- 
ence, and  as  Dr.  Miller  has  so  exactly  ex- 
plained to  us,  an  oxid  of  tin  is  formed, 
the  filling  becomes  distinctly  greater  in 
bulk  and  possessed  of  a  crystallization 
which  makes  it  resistant  to  the  force  of 
mastication.  That  is  the  reason  that 
teeth  are  preserved  by  tin  and  gold,  be- 
cause the  filling  by  expansion  improves 
after  it  is  made,  and  tin  and  gold,  so  far 
as  I  know,  is  the  only  material  with  the 
exception  of  porcelain  which  exercises  a 
continual  progressive  protective  power 
against  the  ravages  of  decay. 

Dr.  W.  E.  Clack,  Clear  Lake,  Iowa. 
I  was  taught  to  use  tin  foil  and  a  combi- 
nation of  tin  foil  and  gold  between  1876 
and  1878.  Undoubtedly,  owing  to  the 
imperfect  manner  in  which  I  had  used  it, 
I  am  obliged  to  stand  here  and  tell  you 
gentlemen  that  every  filling  that  I  have 
had  the  opportunity  of  watching  and  ob- 
serving has  failed.  Be  it  understood  I 
was  a  young  practitioner,  and  also  be  it 
understood  that  a  great  many  of  the  fill- 
ings that  I  made  with  cohesive  gold  and 
with  amalgam  also,  at  that  time,  have 
since  failed.  So  that  that  is  not  conclu- 
sive proof  that  it  was  all  on  account  of 
tin. 

The  idea  of  the  oxidization  of  tin  or 
any  metal  preserving  the  tooth-structure, 
has  always  been  to  me  a  queer  proposi- 
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tion.  It  seems  to  me  as  if  it  were  an 
argument  that  it  was  necessary  to  par- 
tially destroy  the  substance  in  order  to 
bring  out  its  best  qualities.  I  know  that 
it  has  been  a  custom  to  use  silver  nitrate 
for  the  prevention  of  decay.  If  you 
could  have  been  in  Dr.  Wedelstaedt's 
office  last  winter  and  seen  a  set  of  teeth 
that  had  been  treated  by  an  advocate  of 
silver  nitrate  for  the  prevention  of  caries 
in  the  human  teeth,  I  do  not  believe  you 
would  have  been  guilty  of  again  using  it. 
It  did  undoubtedly  prevent  decay  for  the 
time  being;  but  the  after  effects  of  that 
application  were  a  great  deal  worse  than 
the  first  condition.  I  am  not  able  to  give 
you  just  the  chemical  reasons  why  this 
result  occurred. 

That  those  fillings  have  failed  where 
cohesive  gold  has  been  used  in  the  gingi- 
val third  of  cavities  in  approximal  sur- 
faces of  bicuspids  and  molars  is  nothing 
to  be  wondered  at.  Gentlemen,  a  man 
is  an  expert  who  can  make  a  perfectly 
absolute  adaptation  of  annealed  gold  at 
the  gingival  margin  of  those  cavities 
every  time;  there  are  very  few  such  men 
alive  today.  In  place  of  cohesive  gold  1 
use  unannealed  gold,  because  I  believe 
it  is  as  easy  of  adaptation  as  tin  foil  and 
I  believe  that  it  is  as  lasting  and  can  be 
Just  as  evenly  placed. 

Eight  here  let  me  say  that  the  criti- 
cism of  those  fillings  as  failing  because 
of  the  overhang  at  the  gingival  margin 
is  not  a  criticism  necessarily  against 
gold  any  more  than  any  other  material. 
Any  man  who  leaves  an  overhanging 
margin  invites  the  recurrence  of  decay. 

I  have  not  been  in  practice  quite  as 
long  as  Dr.  Ambler,  and  I  have  not  been 
as  close  an  observer  for  as  many  years  as 
he  has,  but  I  can  show  you  a  patient  in 
the  city  now  who  has  nearly  every  ap- 
proximal surface  of  the  bicuspids  and 


molars  filled  with  unannealed  gold  for 
the  gingival  third ;  and  there  is  no  recur- 
rence of  decay. 

The  last  speaker  told  us  of  fillings 
made  for  him  with  gold  that  have  failed. 
Granted.  He  tells  us  on  the  other  hand 
of  fillings  that  have  been  made  with  a 
combination  of  gold  and  tin  that  are 
in  perfect  condition  today.  We  believe 
there  is  such  a  thing  as  immunity.  I 
have  cavities  that  decayed  in  my  central 
incisors  twenty-seven  years  ago,  and  I 
cannot  see  by  the  closest  examination 
that  they  have  progressed  a  particle  in 
all  that  time. 

Dr.  Ambler.     Have  they  been  filled? 

Dr.  Clack.  'No,  sir;  they  are  open 
cavities.  I  have  seen  in  Dr.  Wedel- 
staedt's office  a  patient  who  has  also 
upper  central  incisors  slightly  decayed, 
where  there  has  been  a  total  cessation  of 
that  decay  and  the  patient  is  absolutely 
immune  to  the  ravages  of  decay,  those 
cavities  still  being  unfilled. 

Unless  those  cavities  mentioned  by  the 
last  speaker  had  been  filled  by  the  most 
expert  operators,  a  recurrence  of  decay 
would  likely  have  ensued;  but  in  cer- 
tain other  cavities  a  man  can  make 
a  filling  with  almost  any  material  and 
there  will  be  no  recurrence  of  decay. 
These  cavities  were  filled  for  Dr.  Ambler 
when  he  was  young ;  he  has  been  confined 
to  an  indoor  life,  and  I  would  judge  his 
teeth  are  subject  to  decay  from  the  num- 
ber of  cavities  he  has  spoken  of,  and  no 
doubt  a  great  many  of  those  fillings  had 
that  overhang. 

As  for  the  preservation  of  any  particu- 
lar tooth  for  any  length  of  time  by  the 
use  of  any  one  material,  it  does  not  prove 
anything.  Several  years  ago  I  was  out 
hunting  near  Clear  Lake,  Iowa,  with  an 
old  soldier  who  had  a  great  habit  of 
chewing  bird-shot.    He  had  a  cavity,  de- 
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cayed,  in  the  buccal  surface  of  the  lower 
right  first  molar  which  he  had  often  in- 
tended to  have  filled  but  had  never  done 
so.  One  day  he  came  up  into  my  office 
and  said,  "I  was  going  to  have  a  filling 
put  in  that  tooth,  but  I  have  one  there 
already."  On  examining  it  I  found  the 
cavity  to  be  closed  with  one  of  those  bird- 
shot.  This  spring  he  came  in  again,  and 
I  extracted  that  molar  with  that  bird- 
shot  in  the  cavity,  seemingly  just  as  ab- 
solutely perfect  a  filling  as  any  that  could 
have  been  made  for  him  of  other  mate- 
rial. So  that  it  does  not  do  to  tie  up  to 
any  one  thing  in  the  way  of  filling  ma- 
terial; and  I  believe  that  these  cavities 
in  Dr.  Ambler's  teeth,  which  he  refers  to 
as  having  been  in  for  only  the  last  three 
years,  were  inserted  at  a  period  of  im- 
munity to  caries;  and  I  believe  that  a 
gold  filling,  properly  placed  there,  would 
undoubtedly  have  been  there  today. 

Dr.  Wedelstaedt  (closing  the  discus- 
sion). I  have  called  your  attention  to 
such  conditions  as  I  have  found  to  exist 
where  tin,  and  a  combination  of  gold  and 
tin,  have  been  used  in  the  gingival  third 
of  cavities  in  the  approximal  surfaces 
and  gold  has  been  used  to  complete  the 
operation.  I  have  called  your  attention 
to  the  exact  conditions  as  I  have  found 
them  to  exist. 

One  speaker  stated  that  gold  and  tin 
in  combination  is  the  best  material  to 
use  for  filling  cavities  in  the  human 
teeth.  He  alleges  that  there  is  no  mate- 
rial any  better  except  the  porcelain  inlay. 
And  yet  experimental  research  proves  be- 
yond a  doubt  that  it  requires  more 
pounds  pressure  to  crush  cement  than  it 
does  to  crush  similarly  sized  pieces  of 
some  porcelain  inlay  material  which  is 
at  present  being  made  considerable  use 
of.  Porcelain  inlays  have  but  a  limited 
use   and   are   temporary   fillings,    which 


sooner  or  later  must  be  replaced  with 
something  more  permanent.  As  Dr. 
Southwell  so  truly  says,  "Porcelain  in- 
lays are  but  plastic  operations." 

Another  speaker  said  that  he  made 
nine  combination  fillings  in  cavities  in 
approximal  surfaces.  The  gingival  third 
of  these  cavities  he  filled  with  gold  and 
tin  in  combination,  and  then  completed 
the  operation  with  gold.  He  alleges  that 
seven  of  these  nine  operations  failed. 
His  statement  merely  proves  the  conten- 
tion which  I  made.  The  same  speaker 
said  that  for  years  it  has  been  the  habit 
of  many  practitioners,  when  dealing  with 
unusually  sensitive  dentin,  to  fill  the  cav- 
ities with  tin.  The  tin  is  then  allowed  to 
remain  in  the  cavities  for  six  or  eight 
months.  At  the  end  of  this  time,  when 
the  tin  is  removed,  it  will  be  found 
that  sensitivity  has  entirely  disappeared 
and  the  cavity  can  be  prepared  without 
the  patient  suffering  any  pain.  His 
statement  also  proves  my  contention  as 
to  the  ability  of  the  tin  to  destroy  the 
life  in  the  fibrillse.  And  yet,  again,  he 
asserts  that  he  has  in  his  exhibit  many 
extracted  filled  teeth  which  have  been 
filled  according  to  the  method  which  I 
condenm,  and  that  not  one  of  the  opera- 
tions shows  any  sign  of  failure.  I  have 
been  requested  to  ask  where  these  teeth 
were  obtained  and  why  they  were  ex- 
tracted. If  they  were  extracted  from  the 
mouths  of  people  who  are  dead,  his  evi- 
dence is  of  little  value.  If  they  were 
extracted  from  the  mouths  of  those  suf- 
fering from  pyorrhea  alveolaris,  why 
then  I  can  say  that  where  this  condition 
exists  decay  does  not  readily  take  place. 

The  present  condition  of  affairs  as  it 
relates  to  our  profession  is  very  singular. 
I  read  an  essay  for  your  consideration, 
embodying  therein  my  ideas  of  certain 
conditions  as  I  have  found  them  to  ex- 
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ist  after  making  combination  fillings  in 
the  cavities.  You  are  told  that  such  con- 
ditions cannot  possibly  exist.  Yet  for 
the  past  eight  or  ten  years  I  have  been, 
and  am  still,  meeting  with  just  such  con- 
ditions as  described  in  my  essay.  If 
others  have  not  sufficient  ability  to  recog- 
nize the  existence  of  these  conditions,  it 
surely  is  no  fault  of  mine.  The  condi- 
tions spoken  of  are  there  and  they  can 
readily  be  found.  I  have  come  to  you 
calling  attention  to  these  conditions,  not 
for  my  own  glory  but  for  the  good  of 
those  whom  we  serve.  This  is  not  only 
for  our  own  advancement  at  the  present 
time,  but  that  those  who  may  come  after 
us  and  who  will  make  the  experiments — 
thus  proving  the  truth  of  my  ideas — may 
say  that  all  were  not  so  ignorant  at  that 
time  and  age. 

I  believe  in  a  man  standing  by  his 
convictions,  provided  that  they  are  based 
on  experience  which  he  has  gained  either 
at  the  chair  or  in  proving  experimental 
research.  Where  a  man  has  such  evi- 
dence he  has  a  just  cause  and  a  good 
fighting  foundation.  Where,  however,  a 
man  has  convictions  which  are  based 
upon  "say  so,"  and  makes  contentions 
for  the  wrong,  that  man  has  no  right  to 
be  a  dentist,  and  further  he  has  no  place 
in  our  profession.  By  continually  dwell- 
ing upon  the  importance  of  following 
something  the  truth  of  which  he  cannot 


prove  he  becomes  an  enemy  of  mankind. 
This  continual  clash  of  ideas  between 
those  who  know  and  know  why  they 
know,  and  those  who  think  that  they 
know  and  know  not,  should  long  since 
have  come  to  an  end. 

Let  us  try  to  do  good  and  be  kind,  in 
preference  to  doing  some  things  about 
which  the  less  said  the  better.  Let  us 
discuss  these  matters  from  a  foundation 
which  rests  upon  knowledge  and  experi- 
mental research,  which  will  prove  the 
truth  of  our  results.  Kothing  is  ever 
gained  by  making  contentions  where 
there  is  not  a  vestige  of  truth  to  prove 
the  contention.  Let  us  rather  work  for 
the  future  of  our  profession,  its  advance- 
ment and  progress,  than  to  be  forever 
dwelling  upon  its  past  history. 

It  is  a  self-evident  fact  that  this  is 
about  the  time  and  place  to  use  a  saying 
of  the  brainy  Prof.  Lewis.  In  a  discus- 
sion very  similar  to  the  one  which  has 
taken  place  here  today  he  was  called  upon 
to  close  the  discussion.  He  arose  and 
said,  "Veil,  all  I  have  to  say  is  this. 
Some  mens  have  nothing  to  learn  and 
nothing  to  forget."  I  am  very  thankful 
to  say  that  I  still  have  very  much  to 
learn  and  consequently  will  have  some- 
thing to  forget. 

Adjourned  until  Tuesday,  August 
30th,  at  2.30  p.m. 
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SECTION   VII— Continued. 


SECOND    DAY— Tuesday,  August   30th. 


The  section  was  called  to  order 
promptly  at  2.30  p.m.  by  the  chairman, 
Dr.  C.  N.  Johnson. 

The  Chairman.  We  have  with  us  on 
the  platform  Dr.  John  I.  Hart,  a  mem- 
ber of  the  Section  of  Operative  Den- 
tistry, and  from  whom  I  expect  a  great 
deal  of  help  in  the  conduct  of  this  sec- 
tion. It  gives  me  pleasure  to  introduce 
to  you  Dr.  Hart. 

Dr.  J.  I.  Hart,  New  York,  N.  Y.  I 
am  very  glad  to  meet  you,  and  I  wish  to 
take  this  opportunity  of  congratulating 
you  upon  the  program  that  has  been  pre- 
pared through  the  efforts  of  your  chair- 
man  and   secretary.      The  work  of   the 


congress  after  all  depends  upon  the  sec- 
tions, and  it  would  be  very  unfortunate 
if  the  Section  of  Operative  Dentistry  of 
the  Fourth  International  Dental  Con- 
gress should  fall  below  the  standard  cre- 
ated by  this  country  in  operative  work. 
So  far  this  section  has  maintained  the 
position  which  this  branch  of  our  spe- 
cialty should  stand  for. 

The  Chairman.  The  first  paper  on 
the  program  is  by  Dr.  James  M.  Magee 
of  St.  John,  N.  B.,  and  is  entitled  "The 
Instrumentation  and  Filling  of  Crooked 
Eoot-Canals.^^ 

Dr.  Magee  then  read  his  paper,  as  fol- 
lows : 


Instrumentation  and  Filling  of  Crooked  Root-Can  als. 


By  Dr.  JAMES  M.  MAGEE,  St.  John,  N.  B. 


Let  me  state  at  the  outset  that  while 
a  large  measure  of  success  has  attended 
the  practice  of  opening  and  filling  root- 
canals  as  I  have  followed  it,  my  practice 
is  not  intended  to  be  an  infallible 
method,  because  there  are  root-canals 
which  no  man  living  can  successfully 
open  with  instruments.     The  few  cases 


I  show  will  demonstrate  the  idea,  and 
perhaps  help  to  prove  the  claim  I  make, 
that  90  per  cent,  of  all  root-canals  we  at- 
tempt to  fill  can  be  filled  completely  to 
their  apical  openings,  and  it  may  here  be 
remarked  that  the  apical  opening  is  not 
always  at  the  apex  of  the  root.  (Fig.  1.) 
With  a  desire  to  make  this  paper  as 
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brief  as  possible  I  have  confined  myself 
to  the  subject  of  instrumentation  and 
the  filling  of  the  canals  in  crooked  roots, 
and  since  molars  more  frequently  than 


Fig.  1. 


any  other  teeth  have  curved  and  crooked 
roots  a  description  of  the  procedure  of 
opening  and  closing  the  canals  of  these 
teeth  will  serve  as  an  illustration  for  all. 

The  treatment  for  fistulas  and  putres- 
cent canals  opens  up  too  large  a  field  for 
discussion,  therefore  I  shall  not  suggest 
anything  in  that  connection,  except  to 
say  that  once  the  canal  is  opened  its 
treatment,  if  any  be  needed,  will  be  sim- 
plified. 

Of  course,  no  one  can  say  positively 
that  the  roots  of  any  unextracted  tooth 
are  crooked  unless  he  is  possessed  of  an 
X-ray  apparatus,  so  the  ordinary  oper- 
ator is  obliged  to  depend  upon  his  sense 
of  touch  to  enable  him  to  see,  in  his 
mind's  eye,  the  shape  of  the  root  he  is 
working  in.  Nevertheless,  with  few  ex- 
ceptions quite  as  satisfactory  results  can 
be  obtained  without  the  X  ray  as  with 
it.  Before  we  begin  opening  the  pulp- 
canals  we  examine  for  the  possibilities 
of  an  easy  or  difficult  operation.  Youth 
is  a  factor  in  favor  of  easy  access  to  the 
apical  openings,  since  the  canals  are 
larger  in  early  than  in  mature  life.     A 


perfectly  regular  arch  will  rarely  contain 
teeth  having  badly  curved  roots,  while 
contracted  arches  will  usually  contain 
teeth  of  this  class ;  however,  the  only  cer- 
tainty we  have  of  being  able  to  reach  the 
apical  opening  is  a  knowledge  of  the  fact 
that  we  have  once  done  so. 

Many  of  the  difficulties  encountered 
may  be  entirely  overcome  if  at  the  begin- 
ning free  access  be  obtained  to  all  the 
canals.  Free  access  does  not  simply 
mean  that  condition  which  will  permit 
reaching  the  orifice  of  the  canal.  It 
means  that  so  much  of  the  tooth-struc- 
ture must  be  cut  away  as  to  permit  the 
passing  of  an  instrument  directly  to  the 
end  of  the  canal,  if  it  be  at  all  nearly 
straight. 

Let  us  first  consider  a  lower  molar. 
(See  Figs.  2,  3,  4,  5.)  Should  the  open- 
ing into  the  pulp-chamber  be  through 
a  cavity  in  the  distal  surface  we  must 
cut  forward  through  the  morsal  surface 
sufficiently  far  for  at  least  a  perpendicu- 

FiG.  2. 


lar    entrance    to    the    anterior    canals. 
(Figs.  3  and  4.) 

It  is  no  economy  of  either  time  or 
tooth-structure  to  abstain  from  cutting 
for  fear  of  weakening  the  crown,  since 
the  crown  will  be  of  little  service  unless 
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the  roots  are  healthy  and  comfortable, 
and  even  if  the  ultimate  result  was  likely 
to  be  as  good  (which  it  is  not)  the  time 


Fig.  3. 


consumed  would  be  infinitely  greater. 
However,  the  question  of  saving  time 
must  never  be  considered  when  the  real 
issue  is  saving  the  tooth. 

When  the  carious  cavity  through 
which  the  pulp-chamber  is  perforated  is 
in  the  mesial  surface,  it  is  not  necessary 
to  cut  away  quite  so  much  of  the  morsal 
surface,  since  the  posterior  canal  may  be 
easily  reached  without  cutting  to  a  per- 

FiG.  4.- 


pendicular  with  the  posterior  wall  of  the 
pulp-chamber.     (Fig.  2.) 

The  roots  of  the  lower  molars  almost 
always  slant  backward,   and  are  often- 


times curved,  particularly  the  anterior. 
(Fig.  4.)  The  anterior  roots  of  low^er 
first  molars  always  have  two  canals,  and 
usually  two  are  found  in  the  anterior 
roots  of  the  second  and  third  molars 
also.  It  is  quite  easy  to  open  the  pos- 
terior canal,  since  it  is  large,  the  pos- 
terior root  being  rarely  found  with  two 
canals.  Those  in  the  anterior  root  often 
diverge  and  then  converge  again  (Fig. 
5)  sometimes  to  a  common  apical 
opening,  and  an  explorer  to  enter  the 
canal  would  have  to  be  pointed  decidedl}^ 
forward.    (Fig.  5,  d.)    So  in  order  to  ap- 

FlG.   5. 


nroach  the  extremity  of  the  canals  we 
must  enlarge  the  orifices  laterally  and 
anteriorly ;  that  is,  we  enlarge  the  orifice 
of  the  lingual  one  toward  the  tongue, 
and  a  little  forward,  and  the  buccal  we 
enlarge  toward  the  cheek  and  a  little  for- 
ward. Two  bristles  stuck  in  these  canals 
now  would  stand  diverging,  pointing  out- 
ward and  slightly  forward.  (Fig.  5,  h.) 
A  G-ates-Glidden  drill  is  one  of  the 
best  instruments  suitable  for  this  en- 
largement, though  a  round  bur  must 
often  be  used  also.  While  revolving 
in  the  engine  the  drill  should  l)e  moved 
up  and  down,  cutting  widest  at  the  en- 
trance, though  it  should  never  be  pushed 
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as  far  into  the  canal  as  it  will  go.  This 
cutting  of  course  tends  to  straighten  the 
canal.  Having  enlarged  the  orifice,  we 
now  pass  an  exploring  instrument  down 
the  canal  to  determine  whether  we  can 
open  it  successfully  with  instruments 
alone,  or  if  we  must  use  acid  to  facili- 
tate its  opening.  The  instruments  I  find 
best  suited  for  the  work  in  root-canals 


in  the  engine,  but  be  worked  with  the 
fingers,  because  opening  a  root-canal  is 
too  important  a  thing  to  trust  to  the 
haphazard  results  of  a  drill  driven  by 
engine  power.  The  right-angle  Beutel- 
rock  drills  may  be  used  even  in  the  mo- 
lars, the  short  stem  affording  a  firm  grip 
for  the  fingers.  The  smallest  size  will 
frequently   follow   and   open  up   a   fine 


Fig.   6. 
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are  Gates-Glidden  drills  of  large  size,  for 
enlarging  the  orifices,  the  four  smaller 
sizes  of  Beutelrock  drills  for  the  right- 
angle,  as  well  as  those  for  the  ordinary 
engine  handpiece,  the  two  smaller  sizes 
of  Donaldson  canal  cleansers,  and  fine 
Ivory  broaches.     (Fig.  6.) 

The  G-ates-Glidden  drills  should  be 
used  in  the  engine  and  only  for  enlarg- 
ing the  orifices  of  the  canals. 

The  other  drills  should  never  be  used 


canal,  even  to  its  extremity,  which  the 
smallest  size  Donaldson  cleanser  will  fail 
to  open. 

To  make  an  instrument  which  will  fol- 
low almost  any  canal,  and  almost  any 
curve,  take  the  smallest  Beutelrock  drill 
and  grind  it  down  to  a  hairlike  tapering 
point  by  pressing  it  with  the  fingers 
against  the  side  of  a  fine  corundum 
wheel,  and  rotating  it  while  the  wheel  is 
revolving.    Then  partially  draw  the  tern- 
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per.  Tlie  finest  Donalson  cleanser,  with 
the  barbs  all  ground  away,  and  having 
the  temper  drawn,  will  also  serve;  but  1 
like  the  material  of  which  the  Beutelrock 
drills  are  made,  as  it  is  especially  tough. 
In  addition  to  that,  the  shank  of  the  en- 
gine point  serves  admirably  for  a  handle, 
while  the  other  instruments  must  be  fas- 
tended  in  a  broach-holder.  (Fig.  6,  -5.) 
Having  enlarged  the  orifices  of  all  the 
canals  and  determined  that  the  case  in 
hand  demands  the  use  of  acid,  we  dip 
the    points    of    our    foil-carriers    in   the 


acid  (I  prefer  sulfuric,  at  least  50  per 
cent.),  carry  a  drop  to  the  canal,  when 
it  will  run  in,  and  insert  our  fine  instru- 
ment. Carefully  feeling  our  way  we  find 
it  sticks  at  the  bend  of  the  root ;  we  with- 
draw it,  and  again  return  with  a  gentle 
pressure.  We  repeat  this  a  few  times 
and  then  use  either  the  smallest  drill  or 
cleanser,  as  may  be  preferred,  to  enlarge 
a  little.  A  saturated  solution  of  sodium 
bicarbonate  pumped  in  "with  an  Ivory 
broach  having  a  wisp  of  cotton  around 
it  will  boil  out  any  debris  remaining  in 
the  canal.     We  mop  out  the  soda  solu- 


tion, apply  more  acid,  and  repeat  the 
procedure  until  sensation  is  experience). 
(Figs.  7  and  8,  a  a  a.)    Then,  being  thor- 


oughly washed  out  and  dried,  the  canal 
is  ready  for  filling. 

The  same  necessity  exists  regarding 
room  for  opening  the  canals  of  upper  mo- 


FlG, 


lars,  though  as  a  rule  there  is  difficulty 
with  only  one,  the  anterior  buccal.  As 
the  curve  in  this  root,  when  it  is  present, 
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is  always  backward,  tlie  enlargement  of 
the  orifice  must  be  outward  and  forward. 
(Fig.  9.) 


Except  in  the  molars  of  the  quite 
youthful  it  is  almost  always  necessary  to 
enlarge  the  canals,  and  they  are  best 
treated  by  using  different  sized  instru- 
ments, the  largest  at  the  orifice,  and  the 

Fig.  11. 


smallest  toward  the  apical  opening.  It 
is  well  to  have  the  canals  tapering,  so 
that  after  the  canal  filling  is  inserted  it 
may  not  be  possible  by  making  pressure 
upon  the  superimposed  filling  to   force 


the  point  through  the  apical  opening. 
(Fig.  11,  1,  2,  3.)  Given  a  large  orifice 
and  a  canal  graduated  as  regards  enlarge- 
ment, with  three  or  four  sizes  of  instru- 
ments, and  we  have  an  almost  ideal  con- 
dition for  filling. 

Having  our  canals  now  ready  for  fill- 
ing, we  decide  whether  we  shall  fill  with 
gutta-percha  or  zinc  oxychlorid.  My 
choice  for  a  canal  which  has  been  difficult 
to  open  is  gutta-percha,  since  I  feel  sure 
I  can  reach  the  apical  opening  with  it. 
Select  a  canal  j^oint  longer  than  the 
tooth,  and  which  cannot  be  pushed  quite 
to  the  apical  opening,   place   it  in   the 

Fig.  12. 


canal  (Fig.  10),  dip  the  foil-carriers  in 
oil  of  cajuput  and  carry  the  drop  which 
they  will  hold  to  the  orifice  of  the  canal. 
It  will  instantly  run  in.  Catch  the  pro- 
jecting gutta-percha  and  move  it  up  and 
down.  Friction  on  the  sides  of  the  canal, 
aided  by  the  solvent  action  of  the  oil  of 
cajuput,  will  make  the  gutta-percha  fit 
the  canal  accurately.  Should  the  pitieiit 
warn  us  that*  sensation  is  experienced  be- 
fore the  gutta-percha  is  felt  to  stick  on 
being  withdrawn,  remove  it,  and  snip 
a  tiny  piece  off  the  end.  When  repeated 
trials  have  satisfied  us  that  it  can  just 
be  felt,  that  it  sticks  on  withdrawal,  and 
that  further  pressure  does  not  cause  pain, 
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we  may  rest  assured  tliat  wc  have  as  per- 
fect a  filling  as  can  be  inserted  in  that 
canal.  (Figs,  10  2'  and  11.)  The  only 
objection  that  can  be  offered  against  the 
use  of  oil  of  caJLipiit  is  in  case  the  tooth 
is  subsequently  to  be  bleached. 

Should  the  canal  be  sufficiently  birge 
to  admit  the  passage  of  an  ordinary 
canal  probe  directly  to  the  end,  the  fill- 
ing may  be  done  with  zinc  oxychlorid 
almost  as  quickly  and  quite  as  satisfac- 
torily as  with  gutta-percha.  Measure  the 
canal  length  with  a  tiny  piece  of  rubber 
dam  on  the  probe.  Make  a  mix  of  zinc 
oxychlorid  of  a  creamy  consistence,  and 
carry  what  clings  to  the  probe  when 
passed  through  it,  to  the  canal.  Push 
the  probe  to  the  end  of  the  canal,  and 
then  carefully  work  it  backward  and  for- 
ward, pushing  a  little  of  the  oxyclilorid 
before  it.  In  nearly  every  instance  pain 
will  be  experienced  when  the  filling 
reaches  the  end  of  the  canal.  x\fter  a 
few  movements  of  the  probe  it  will  be 
noticed  that  the  little  piece  of  dam  does 
not  touch  the  tooth  when  the  probe  is 
pushed  in  as  far  as  it  will  go.  Then  we 
know  that  the  upper  end  of  the  canal  is 
plugged.  Carry  a  little  more  of  the  mix 
to  place  on  the  probe,  and  repeat  the  pro- 
cedure until  the  canal  is  full. 

Until  the  success  of  some  method  of  ■ 
electric  sterilization  of  root-canals,  which 
is  now  being  worked  out  by  men  such  as 
Zieler  of  Wurzburg,  Brauer  of  Vienna, 
and  Hoffendahl  and  Miller  of  Berlin,  is 
demonstrated  to  be  absolutely  accurate, 
and  this  to  be  followed  by  the  insertion 
of  some  imperishable  canal  filling  which 
will  run  like  melted  wax  to  the  apical 
opening,  hermetically  sealing  the  canal, 
we  shall  have  to  continue  doing  the  best 
we  can  from  our  manipulative  stand- 
point. 

As  consolation  for  the  operator  who 


has  hitherto  not  been  very  successful  in 
opening  root-canals,  let  me  add  that  if 
he  follows  the  plan  I  have  been  endeavor- 
ing to  explain  and  gives  earnest  con- 
scientious efEort  to  every  operation,  his 
failures  will  decrease  and  he  will  be  sur- 
prised to  find  how  few  are  the  canal  fill- 
ings that  he  does  not  dismiss  with  an 
easy  conscience. 


Discussion. 

Dr.  J.  I.  Hart,  Xew  York,  X.  Y.  I 
was  delighted  at  two  features  brought 
out  by  the  essayist.  One  was  where  he 
laid  stress  upon  the  importance  of  cut- 
ting away  sufficient  tooth-structure  to 
properly  reach  the  root-canals.  In  at- 
tempting to  save  tooth-structure  of  the 
crown,  reaching  the  canals  can  only  be 
accomplished  by  instruments  bent  at 
sharp  angles,  which  weakens  the  force 
which  can  safely  be  applied  to  those  in- 
struments. It  increases  the  danger  of 
breaking  the  instruments  in  the  root- 
canals. 

I  was  delighted  where  the  essayist  laid 
importance  upon  enlarging  the  canal  to- 
wards the  pulp-chamber  by  the  use  of  an 
instrument,  but  he  distinctly  warned  us 
against  the  use  of  those  instruments  in 
the  engine  to  penetrate  farther  into  the 
canal.  An  instrument  may  be  revolved 
in  the  engine,  but  as  we  bear  up  toward 
the  apex  it  is  apt  to  crowd  at  some  point, 
bend,  and  create  a  false  opening  in  the  side 
of  the  root.  Too  many  roots  have  been  lost 
in  this  manner.  In  my  own  practice, 
rather  than  carry  the  acid  in  enlarging 
a  root-canal  on  the  side  or  point  of  the 
instrument,  I  prefer  using  a  minim 
dropper  fitted  with  a  platinum  tube 
which  will  convey  a  droplet  of  acid  into 
the  root-canal  opening,  and  can  be  more 
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readily  carried  into  the  root-canal  than 
from  the  slab  on  the  instrument  point  to 
the  root-canal. 

Dr.  Geo.  E.  Hunt,  Indianapolis,  Ind. 
The  section  is  indebted  to  Dr.  Magee  for 
his  excellent  paper.  There  was  one  state- 
ment, however,  that  I  cannot  altogether 
indorse,  and  that  was  in  regard  to  the 
stage  at  which  he  uses  his  Gates- Glidden 
drill.  He  says  he  uses  the  acid,  then  the 
drill,  and  then  the  sodium  bicarbonate  to 
froth  out  the  debris.  My  experience  with 
the  Gates-Glidden  drill  is  that  in  wet 
root-canals  especially,  they  are  more  apt 
to  be  broken  off  than  when  the  canals 
are  dry.  Wet  dentin  is  a  good  deal  like 
a  wet  plank;  it  is  difficult  to  bore  an 
auger  through  a  wet  plank,  and  it  is 
difficult  to  get  a  drill  through  wet  den- 
tin. I  prefer  to  use  the  sodium  bicarbo- 
nate first  and  then  dry  out  the  root-canal 
before  using  the  drill,  so  as  to  take  less 
chances  of  breaking  it. 

Dr.  A.  C.  Searl,  Owatonna,  Minn.  I 
would  like  to  ask  the  essayist  the  ques- 
tion as  to  the  time  at  which  he  inserts 
the  filling.  As  I  understood  him  he 
made  it  at  the  first  sitting. 

Dr.  W.  K.  Kassab,  Chester,  Pa.  I  en- 
joyed very  much  listening  to  the  essay 
and  approve  of  it  in  almost  every  detail. 
I  follow  Dr.  Magee's  method  a  great  deal, 
still  I  am  not  afraid  of  perforating  with 
my  canal  drill.  I  am  not  afraid  to  use 
the  canal  drill  in  most  cases,  for  they  are 
of  such  shape  that  they  can  be  removed 
if  they  should  break.  There  is  something 
that  has  helped  me  a  great  deal,  and  that 
is  the  Kerr  broach,  which  is  screw-shaped. 
I  have  discarded  entirely  the  use  of  sul- 
furic acid.  I  mention  this  special  broach 
because  I  have  found  it  very  useful. 

Dr.  E.  C.  Turner,  Caldwell,  Kans. 
The  essayist  and  the  rest  of  the  gentle- 
men have  not  stated  whether  they  put 


on  the  rubber  dam  or  whether  they  open 
the  root-canals  without  the  rubber  dam. 
My  method  is  always  to  apply  the  rub- 
ber dam,  remove  all  the  debris  with  the 
broach;  and  then  always  with  my  Glid- 
den  drill  I  open  up  the  canals  and  work 
out  the  debris  the  best  I  can.  After  the 
first  sitting  I  fill  the  root-canals  with 
gutta-percha. 

Dr.  G.  R.  Warner,  Grand  Junction, 
Colo.  I  enjoyed  this  paper  very  much. 
I  also  indorse  what  Dr.  Hart  said  about 
the  Gates-Glidden  drill  for  opening  the 
canals.  In  some  canals  they  are  safe, 
but  in  others  they  are  not.  They  may 
penetrate  the  side  of  the  root  or  they  may 
break  off.  They  may  break  off  near  the 
shank  or  they  may  not,  but  if  they  break 
off  near  the  head  they  are  in  there  for 
all  time.  I  want  to  mention  a  little  ex- 
pedient for  the  cleansing  of  the  canals  of 
the  lower  molars,  particularly  anterior  ca- 
nals. You  may  not  always  have  a  right- 
angled  cleanser,  but  you  almost  always 
have  a  straight  cleanser.  Cut  off  the  stiff- 
ened part  of  the  straight  cleanser,  turn 
the  end  over  and  roll  a  little  dental  lac 
or  modeling  compound  around  the  curl, 
which  makes  a  nice  handle.  A  broach 
so  shaped  can  be  introduced  into  an  an- 
terior canal  very  easily  and  withdraws 
the  contents  of  the  canal  without  trouble. 

Dr.  W.  I.  Brigham,  South  Framing- 
ham,  Mass.  I  am  interested  in  the  paper 
and  very  much  interested  in  the  matter 
of  drilling  out  pulp-canals.  When  I  first 
started  out  in  the  practice  of  dentistry 
I  used  the  Gates-Glidden  drill,  but  since 
then  I  have  discarded  it  entirely,  for  in 
my  experience  a  canal  that  cannot  be 
reached  without  a  Gates-Glidden  drill 
can  seldom  be  reached  with  one.  It  is 
not  the  best  drill  to  use.  The  little 
broach  that  has  been  spoken  of  is  valu- 
able in  preparing  the  smaller  canals,  and 
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the  larger  canals  do  not  need  enlarge- 
ment. They  can  be  thoroughly  cleaned 
and  sterilized  without  enlargement.  In 
the  matter  of  handling  short  broaches  I 
wish  to  say  that  it  is  of  the  utmost  im- 
portance. Instead  of  putting  on  a  han- 
dle made  of  shellac  or  modeling  com- 
pound I  always  use  a  Donaldson  drill  or 
broach,  cut  a  groove  across  it  with  a 
broach,  take  a  piece  of  metal  and  cut 
out  a  piece  about  ^  x  1/16  inch  and  wrap 
it  around  to  make  a  handle.  It  is  an 
instrument  so  delicate  that  you  can  tell 
in  a  moment  whether  there  is  any  debris 
there  or  not,  and  the  canal  that  is  so 
small  that  the  smallest  broach  will  not 
enter  seldom  gives  any  trouble.  The  ad- 
vantage of  a  metal  handle  over  one  made 
of  shellac  or  modeling  compound  lies  in 
that  it  can  be  sterilized ;  the  handle  does 
not  have  to  be  removed. 

Dr.  B.  Q.  Stevens,  Hannibal,  Mo.  I 
have  used  drills  for  opening  pulp-canals, 
but  have  abandoned  them  long  ago ;  I  use 
barbed  or  smooth  broaches,  and  prefer 
the  Donaldson  broach.  The  drill  is  lia- 
ble to  leave  the  canal  and  perforate  the 
side  of  the  root.  If  the  canal  is  so  ob- 
structed that  it  cannot  be  followed  as 
far  as  the  broach  ought  to  penetrate,  put 
in  a  little  oil  of  cassia  and  seal  the  canal 
up  for  a  few  days,  when  it  will  be  possi- 
ble to  penetrate  it  as  far  as  necessary. 
If  there  is  a  sensitive  branch  and  all 
remedies  fail  to  anesthetize  it,  cover  it 
with  a  small  piece  of  cotton  saturated  in 
wood  creasote,  and  seal  it  tight  for  a 
week  or  two.  I  till  every  root  as  soon  as 
the  pulp  is  removed,  unless  I  know 
it  is  septic — sometimes  one  root  in  a 
three-  or  four-rooted  molar,  sometimes 
all  but  one.  I  do  not  think  chloro- 
percha  is  the  proper  material  to  fill  root- 
canals  with,  as  it  will  shrink  and  become 
porous. 


After  the  canal  is  ready  to  fill  I  select 
a  smooth  broach  that  will  reach  to  the 
end  of  the  root,  I  slip  on  to  this  broach 
a  small  disk  that  I  punch  out  of  my  rub- 
ber dam  and  pass  the  broach  into  the 
canal  to  obtain  the  exact  length  of  the 
root  I  wish  to  fill.  I  then  mark  this 
length  with  ehloro-percha  on  a  corre- 
spondingly small  peg  made  of  orange- 
wood  or  silver  wire,  to  the  extremity  of 
which  I  apply  a  small  amount  of  the 
ehloro-percha. 

I  then  have  prepared  some  small  wa- 
fers of  sheet  gutta-percha  about  I  inch 
square;  this  I  wrap  tightly  around  my 
wooden  peg,  by  holding  them  over  a  small 
lamp  and  warming  the  gutta-percha.  At 
this  point  the  canal  may  be  lubricated 
with  ehloro-percha.  The  prepared  wood 
point  is  then  warmed  and  pushed  up  into 
the  oanal  as  far  as  the  mark.  If  the  pa- 
tient flinches,  draw  the  peg  out  a  little 
and  then  force  it  to  the  end  of  the  root. 

To  prepare  these  gutta-percha  wafers, 
pour  rather  thin  ehloro-percha  on  a  clean 
piece  of  glass  previously  moistened  with 
glycerin.  In  about  an  hour  it  can  be 
taken  off  and  cut  into  little  squares  of 
suitable  size. 

In  filling  root-canals  in  this  way  it  is 
not  necessary  to  have  the  canal  dry,  but 
it  must  be  in  an  antiseptic  condition. 
The  majority  of  root-canals  I  fill  are 
not  dry,  and  I  would  not  continue  the 
practice  if  it  were  a  failure. 

Dr.  C.  M.  Bordner,  Shenandoah,  Pa. 
There  seems  to  be  a  great  deal  of  oppo- 
sition to  the  use  of  the  Gates-G-lidden 
drill.  The  gentleman  who  has  just  pre- 
ceded me  states  that  he  does  not  want  to 
use  the  drill,  but  wants  to  use  broaches. 
How  many  break  the  broaches?  It  is 
very  seldom  I  use  a  broach,  except  in  the 
anterior  teeth.  I  use  the  Gates-Glidden 
dT-ill  ontircly  for  molars.     I  have  them 
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made  to  order.  Those  we  get  ordinarily 
are  too  long.  I  liave  them  made  slightly 
shorter.  It  is  very  seldom  I  break  a 
Gates-Glidden  drill.  As  they  are  made 
at  the  present  time  it  is  not  often  that 
they  cannot  be  taken  out  after  break- 
ing in  the  canal.  I  have  been  using  the 
Gates-Glidden  drill  in  the  posterior  part 
of  the  mouth  for  the  past  sixteen  years 
with  a  great  deal  of  success.  I  start  with 
the  smallest  Gates-Glidden  drill  and  end 
with  the  third  largest ;  but  as  I  have  be- 
fore stated  I  have  them  made  slightly 
shorter  than  the  ones  kept  in  stock  ordi- 
narily. 

Dr.  J.  Fremont  Burket,  Kingman, 
Kans.  I  was  pleased  with  Dr.  Magee's 
paper,  and  I  think  his  method  of  open- 
ing the  eanal  is  ideal.  We  should  never 
attempt  to  fill  a  root-canal  unless  we 
can  obtain  direct  access  to  it.  The  idea 
of  firing  around  a  corner  to  fill  a  root- 
canal  is  absurd.  In  regard  to  drills,  I 
had  my  lesson  in  my  life  practice,  and 
my  advice  is  never  to  use  a  Glidden  drill 
in  connection  with  the  engine.  I  usually 
open  up  the  canal,  sterilize  the  parts,  and 
then  with  a  Donaldson  broach,  the  small- 
est to  be  had,  clean  out  the  canal.  If 
the  canal  is  small,  with  time  and  care 
it  can  be  gradually  drilled  out.  To  open 
up  a  root-canal  with  a  bur  is  something 
I  seldom  do.  As  to  the  filling,  after  the 
canal  is  opened  I  use  hydrogen  dioxid. 
In  the  case  of  abscesses  with  fistula  in- 
ject hydrogen  dioxid  until  it  comes  out 
through  the  fistula,  it  is  then  ready  for 
filling.  I  place  a  little  iodoform  in 
the  canal,  then  I  put  a  gutta-percha  point 
in  the  canal,  one  that  is  small  enough 
and  will  reach  the  apex.  As  soon  as  it 
is  introduced  into  the  canal  I  drop  in 
with  a  drop-tube  a  drop  of  chloroform 
which  will  instantly  go  to  the  end  of  the 
cone  in  the  root.     It  will   follow  that 


cone  to  the  end  and  will  soon  dissolve  it. 
Then  I  apply  another  drop  and  another 
gutta-percha  cone  to  force  the  liquid  to 
the  sides  of  the  canal  if  not  round.  It 
will  obliterate  all  space,  which  is  ex- 
actly what  we  have  to  accomplish  iu  fill- 
ing a  root-canal.  Keep  this  up  until  the 
canal  is  completely  filled.  The  chloro- 
form soon  evaporates  and  the  root-canal 
will  be  filled  to  the  apex.  If  a  little  goes 
beyond  the  apex  it  never  gives  me  any 
concern. 

Dr.  Otto  Hollinger,  Chicago,  111.  I 
disagree  with  the  essayist  on  the  use  of 
drills  inside  of  root-canals.  I  use  them 
occasionally  at  the  mouth  of  the  canal 
after  having  softened  the  dentin  in  that 
locality  with  sulfuric  acid.  My  proce- 
dure is  as  follows : 

(1)  Open  the  ]3ulp-chamber  with  a 
bur  (round)  and  clean  out  the  pulp- 
chamber  with  broaches  and  round  bur. 

(2)  Enlarge  mouth  of  canal  with  sul- 
furic acid  by  means  of  a  gold  or  plati- 
num broach. 

(3)  JSTeutralize  sulfuric  acid  with  an 
alkali  (sodium  carbonate). 

(4)  Wash  pulp-chamber  with  hydro- 
gen dioxid. 

(5)  Clean  out  debris  from  mouth  of 
canal  with  drill,  usually  using  a  small 
round  bur. 

(6)  After  cleaning  out  debris  apply 
one  of  the  digesters  such  as  pepsin  or 
carica  papaya,  using  a  solvent  of  2/10 
of  1  per  cent,  acid  solution  (becaiise  they 
only  act  in  solution  acidulated  to  the  de- 
gree found  in  the  stomach)  and  force 
as  much  into  the  canals  as  possible. 
Leave  in  for  forty-eight  hours,  and  if 
necessary  apply  again,  and  repeat  until 
pulp  is  digested,  requiring  two  to  three 
treatments. 

Before  re-applying  the  digester  wash 
out  the  old  with  hydrogen  dioxid  and  dry 
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the  cavity  well.  After  tlie  last  treatjneiit 
an  essential  oil  dressino-  is  placed  in  the 
cavity  and  left  there  for  two  days.  Then 
fill  the  roots  in  usual  way. 

Dr.  Emil  Schreier,  Vienna,  Austria. 
I  often  wonder  that  the  question  whether 
in  treating  root-canals  drills  ought  to  be 
used  or  not,  is  always  discussed  and  never 
decided.  There  are  many  men  who  tell 
us  that  they  always  use  drills  for  this 
purpose  and  never  break  one,  and  still 
there  are  many  others  who  seldom  use 
drills  and  always  break  them.  ISTo  doubt 
very  good  results  can  be  obtained  by  drill- 
ing root-canals,  still  it  must  be  admitted 
that  a  great  many  teeth  have  been  lost 
under  this  treatment  in  the  hands  of 
the  most  careful  operators.  Those  who 
recommend  the  use  of  drills  claim  that 
their  results  are  the  best.  They  ought 
to  know  that  the  same  results  can  be  ob- 
tained by  other  methods  without  any 
risk.  Some  of  the  best  men  in  the  pro- 
fession did  wonderfully  good  work  in 
dentistry  without  the  use  of  the  rubber 
dam,  yet  not  one  of  them  could  tell  us 
in  the  present  time  to  follow  their  line 
of  practice  and  drop  the  use  of  the 
rubber  dam  in  order  to  come  up  to  their 
standard.  It  seems  to  me  that  using 
the  drill  in  the  treatment  of  root-canals, 
now  that  better  methods  exist,  is  not  good 
advice.  The  time  for  this  instrument  is 
gone,  and  it  should  be  discarded. 

Dr.  J.  L.  SwEETMAN,  Manistee,  Mich. 
Since  people  are  taking  sides  I  have  a 
very  decided  opinion  to  express  in  this 
matter.  Every  man  who  does  his  work 
thoroughly  uses  the  Gates-Glidden  drill. 
It  is  a  bad  instrument  in  unskilled  hands. 
There  are  places  where  it  is  indispensa- 
ble. It  is  a  most  particular  kind  of  work 
to  open  up  the  canals  of  the  roots  of 
teeth.  When  a  man  starts  in  he  must 
remember  tliat  he  is  entering  upon  a  del- 


icate piece  of  work,  and  in  the  ability  to 
work  in  those  roots  there  is  nothing  to 
take  the  place  of  the  Gates-Glidden  drill. 
Other  instruments  are  only  auxiliaries. 

Dr.  Pitt  S.  Turner,  Belton,  Tex. 
There  is  no  question  that  confronts  the 
dentist  more  frequently  in  every-day 
work  than  the  one  which  is  now  under 
discussion.  Various  methods  have  l)een 
presented  here  and  success  is  claimed 
for  all  of  them.  I  have  not  wholly  dis- 
carded the  Gates-Glidden  drill,  but  in  the 
majority  of  eases  I  use  a  bud-shaped  drill 
for  opening  up  the  orifices  to  the  dental 
canal.  I  know  there  is  no  danger  of 
breaking  it  off,  and  if  the  root  cannot 
be  entered  with  the  broach  I  do  not  tiy 
to  open  it  up  to  the  end.  I  go  on  the 
theory  that  if  it  is  left  in  as  nearly  its 
normal  or  natural  condition  as  possible 
the  better  it  wall  be.  There  are  many 
canals  that  we  cannot  easily  cleanse, 
treat,  and  fill  by  such  methods  as  we  use, 
and  it  is  only  in  special  cases  where  I 
use  the  Gates-Glidden  drill.  I  do  not 
advocate  the  cutting  away  of  the  inside 
of  the  canal,  believing  that  the  natural 
construction  is  better  than  after  it  has 
been  cut  away.  I  have  followed  this 
course  for  nearly  twenty  years.  ISTow 
and  then  I  fail,  just  as  we  all  have  fail- 
ures, but  where  there  is  no  abnormal 
condition  of  the  roots  it  is  unnecessary, 
in  my  opinion,  to  enlarge  the  canals.  Bui 
there  are  conditions  where  it  is  necessary 
to  try  to  enlarge  them,  then  I  adopt  such 
methods  as  the  case  calls  for. 

Dr.  L.  P.  Hall,  Ann  Arbor,  Mich.  I 
just  want  to  say  a  word  about  the  use  of 
the  Gates-Glidden  drill.  In  the  first 
place  those  canals  do  not  always  need  to 
be  opened  so  much  if  we  have  access  to 
them.  I  would  not  suggest  sacrificing 
the  toot]i-sul)stance  unnecessarily,  but 
cut  away  just  enough  to  obtain  access  to 
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the  canals^  especially  in  the  anterior  ca- 
nals of  the  lower  molars  and  the  anterior 
buccal  canal  of  the  upper  molars.  In 
regard  to  the  use  of  the  Gates- Glidden 
drill,  if  the  largest  drill  be  used  first 
and  be  followed  successively  with  the 
smaller  as  far  as  it  seems  necessary  to 
go,  there  is  less  danger  of  breaking  them. 
In  the  first  place  the  portion  of  the  root- 
canal  nearest  the  pulp-chamber  is  the 
largest  part,  therefore  a  larger  portion 
can  be  cut  out  than  where  they  are  finer. 
For  myself  I  have  been  using  the  Kerr 
broach  much  more  than  the  Gates- Grlid- 
den  drill,  and  find  that  by  using  the  large 
first  and  following  with  the  smaller  secure 
very  good  results. 

Dr.  A.  M.  Lewis,  Austin,  Minn.  A 
number  of  my  friends  here  have  told  us 
how  easy  it  is  to  properly  'Open  the  root- 
canal,  cleanse,  and  fill  it.  I  wish  now 
somebody  would  tell  me  how  hard  it  is 
to  properly  open  up,  cleanse,  and  fill  a 
root-canal.  Perhaps  I  am  making  a  very 
bold  statement,  but  I  do  not  believe  that 
fifty  per  cent,  of  root-canals  are  per- 
fectly sealed.  I  have  made  tests  in  my 
own  office  and  I  have  seen  tests  made  by 
others,  and  I  think  I  am  quite  safe  in 
saying  that  fifty  per  cent,  of  root-canals 
are  not  properly  filled.  I  think  it  would 
surprise  members  of  the  congress  if  they 
were  to  make  such  tests  in  their  own 
laboratories,  taking  extracted  teeth,  fill- 
ing the  root-canals  and  then  breaking 
them  to  find  out  for  themselves  whether 
they  are  perfectly  filled  or  not.  I  think 
they  would  find  that  less  than  fifty  per 
cent,  were  hermetically  sealed. 

Dr.  L.  D.  Mitchell,  Arkansas  City, 
Kans.  This  is  certainly  a  very  impor- 
tant subject,  and  has  been  discussed  in 
almost  every  manner  within  reason.  One 
man  uses  nothing  but  the  Gates-Glidden 
drill,  while  another  uses  only  the  broach. 


but  our  more  conservative  practitioners 
use  both.  It  is  my  opinion  that  there  is 
a  place  for  both,  with  the  places  for  drills 
much  in  the  minority.  The  drill,  I 
think,  can  generally  be  used  to  advan- 
tage only  directly  from  the  pulp-chamber 
for  a  short  distance.  One  gentleman 
made  the  statement  to  the  effect  that  it 
is  very  necessary  that  this  part  of  the 
work  be  done  thoroughly.  If  that  is  so, 
the  Gates-Glidden  drill  is  a  very  danger- 
ous instrument  to  use  when  it  is  desired 
to  reach  the  apex.  If  a  man  starts  for 
the  apex  with  a  Gates-Glidden  drill,  and 
strikes  a  turn  in  the  root,  he  is  not  liable 
to  know  when  he  strikes  it.  But  if  he 
takes  a  very  small  broach  there  is  no  dan- 
ger of  perforation,  and  the  broach  will 
frequently  conform  itself  to  considerable 
of  a  turn.  If  the  canal  is  so  small  that 
the  broach  stops,  in  all  probability  the 
root  will  give  no  trouble  if  left  alone. 
One  gentleman  spoke  of  performing  ex- 
perimental operations  in  the  laboratory. 
Such  operations  cannot  be  compared  to 
those  performed  in  the  mouth.  In  my 
judgment  we  should  depend  almost  en- 
tirely upon  the  response  of  the  patient  to 
determine  whether  the  root  is  filled  per- 
fectly or  not.  Always  endeavor  to  open 
the  root  to  such  an  extent  that  the  pa- 
tient may  feel  the  broach,  then  to  fill 
until  complete,  hesitate  a  moment,  and 
try  again.  In  case  compressed  air  causes 
the  response,  the  second  push  after  a 
moment's  hesitation  will  force  it  out  and 
fill  the  root  perfectly,  or  more  nearly  so. 
If  pushed  too  far  it  is  likely  to  cause 
trouble ;  however,  this  must  be  controlled 
by  the  individual  judgment. 

Dr.  J.  L.  HoM^ELL,  Creede,  Colo.  The 
two  things  I  would  like  to  know  are 
these:  When  the  smallest  Downey 
broach  will  not  penetrate  up  to  the  apex 
in  small  canals,  will  they  abscess?     My 
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experience  has  been  from  observation 
that  in  those  small,  tortuous  canals  my 
confreres  have  been  more  fortunate  in 
filling  to  the  apex,  as  they  claim,  than  I 
have  been.  I  have  not  been  so  fortunate 
as  to  pat  myself  on  the  back  and  make 
myself  believe  that  I  have  been  so  thor- 
ough. Time  and  time  again  I  have  spent 
day  in  and  day  out,  working  three  sit- 
tings, trying  to  open  up  those  tortuous 
canals,  and  when  they  were  finished  I 
was  not  satisfied  with  my  work.  I  have 
often  so  informed  the  patients,  and  told 
them  if  they  ever  had  trouble  with  that 
canal  they  must  not  blame  mo,  because 
I  did  the  very  best  I  could.  My  ex- 
perience from  observation  of  teetli  the 
seat  of  abscesses,  which  I  have  extracted, 
is  that  the  canals  had  no  abscess  at  the 
end  of  the  apex  where  the  smallest  Dow- 
ney broach  could  not  penetrate,  but  the 
abscess  was  invariably  located  upon  the 
root  of  the  tooth  which  was  large  enough 
to  admit  the  broach  clear  through  to  the 
apex  of  that  root.  I  did  at  one  time  use 
the  Gates-Glidden  drill,  but  I  discarded 
it  because  I  got  more  satisfaction  with 
the  Downey,  the  Kerr,  and  the  Donald- 
son broaches.  I  have  not  used  them  ex- 
clusively. I  would  like  to  know  from 
the  author  of  this  good  paper  whether  it 
has  been  his  experience  that  the  tortuous 
roots  become  the  seat  of  abscesses. 

The  second  question  is  in  regard  to 
the  use  of  sulfuric  acid.  I  never  use  it 
for  the  reason  that  I  do  not  know  where 
its  action  is  going  to  cease.  Is  it  not 
better  to  take  a  fine  Donaldson  broach 
and  then  a  size  larger  until  all  the  debris 
is  removed?  These  are  two  points  I 
would  like  to  know  about.  I  would  like 
to  have  the  author  answer  these  points. 

Dr.  F.  L.  FossuME,  New  York,  N.  Y. 
I  do  not  believe  the  Gates-Glidden  drill 
is  as  good  an  instrument  in  tortuous  and 


siiuill  clo;,^ged  root-canals  as  is  the  Beutel- 
rock  excavator.  These  excavators  or 
drills  are  so  finely  tempered  that  they 
can  be  tied  into  a  knot  and  are  exceed- 
ingly tough.  They  are  indispensable  in 
lower  central  incisors,  the  anterior  root 
of  lower  first  molars  and  in  upper  first 
bicuspids.  There  are  times  when  these 
canals  ought  to  be  opened,  as  when  the 
infection  has  penetrated  through  the 
apex,  and  where  the  tooth  is  so  tender 
that  vent  must  be  given  either  through  the 
alveolus  or  the  root-canal.  In  such  cases 
the  excavator  will  clean  the  root  and 
open  it  better  than  anything  I  have  yet 
tried. 

After  having  mechanically  cleaned  the 
root-canal  I  use  the  sodium  and  potas- 
sium paste  to  chemically  cleanse  and  ster- 
ilize, neutralizing  with  mercury  bichlo- 
rid  and  hydrogen  dioxid;  by  this  cleans- 
ing process  the  dentin  becomes  almost 
white  and  all  odor  disappears  except  a 
peculiar  smell  just  like  Castile  soap,  due 
to  the  saponification  and  disorganization 
of  the  organic  matter  in  the  root-canal. 
I  believe  this  a  most  efficacious  method 
for  cleaning  putrescent  root-canals. 

Dr.  C.  F.  Shoop,  Central  City,  Colo. 
We  know  that  by  pressure  we  can  force 
an  anesthetic  through  the  tubuli  of  the 
dentin  and  into  the  pulp  itself.  Fow,  to 
fill  small  root-canals,  pump  in  chloro- 
percha  with  a  broach;  then  use  pres- 
sure, as  in  pressure  anesthesia,  to  force 
the  chloro-percha  to  the  apex.  If  you 
wish,  put  in  a  gutta-percha  point.  This 
method  can  be  tested  in  the  laboratory, 
using  extracted  teeth  bedded  in  plaster. 

Dr.  Jas.  M.  Magee  (closing  the  dis- 
cussion). In  regard  to  Dr.  Hart's  re- 
marks about  using  a  platinum  point  or 
tube  for  carrying  the  acid,  the  idea  is  a 
good  one,  yet  that  is  a  matter  of  detail, 
for  it  really  make  no  difference  so  long 
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as  the  iTLiaterial  goes  where  it  is  re- 
quired. 

Eeplying  to  Dr.  Hunt's  question,  I  do 
not  advocate  the  G-ates-Glidden  drill  af- 
ter using  sulfuric  acid.  I  use  a  very  fine 
Beutelrock  drill. 

Dr.  Searl  asked,  when  do  I  insert  the 
filling  ?  I  did  not  make  mention  of  that 
point,  as  every  operator  must  decide  that 
question  for  himself.  Sometimes  a  root 
is  ready  for  filling  at  the  first  sitting, 
and  sometimes  not  until  a  later  sitting. 

Dr.  Kassab  mentioned  the  use  of  the 
Kerr  drill  in  opening  fine  canals.  The 
canals  I  refer  to  are  those  which  even 
the  finest  instrument  will  either  enter 
with  difficulty  or  not  at  all.  The  Beu- 
telrock drills  I  mentioned  will  often- 
times open  a  canal  which  a  Kerr  instru- 
ment cannot  even  be  felt  to  catch  in. 
They  should  never  be  used  in  the  engine, 
but  held  in  the  fingers  and  worked  for- 
ward with  a  movement  similar  to  that 
given  to  a  brad-awl. 

I  thought  that  all  good  operators  used 
the  rubber  dam  for  this  work,  and  that 
will  be  an  answer  to  Dr.  Turner. 

Dr.  Brigham  and  Dr.  Warner  advo- 
cate improvised  handles  for  the  fine  canal 
cleaners,  and  they  are  worthy  of  consid- 
eration, but  I  have  found  them  unneces- 
sary in  my  practice,  since  the  Beutel- 
rock drills  will  accomplish  all  that  they 
can. 

The  question  was  asked,  how  do  I  open 
those  difficult  canals  in  roots  abruptly 
bent?  I  wish  I  might  read  the  paper 
again  as  an  answer  to  this  question.  I 
used  the  word  "almost" — "almost  any 
canal,  and  almost  any  curve" — and  it 
v/as  a  desire  to  eliminate  the  "almost" 
as  far  as  possible  that  promjDted  me  to 
write  the  paper. 

Dr.  Stevens  says :  "You  push  your 
canal  point  until  you  think  you  have  it 


right  up  to  the  end."  It  should  be  the 
aim  of  every  operator  to  be  positive  about 
that.  Having  reached  the  end  of  your 
canal — there  is  not  the  least  difficulty  in 
measuring  its  length — then,  as  I  stated 
in  the  paper,  you  take  a  canal  point  a 
little  longer  than  the  tooth,  mark  on  it 
the  length  of  the  canal  (just  a  little 
pinch  with  the  finger  nails)  and  you  can 
be  absolutely  certain  when  it  reaches  the 
end  of  the  canal. 

The  use  of  hydrogen  dioxid  comes 
under  the  head  of  treatment,  which  1 
feel  does  not  come  within  the  scope  of 
the  paper,  but  I  will  just  say  in  reply 
to  the  question  that  after  even  a  liberal 
use  the  canal  is  not  necessarily  rendered 
ready  for  filling. 

Chloroform  and  chloro-percha  have 
been  mentioned  by  several  as  being  used 
in  canals.  I  do  not  think  I  can  empha- 
size the  point  too  strongly  that  chloro- 
form should  never  be  used  in  pulp-canals 
as  an  aid  to  filling  with  gutta-percha. 
I  formerly  used  it,  but  have  abandoned 
it  for  very  good  cause.  I  have  never  yet 
opened  or  drilled  into  a  canal  filled 
with  chloro-percha  of  gutta-percha  alone 
which  did  not  have  an  abominable  odor. 
If  you  experiment,  you  will  find  that 
that  is  always  the  case.  I  now  use  oil 
of  cajuiput,  and  I  use  it  for  no  other  pur- 
pose. Since  it  is  used  at  no  other  time 
than  when  the  canal  is  filled,  if  I  get  that 
odor  when  working  on  a  tooth  which  I 
myself  have  cared  for,  I  know  what  has 
been  done  for  the  tooth  without  referring 
to  my  record.  The  gutta-percha  point, 
when  worked  into  the  canal,  fills  it  in 
much  the  same  way  that  a  glass  stopper 
fills  the  neck  of  a  bottle.  The  glass  stop- 
per is  ground  to  fit  the  neck  by  revolving 
in  it,  while  the  gutta-percha  point  is 
fitted  to  the  canal  by  being  moved  in 
and  out,  friction  on  the  constricted  parts 
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of  the  canal,  aided  l)y  the  solvent  action 
of  the  oil  of  cajuput  jnaking  an  accurate 
fit. 

The  last  chart  (Fig.  12,  i)age  32)  illus- 
trates the  distances  the  different  instru- 
■ments  extend  into  the  canal.  The  1 
marks  the  distance  to  which  the  Gates- 
Glidden  drill  reached;  2  shows  where 
the  next  sized  instrument,  a  Beutelrock 
drill,  stopped,  and  so  on. 

Dr.  Lewis  makes  inquiry  concerning 
the  amount  of  time  required  and  the  diffi- 
culty experienced  in  opening  root-canals. 
I  have  recently  spent  nearly  three  hours 
opening  the  canals  of  one  tooth — a  lower 
second  molar — and  the  time  was  judi- 
ciously expended,  for  I  felt  that  that 
tooth  must  be  saved.  When  one  under- 
takes to  open  the  canals  of  a  tooth  his 
efforts  should  not  cease  until  they  are 
open,  if  it  takes  two  hours  or  ten  hours. 
Time  should  never  be  considered.  If  the 
tooth  is  to  be  saved  it  is  not  a  question  of 
time  but  one  of  saving. 

One  gentleman  spoke  about  the  drill 


striking  the  bond  and  making  a  little 
shoulder  against  which  the  next  instru- 
ment would  strike.  These  little  instru- 
ments illustrated  in  the  middle  of  that 
plate  (indicating)  should  be  u-ed  in  a 
case  of  that  kind,  applying  sulfuric  acid 
before  attempting  to  use  a  drill.  You 
see  these  two,  the  long  one  and  the  short 
one  with  the  stems;  they  are  Beutelrock 
drills  ground  down  to  a  fine  point.  The 
third  one,  that  to  the  left,  is  a  Donald- 
son cleanser  with  the  barbs  ground  off. 
It  can  be  used  to  good  advantage,  but  the 
others  have  proved  a  little  more  satisfac- 
tory, as  they  can  be  more  easily  picked 
up,  more  easily  handled. 

The  Chairman.  We  were  to  have  a 
paper  on  the  subject  of  "Pressure  Anes- 
thesia," but  in  the  absence  of  the  paper, 
and  as  Dr.  E.  B.  Tuller,  Chicago,  III, 
has  prepared  a  discussion  on  that  subject, 
I  will  call  on  him  to  speak  upon  it. 

Dr.  Tuller  then  gave  the  following  ad- 
dress : 


A  Talk  on  *  Pressure  Cataphoresis/' 

By  R.  B.  TULLER,  D.D.S.,  Chicago,  III. 


The  subject  I  was  to  discuss  today 
is  "perdentinal  anesthesia,"  but  as  the 
paper  bearing  that  title  is  not  to  be  pre- 
sented, I  have  been  asked  by  Dr.  John- 
son to  deal  with  the  subject  notwith- 
standing. As  I  interpret  it,  it  is  what 
has  been  called  "pressure  anesthesia,"  but 
it  seems  to  me  it  would  be  more  correctly 
termed  "pressure  cataphoresis."  So  far 
as  concerns  this  discussion,  at  least,  I 
will  consider  the  three  terms  equivalent. 

I  presume  there  are  few  here  who  do 


not  know  that  the  terms  refer  to  a 
mechanically  induced  penetration  of  a 
liquid  anesthetic  agent  into  the  dentin 
and  into  the  dentinal  pulp.  Its  applica- 
tion has  been  directed  more  to  exposed 
pulps,  to  enable  their  painless  extirpa- 
tion, than  to  dentin  to  obtund  sensitiv- 

ity. 

The  question  of  how  it  was  discovered 
and  came  into  use  is  somewhat  obscure. 
Until  recently  my  understanding  was 
that  it  was  first  introduced  some  ten  or 
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twelve  years  ago  by  a  Dr.  Funk  of  Chi- 
cago, who  went  about  selling  the  secret 
and  privilege  to  use  it.  It  could  not  long 
be  a  secret  under  such  circumstances. 

It  came  to  my  notice  just  about  the 
time  of  the  flood-tide  of  electric  cata- 
phoresis,  or  a  little  after.  But  not  long 
ago  I  received  a  letter  from  Dr.  Henry 
W.  Gillett  of  New  York,  in  which  he 
says  "The  introduction  of  pressure  anes- 
thesia was  much  earlier  than  you  place 
it.  I  used  it  in  the  late  eighties,  with 
syringe  points  exactly  as  shown  by  Dr. 
J.  A.  Johnson  in  the  March  Items  of 
Interest.  My  use  of  it  was  due  to  a 
paper  read  before  the  Harvard  Odonto- 
logical  Society  by  Dr.  E.  C.  Briggs,  and 
published  in  a  now  defunct  journal  that 
I  do  not  remember  the  name  of." 

Now,  however  or  whenever  this  pres- 
sure process  was  introduced,  I  want  to 
emphatically  indorse  its  virtues  as  noth- 
ing less  than  a  blessing  to  humanity — 
including  the  dentist,  who  needs  some 
consideration  in  the  trials  that  afflict  his 
patients.  The  full  extent  of  its  value 
seems  not  to  have  been  known  until  more 
recently.  I  do  not  know  that  anyone 
has  exploited  it  more  than  myself,  though 
there  may  have  been  many;  but  what  I 
have  succeeded  in  doing  I  have  pub- 
lished. I  am  quite  free  to  admit,  how- 
ever, that  I  have  not  arrived  at  that 
stage  where  I  can  be  positive  and  sure  of 
producing  perfect  anesthesia  in  every 
case;  on  the  other  hand,  I  have  encoun- 
tered a  number  of  cases  so  obstinate, 
or  in  which  my  manipulation  or  method 
of  application  was  so  faulty,  that  I  had 
to  give  up.  But  I  want  to  say  this, 
that  if  one  can  succeed  once  in  five 
times,  that  one  time  will  win  him  over 
as  an  advocate  and  induce  an  affirma- 
tion of  what  I  say  as  to  its  being  a  bless- 
ing to  humanity — a  veritable  godsend  in 


many  cases.  And  I  believe  we  may  yet 
understand  it  and  have  the  application 
so  under  control  that  we  can  operate  with 
positiveness  and  certainty  in  a  large  ma- 
jority of  cases,  if  not  all. 

I  do  not  attempt  pressure  cataphoresis 
in  every  case,  because  it  takes  a  little  time 
and  is  of  such  a  nature  that  I  feel  that  I 
ought  to  be  fairly  compensated  for  such 
truly  skilful  service — when  successful,  at 
least;  so  I  do  not  suggest  it  on  all  occa- 
sions. Often,  however,  it  is  to  our  own 
interest  to  employ  it  as  far  as  time  and 
facility  of  operating  is  considered  and  the 
strain  on  our  own  nerves  is  concerned. 
We  all  know  that  in  a  large  part  of  our 
work  we  need  nothing  but  to  operate 
deftly  with  sharp  burs  and  instruments, 
and  I  do  not  imagine  you  would  apply 
pressure  cataphoresis  except  in  such  cases 
as  are  excessively  sensitive,  or  to  extirpate 
pulps,  though  possibly  in  time,  if  we 
can  be  more  certain  of  success,  it  may  be 
demanded  of  us  in  a  general  way. 

My  early  experience  with  pressure 
cataphoresis  was  in  its  application  to  ex- 
posed pulps,  and  my  efforts  were  too  fre- 
quently failures.  But  now  and  then  one 
would  succumb  to  the  application  so 
quickly  and  completely  that  I  could  not 
help  feeling  elated  with  the  scheme.  I 
determined  to  find  out  the  reason  for 
failures,  if  I  could.  I  felt  sure  that  in 
some  instances  it  was  due  to  not  being 
able  to  confine  the  solution  under  pres- 
sure as  it  should  be  to  be  forced  into  the 
pulp. 

I  found  really  few  cavities  that  had 
complete  surrounding  walls  and  were 
otherwise  favorably  shaped  to  confine  a 
liquid  under  pressure.  I  sought  out  a 
means  to  confine  my  medicament  to  the 
exact  exposure  without  regard  to  cavity 
shape  other  than  being  open  and  avail- 
able to  the  method.    I  succeeded  in  this 
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and  found  I  could  be  positive  and  sure 
in  a  very  much  greater  number  of  cases ; 
so  many,  in  fact,  that  I  began  to  feel 
that  I  had  a  sure  and  certain  way  for 
every  case.  I  have  since  found,  how- 
ever, some  cases  that  do  not  respond  read- 
ily and  some  not  at  all. 

Now,  from  time  to  time  I  found  in- 
stances where  a  considerable  thickness 
of  dentin  still  covered  the  pulp,  and  I 
applied  my  method,  confining  the  solu- 
tion positively  in  one  spot  directly  over 
the  pulp,  and  got  as  good  results  almost 
as  quickly  as  when  the  exposure  was  com- 
plete. Of  course,  all  understand  that  in 
cases  of  exposure  or  nearly  so  we  begin 
pressure  at  nil  and  gradually  increase  it 
until  we  have  used  a  considerable  force. 
In  my  method  this  pressure  is  equal  to 
several  hundred  pounds  to  the  square 
inch. 

My  success  in  forcing  the  solution 
through  a  thin  layer  of  dentin  in  the 
bottom  of  a  cavity  led  me  to  the  thought 
that  the  entire  thickness  of  dentin  from 
enamel  to  pulp  might  be  penetrated  by 
medicaments,  and  I  began  immediately 
to  exploit  that  idea  by  making  a  special 
opening  for  my  application  of  the  pres- 
sure method  and  ignoring  for  the  time 
the  cavity  of  decay.  I  succeeded  beyond 
all  expectation.  In  a  minute  or  two  I 
found  in  most  instances  the  entire  crown 
of  the  tooth  was  so  anesthetized  that  I 
could  cut,  bur,  and  grind  at  will  without 
any  pain.  In  cases  where  I  wanted  to 
extirpate  the  pulp  I  found  I  could  do 
it  directly  from  this  special  opening 
through  the  enamel,  or  utilize  the  cavity 
— and  without  pain  in  either  case. 

If,  after  getting  into  the  pulp-cham- 
ber, sensitivity  was  found  rootwise,  it 
was  only  necessary  to  re-apply  the  co- 
cain  and  pressure  in  the  pulp-chamber. 
In  some  instances  I  have  found  canals 


so  obstructed  or  tortuous  that  I  was  slow 
in  getting  the  pulp  out,  and  sensitivity 
would  return  to  some  extent  in  other 
roots.  In  such  cases  it  was  only  neces- 
sary to  close  the  root  I  had  cleared, 
charge  the  chamber  with  the  solution 
and  repeat  the  pressure  for  a  few 
moments.  I  have  in  some  cases  left 
one  root  until  another  sitting  and 
then  cocainized  it  again  by  pressure. 
When  we  once  reach  the  chamber  we  then 
have  no  trouble  about  confining  the 
liquid  by  means  of  a  piece  of  vulcanite 
rubber.  I  obtain  the  required  degree  of 
pressure  and  confine  the  solution  in  any 
way  that  seems  best  in  each  case,  but  one 
would  find  it  a  difficult  thing  to  confine 
a  liquid  on  a  flat  surface  with  a  piece  of 
vulcanite  rubber.  I  can,  however,  do 
that  with  the  means  at  my  command  and 
can  anesthetize  a  tooth  by  grinding  off 
a  cusp  until  dentin  is  exposed  and  then 
proceed  with  my  pressure  cataphoric 
method. 

When  I  desire  to  extirpate  a  pulp  with- 
out bothersome  post-operative  hemor- 
rhage, I  use  adrenalin.  This,  you  know, 
is  a  preparation  that  injected  with  co- 
cain  into  the  soft  tissues  permits  of  what 
is  termed  a  bloodless  surgical  operation. 
As  adrenalin  is  a  sterile  solution  I 
use  it  generally  to  dissolve  the  cocain 
whether  the  application  is  for  sensitive 
dentin  or  pulp-extirpation.  For  the  lat- 
ter it  is  proper  to  apply  the  solution  di- 
rectly to  the  exiposed  pulp,  or  force  in 
the  adrenalin  alone,  since  enough  of  it 
may  not  pass  through  the  dentin  to  ex- 
ercise its  contractile  effect  upon  the  pulp, 
though  the  anesthesia  may  be  complete. 

The  special  opening  or  aperture  is 
made  usually  near  the  cavity  of  decay  in 
healthy  tooth-substance,  though  I  some- 
times select  a  small  defective  spot  that 
sooner  or  later  must  be  filled  any  way. 
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When  the  opening  is  made  in  healthy 
tissue  there  is  no  danger  of  forcing  septic 
matter  into  the  pulp,  as  might  possibly  be 
the  case  in  utilizing  a  cavity  of  decay. 
However,  so  far  as  my  experience  goes, 
I  have  had  no  serious  trouble  in  utilizing 
the  cavity  of  decay  when  that  is  con- 
venient, first  removing  debris  and  soft 
decay  and  treating  it  antiseptically. 
There  have,  however,  been  some  reports 
of  tenderness  or  other  evidence  of  dis- 
turbance for  the  first  day  or  two  after  a 
tooth  has  been  cocainized  through  the 
cavity  of  decay,  and  it  has  been  attrib- 
uted to  the  cocain.  I  am  inclined  to 
think  it  due  to  septic  infection  carried 
in  with  the  cocain,  and  the  special  open- 
ing might  obviate  this;  besides,  I  think 
healthy  tubuli  will  conduct  the  anes- 
thetic agent  better  than  those  clogged 
possibly  with  disintegrated  dentin. 

Producing,  as  I  have  done  many  times, 
both  slight  and  profound  anesthesia  in 
the  entire  coronal  part  of  a  tooth  through 
these  special  apertures,  I  have  no  hesita- 
tion in  saying  that  it  can  be  done  in  many 
cases;  and  to  illustrate  how  these  open- 
ings may  be  made  where  they  will  do  the 
least  damage  if  any  at  all,  I  published 
in  the  American  Dental  Journal  last 
March  an  article  with  illustrations  of  all 
the  teeth  on  one  side  of  the  maxilla, 
designating  the  places.  In  molars  and 
bicuspids  I  would  make  the  opening, 
when  possible,  where  in  extending  the 
cavity  it  would  be  taken  in,  requiring  no 
extra  filling  to  repair  it.  If  this  is  not 
practicable  in  a  particular  case,  I  en- 
deavor to  find  in  the  occlusal  surface 
some  weak  spot  that  might  require  fill- 
ing at  some  future  time  if  not  then; 
this,  of  course,  would  have  to  be  spe- 
cially filled  aside  from  the  larger  cavity. 

In  the  six  anterior  teeth,  which  would 
rarely  be  available  through  approximal 


cavities,  I  operate  through  the  lingual 
fossa,  the  special  aperture  requiring  a 
separate  filling.  To  force  the  cocain 
into  any  of  these  openings  I  sometimes 
use  the  old  way  of  placing  a  pledget  of 
cotton  saturated  with  the  solution  in  the 
opening  and  cover  it  up  with  soft  rubber 
or  gutta-percha  to  prevent  regurgitation 
under  pressure.  I  sometimes  confine  the 
solution  over  the  opening  so  perfectly  as 
to  force  it  in  under  pressure.  When 
usiiig  the  soft  rubber  over  the  cotton  I 
often  use  the  automatic  mallet  instead  of 
steady  pressure. 

The  cases  that  will  not  respond  to 
this  pressure  method  I  have  pretty  well 
determined  are  cases  where  secondary 
dentin  has  been  deposited.  There  may 
be  other  abnormal  conditions  obstructing 
the  canals,  but  I  have  found  in  a  num- 
ber that  were  of  slow  responsiveness  that 
the  palp-chamber  bore  evidences  of  sec- 
ondary deposit.  Of  course,  there  are 
many  cases  where  it  is  not  desirable  to 
expose  the  pulp-chamber  and  we  can  only 
surmise  the  cause  of  failure  to  anesthe- 
tize the  pulp. 

Now,  when  I  say  "without  pain,"  I 
mean  without  pain  in  most  cases.  The 
stubborn  ones  may  yield  after  a  time  or 
may  not  yield  at  all,  and  of  course,  when 
not  obtunded,  or  only  partially  so,  may 
give  rise  to  some  pain  and  may  require 
a  second  application.  But  when  the  an- 
esthesia is  complete  there  is  absolutely  no 
pain. 

To  cite  a  few  instances,  I  have  cut  off 
a  number  of  sound  teeth  one  after  the 
other,  as  high  as  eight  in  one  mouth,  that 
were  to  be  utilized  for  bridge  supports, 
and  from  the  start  to  the  finish  have 
caused  no  pain  beyond  a  mere  suggestion 
of  it  as  my  bur  passed  through  the  en- 
amel and  entered  into  the  dentin.  I 
have  removed  a  little  enamel  with  a  cut- 
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ting  wheel,  exposing  a  little  dentin,  and 
confining  my  solution  to  that  spot  have 
produced  anesthesia  by  pressure  that  per- 
mitted cutting  and  grinding  of  the  tis- 
sues without  pain. 

In  regard  to  the  question  of  obtund- 
ing  dentin,  I  labored  for  some  time  under 
the  impression  that  the  remedy  must  be 
applied  directly  to  the  cavity  we  desire 
to  operate  on,  and  that  our  medicament 
must  saturate  all  the  walls.  In  using  my 
method  comparatively  few  of  the  tubules 
are  covered;  but  through  these  the  cocain 
is  carried  to  the  pulp,  and  when  a  zone  of 
that  organ  has  become  anesthetized  all 
the  fibrils  or  prolongations  of  the  odonto- 
blasts that  penetrate  the  dentin  from  that 
zone  are  anesthetized.  I  have  no  faith  in 
obtunding  done  in  any  other  way  than  by 
making  the  agent  act  upon  the  pulp. 

I  believe  this  is  to  be  one  of  the  live  and 
most  interesting  topics  before  the  pro- 
fession today,  and  worthy  of  our  seri- 
ous attention  and  investigation  if  we  are 
to  relieve  the  suffering  of  our  patients 
in  many,  many  instances.  It  is  worthy, 
even  though  we  fail  four  times  and  suc- 
ceed once;  ore  happy  success  will  repay 
all  our  efforts  and  set  us  to  thinking  why 
we  failed,  and  where  many  are  searching 
for  it  someone  may  better  find  than 
I  have  the  cause  of  such  failures.  I  am 
looking  for  the  dawning  of  an  era  of 
really  painless  dentistry,  performed  ra- 
tionally and  safely  and  without  discour- 
aging and  unhappy  sequences. 


Discussion. 

Dr.  F.  L.  FossuME,  New  York,  N.  Y. 
I  would  like  to  have  the  essayist  tell  us 
in  closing  whether  there  is  any  pain  un- 
der the  tremendous  pressure  in  injecting 


a  solution  of  cocain  after  the  small  cavity 
is  drilled  in  the  central  incisor  ? 

Dr.  TuLLER.    None  in  the  least. 

Dr.  FossUME.  Have  there  been  any 
bad  after-effects? 

Dr.  TuLLER.  Not  to  my  knowledge. 
Pressure  anesthesia,  so  called,  has  been 
used  very  extensively  for  more  than  ten 
years  by  way  of  the  cavity  of  decay,  but 
I  have  never  heard  of  any  unfortunate 
sequences. 

Dr.  FossUME.  Are  there  any  special 
instruments  used? 

Dr.  TuLLER,  There  are  several  on  the 
market,  I  believe.  The  main  point  is  the 
proper  confinement  of  the  liquid,  used  so 
that  it  cannot  escape  but  can  be  abso- 
lutely forced  into  the  tubules  of  the  den- 
tin, or  into  the  exposed  pulp.  It  has  been 
thoroughly  demonstrated  that  a  liquid 
agent  may  pass  under  pressure  through 
the  entire  thickness  of  the  dentin  and 
thoroughly  anesthetize  the  pulp,  but  it 
should  be  borne  in  mind  that  the  quan- 
tity is  but  the  small  fraction  of  a  drop — 
not  a  flooding  of  the  pulp-chamber. 

Dr.  J.  I.  Haet,  New  York,  N.  Y.  It 
is  the  proper  confinement  of  the  fluid  in 
the  cavity  that  makes  the  operation  pos- 
sible, and  unless  it  is  confined  in  the 
cavity  the  operation  is  nil.  The  essayist 
has,  not  informed  us  how  it  is  done,  but 
it  is  done  by  the  use  of  the  instrument 
he  has  devised.  There  is  another  instru- 
ment in  use,  one  devised  by  Dr.  Me}'er, 
and  that  instrument  will  also  permit  us 
to  confine  the  medicament  in  the  cavity, 
and  it  is  only  when  that  medicament  is 
confined  that  we  meet  with  any  success. 
When  cocain  or  adrenalin  is  pressed  in 
with  cotton  and  surrounded  with  soft 
rubber  the  liquid  is  almost  bound  to  get 
out,  but  with  the  instrument  it  is  forced 
into  the  tubules,  and  I  can  positively  say 
that  the  result  is  admirable. 
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Dr.  L.  N.  EuDY,  Tooele,  Utah.  In- 
stead of  using  a  liquid  solution  of  cocain 
I  make  a  paste  of  cocain  and  glycerin,  and 
place  it  in  the  cavity,  after  getting  as 
nearly  an  exposure  as  possible.  I  use  a 
piece  of  unvulcanized  rubber  that  will 
more  than  fill  the  cavity,  and  finger  pres- 
sure, gentle  at  first  and  increased  as  pain 
decreases. 

The  way  to  avoid  failures  is  to  make 
a  very  careful  diagnosis  of  the  condi- 
tions existing  in  the  pulp  when  the  case 
comes  to  you.  I  found  in  cases  that 
came  to  me  that  the  application  of  this 
agent  was  of  no  more  avail  than  if  I  had 
used  water,  and  in  other  cases  in  two  or 
three  minutes  I  could  open  the  pulp  cav- 
ity with  a  bur,  run  a  broach  to  the  end 
of  the  root  and  take  the  pulp  out  imme- 
diately. 

Two  months  ago  a  young  man  came  to 
my  office  with  the  pulp  of  a  lower  left 
first  molar  completely  exposed.  I  ap- 
plied this  same  treatment  I  have  spoken 
of,  and  timing  myself  carefully,  I  found 
I  had  taken  out  the  entire  pulp  in  just 
four  minutes  from  the  time  I  made  the 
application. 

I  find  one  source  of  failure  is  due  to 
an  inflammatory  condition  of  the  pulp. 
When  the  cocain  is  not  readily  absorbed, 
if  you  will  investigate  a  little  farther 
you  will  find  a  little  pus  pocket  upon  the 
surface  of  the  pulp.  When  the  pulp  is 
in  this  condition  the  cocain  will  not  be 
taken  up  because  the  circulation  of  the 
pulp  is  destroyed.  In  a  condition  of  this 
kind  the  application  may  be  left  in  situ 
for  ten  or  fifteen  minutes  without  get- 
ting any  results;  but  in  cases  where  the 
pulp  has  not  been  the  seat  of  such  dis- 
turbing phenomena,  and  its  removal  is 
necessary,  it  seldom  takes  more  than  threo 
minutes  for  the  cocain  to  act. 

I  have  been  more  than  pleased  with 


pressure  anesthesia  for  the  extirpation  of 
pulps,  but  it  is  likewise  gratifying  to 
have  a  method  of  painlessly  preparing 
sensitive  cavities. 

Dr.  H.  G.  Atwater^  Los  Angeles,  Cal. 
I  desire  information  on  one  point  made 
by  Dr.  Tuller  which  I  did  not  under- 
stand; that  is,  why  one  point  in  dentin 
is  sensitive  and  another  is  not. 

Dr.  A.  M.  Lev^is,  Austin,  Minn.  A 
great  many  operators  labor  under  the 
idea  that  a  large  opening  will  give  bet- 
ter results,  but  I  find  the  smaller  open- 
ing gives  the  best  success. 

Dr.  C.  F.  Shoop,  Central  City,  Colo. 
I  would  like  to  ask  the  doctor  about  his 
experience  with  carbolic  acid  in  pressure 
anesthesia.  I  would  like  to  know 
whether  he  would  use  it  in  sensitive  den- 
tin or  to  remove  the  pulp,  and  whether 
pericementitis  follows  such  a  procedure. 

Dr.  C.  L.  White,  Oklahoma  City, 
Okla.  I  have  never  attained  much  suc- 
cess with  pressure  anesthesia  in  obtund- 
ing  dentin  for  excavating  where  any  con- 
siderable amount  of  tissue  had  to  be  - 
penetrated  to  reach  the  pulp,  but  there 
is  COD  elusive  evidence  that  it  is  being 
accomplished  in  a  most  satisfactory  way 
in  skilful  and  patient  hands. 

I  think  the  development  of  pressure 
anesthesia  in  the  surgical  removal  of 
pulp  is  one  of  the  greatest  forward  steps 
that  has  been  made  in  operative  dentistry 
in  many  years.  It  is  my  practice  to  fol- 
low the  removal  of  pulp  by  filling  the 
canals  at  the  same  sitting  unless  it  is 
contra-indicated  in  the  case  at  hand. 
There  are  many  reasons  urged  against 
immediate  canal-filling,  but  I  consider 
it  one  of  the  chief  advantages  gained 
by  pressure  anesthesia.  At  first  I  used 
carbolic  acid  as  an  agent  for  producing 
anesthesia  of  the  dentin  and  of  the  pulp, 
but  about  four  years  ago  I  commenced 
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using  a  solution  of  cocain,  and  my  suc- 
cess has  been  phenomenal.  It  seems  that 
a  very  small  percentage  of  dentists  are 
using  pressure  anesthesia,  but  if  given  a 
thorough  trial  I  think  none  would  again 
be  without  it.  In  a  great  majority  of 
cases  where  pulp  is  exposed,  or  nearly  so, 
absolute  anesthesia  may  be  obtained  even 
by  crude  methods,  and  used  carefully  and 
skilfully  as  Dr.  Tuller  describes,  its  field 
of  usefulness  is  very  broad. 

In  a  certain  class  of  cases  my  success 
has  been  only  partial,  but  even  in  those 
cases  where  anesthesia  is  only  partial  or 
where  it  has  apparently  failed  completely, 
I  believe  the  pulp  may  be  removed  with 
as  little  pain  as  would  follow  the  use  of 
any  other  method  and  certainly  with  less 
danger  of  permanent  injury  to  tooth  and 
pericementum. 

Dr.  A.  Owen,  Cisco,  Tex.  I  would 
like  to  ask  Dr.  Tuller  the  percentage  of 
cocain  he  uses  and  what  is  his  favorite 
vehicle  for  carrying  the  cocain. 

Dr.  W.  I.  Beigham,  South  Framing- 
ham,  Mass.  If  we  had  always  known  of 
pressure  anesthesia  in  removing  the  pulp 
and  someone  had  discovered  that  arsenic 
properly  applied  would  destroy  the  pulp 
without  pain,  I  think  we  should  hail  it 
as  a  great  discovery  in  dentistry.  There 
are  times  when  pressure  anesthesia  is  val- 
uable, but  there  are  other  times  when 
something  else  is  more  valuable.  There 
are  times  when  pressure  anesthesia  can 
be  applied  for  four  or  five  minutes,  but 
arsenic  can  also  be  applied  to  a  sensitive 
or  aching  pulp  immediately,  the  patient 
can  be  dismissed  in  two  minutes,  and  in 
a  week's  time  the  pulp  can  be  removed 
absolutely  without  pain.  Each  has  its 
place.  I  would  no  more  think  of  giving 
up  arsenic  for  pressure  anesthesia  than 
I  would  think  of  giving  up  anything  in 
the  practice  of  dentistry. 


Dr.  W.  Kassab,  Chester,  Pa.  I  am 
glad  someone  broke  the  ground  and  spoke 
about  arsenic.  I  do  not  have  any  trouble 
from  the  use  of  cocain  in  pressure  anes- 
thesia, but  I  only  use  it  when  I  think  I 
have  time  to  complete  the  operation.  I 
would  like  to  ask  the  essayist  whether  he 
has  any  trouble  with  bleeding,  and  what 
his  method  is  of  stopping  it. 

Dr.  J.  A.  Todd,  St.  Louis,  Mo.  I 
think  it  has  been  stated  that  in  some 
cases  troubles  of  infectious  nature  follow 
the  use  of  cocain  by  the  pressure  method, 
and  I  would  like  to  ask  Dr.  Tuller  what 
his  experience  has  been  in  that  direction. 

Dr.  Otto  Hollinger,  Chicago,  111.  I 
think  we  all  know  that  the  pulp  is  a  part 
of  the  body  the  same  as  any  other  tissue, 
consisting  of  nerves,  bloodvessels,  and 
connective  tissue,  and  therefore  is  sub- 
ject to  the  same  influences  that  other 
tissues  are.  A  new  element  has  been 
added  to  cocain,  which  is  adrenalin. 
Adrenalin  is  a  vaso-constrictor  and  is 
also  slightly  antiseptic  and  anesthetic, 
and  therefore  it  has  been  adopted  for  use 
in  combination  with  cocain.  In  inflam- 
mation of  the  pulp  the  bloodvessel? 
are  very  much  engorged,  and  adrenalin 
will  produce  anemia.  Cocain  will  ac- 
complish that  as  a  rule,  but  not  to  the 
same  extent  as  adrenalin,  but  where  the 
pulp  has  been  inflamed  for  any  length 
of  time  and  granulation  or  partial  cal- 
cification or  any  other  pathological  pro- 
cess has  taken  place  in  it,  the  degree  of 
degeneration  which  has  taken  place 
will  of  course  determine  the  partial 
or  entire  failure  of  cocain.  For  in- 
stance, if  the  pulp  is  partly  degenerated 
it  will  still  be  acted  upon,  but  not  so 
quickly  or  thoroughly.  If  totally  degen- 
erated, of  course,  it  will  not  be  affected 
by  cocain  at  all.  Surgeons  in  injecting 
cocain  in  secondary  operations,  as  they 
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frequently  do  when  the  patient  is  very 
much  depressed,  find  cocain  will  not  act 
because  of  the  poor  vascularity  of  scar 
tissue.  In  pulp  nodules,  or  where  the 
pulp  has  died  completely  and  there  is 
necrotic  tissue  present,  cocain  will  not 
work,  or  if  it  does  it  will  do  so  very 
poorly,  but  the  addition  of  adrenalin  will 
hasten  the  penetrating  power  of  the  co- 
cain and  the  degenerated  fibers  will  be 
affected  more  readily. 

Dr.  H.  E.  Friesell,  Pittsburg,  Pa. 
For  about  seven  years  I  have  been  mak- 
ing use  of  cocain  in  pressure  anesthesia, 
and  have  not  found  it  necessary  to  have 
a  special  instrument,  or  to  confine  the 
liquid  to  the  cavity  absolutely.  Old  vul- 
canizable  rubber,  the  largest  instrument 
that  can  be  inserted  into  the  cavity,  and 
a  gradually  increased  pressure  will  give 
gratifying  success  in  probably  ninety- 
eight  per  cent,  of  the  cases. 

I  have  had  oases  of  local  sepsis  in  the 
pulp,  but  have  never  had  a  failure  that 
could  be  attributed  to  such  condition. 

The  greatest  difficulty  will  be  found 
with  pulp-stones.  Where  a  case  does  not 
respond  quickly  to  pressure  treatment,  I 
now  suspect  pulp-stones  and  usually  find 
them.  Even  in  these  cases  considerable 
anesthesia  will  be  produced,  and  one  can 
drill  as  far  as  tolerated,  make  repeated 
applications  of  the  cocain,  and  success 
will  be  attained. 

Acute  inflammation  of  the  pulp  has 
been  given  as  a  frequent  cause  of  failure 
in  this  method;  yet  this  is  precisely  the 
condition  in  which  pressure  anesthesia 
has  been  of  the  most  benefit  to  me. 
Where  the  pulp  is  so  highly  inflamed  that 
the  application  of  arsenic  is  out  of  the 
question,  the  pressure  method  works  like 
a  charm  is  supposed  to  work. 

Most  of  my  failures  I  attribute  to 
adulterated  or  deteriorated  cocain. 


I  would  like  to  have  Dr.  Tuller  state 
whether  he  has  ev6r  observed  any  toxic 
effects  from  the  use  of  cocain  or  formalin 
by  this  method. 

Dr.  L.  D.  Mitchell,  Arkansas  City, 
Kans.  I  have  used  it  for  about  four 
years,  and  the  greater  part  of  that  time 
with  perfect  results.  I  do  not  mean  by 
this  that  every  case  coming  into  my 
office  is  relieved  in  from  three  to  five 
minutes  and  sent  out  smiling,  but  I  do 
know  that  I  can  handle  a  case  better 
with  pressure  anesthesia  than  with  ar- 
senic. If  a  tooth  is  aching  and  the  pulp 
inflamed  the  application  of  arsenic  will 
cause  it  to  ache  worse,  with  perhaps  no 
results.  In  such  cases  it  is  better  to 
apply  a  little  oil  of  cloves  to  relieve  the 
inflammation  before  attempting  to  anes- 
thetize the  pulp. 

Dr.  W.  J.  Taylor,  Sacramento,  Cal. 
We  all  know  that  as  a  general  rule  ar- 
senic is  contra-indioated  for  general  use 
in  the  deciduous  teeth.  But  cocain  pres- 
sure anesthesia  can  be  used  there  to 
splendid  advantage,  and  carrying  out 
the  suggestion  of  Dr.  Ottolengui,  pre- 
sented some  time  ago  in  the  Items  of 
Interest,  1  have  used  it  in  a  number  of 
cases  to  devitalize  the  pulp  of  deciduous 
teeth,  and  I  must  say,  with  the  most  sat- 
isfactory results.  I  think  it  is  a  splen- 
did agent  when  it  becomes  necessary  to 
extirpate  the  pulp  at  one  sitting. 

Dr.  F.  M.  CocKRELL,  Leavenworth, 
Kans.  Pressure  anesthesia,  like  all  good 
things,  is  often  overdone.  I  seldom  use 
it  to  obtund  sensitive  dentin,  but  do  use 
a  perfectly  sharp  bur,  touching  the  cav- 
ity lightl}^,  so  as  to  shave  the  tooth-struc- 
ture. It  seems  no  one  here  has  had 
trouble  with  pressure  anesthesia — only 
perfect  success;  but  here  is  what  I  did 
once  with  pressure  anesthesia:  I  re- 
moved the  nerve  in  an  incisor  and  at 
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once  filled  the  canal.  Later  I  found  I 
had  passed  the  point  through  the  apical 
foramen  for  quite  a  distance.  I  had 
anesthetized  the  tissues  beyond  the  fora- 
men and  obtained  no  response  from  the 
patient  when  the  point  passed  through 
the  opening.  Lately  I  have  used  formal- 
dehyd  and  adrenalin,  and  once  or  twice 
the  patient  has  had  a  very  sore  tooth, 
but  I  believe  it  was  not  permanent; 
I  would  like  to  know  if  anyone  else  has 
had  trouble  of  that  kind. 

Dr.  N.  A.  Neeley,  Christchurch,  New 
Zealand.  Success  with  pressure  anesthe- 
sia is  due  to  pressure,  as  I  understand  it, 
and  success  usually  follows  in  proportion 
to  the  amount  of  pressure  used.  I  have 
been  using  pressure  anesthesia  for  some 
seven  or  eight  years  and  within  the  last 
few  months  I  had  made  a  hypodermic 
syringe  and  a  pair  of  forceps,  the  forceps 
to  be  used  in  connection  with  the  syringe 
to  obtain  the  greatest  pressure.  A  spe- 
cial point  was  made  for  the  syringe,  on 
which  was  a  little  shoulder  about  1/32 
of  an  inch  from  the  handle.  On  this 
was  placed  a  little  disk  about  ^  of  an 
inch,  perhaps  smaller,  and  on  the  disk 
a  little  rubber  disk,  which  is  made  so  it 
can  be  fitted  over  the  cavity.  I  am 
speaking  of  approximal  cavities  in  the 
front  teeth.  In  this  way  the  fluid  can 
be  confined  to  the  cavity  and  the  for- 
ceps used  to  put  on  extreme  pressure  by 
holding  the  disk  with  the  left  finger  and 
using  the  pressure  with  the  right.  I 
have  been  very  successful  in  producing 
practically  painless  operations  on  the 
front  teeth. 

Dr.  TuLLER  (closing  the  discussion). 
I  think  Dr.  Rudy  is  the  first  I  have  oc- 
casion to  answer.  In  regard  to  the  pu- 
trescent condition  of  the  coronal  portion 
of  the  pulp,  it  may  be  unwise  to  under- 
take pressure  anesthesia    (cataphoresis) 


in  such  a  cavity  knowingly.  There  would 
be  every  chance  of  forcing  septic  matter 
into  the  pulp;  but  since  we  remove  the 
pulp  at  once,  I  hardly  think  any  damage 
can  be  done.  In  cases  of  that  kind  I 
think  I  would  select  preferably  another 
point  for  application,  say  at  the  neck 
of  the  tooth  with  the  probability  of  reach- 
ing a  point  where  the  pulp  was  vital.  I 
have  done  that  very  successfully.  I  have 
perfectly  anesthetized  a  pulp  in  an  upper 
molar  by  application  through  a  cavity 
well  up  on  a  denuded  palatal  root. 

Dr.  Shoop  asked  about  the  use  of  car- 
bolic acid  in  pressure  anesthesia.  It  may 
be  a  good  agent ;  I  do  not  know.  All  my 
applications  have  been  in  the  line  of 
cocain.  I  take  a  few  drops  of  adrenalin 
on  a  slab  and  put  in  a  few  crystals  of 
cocain  and  go  to  work.  I  do  not  aim 
to  get  any  certain  percentage. 

Dr.  Bowen  spoke  about  stopping  bleed- 
ing. That  is  done  by  the  use  of  adrena- 
lin. If  not  enough  has  been  incorporated 
in  the  mixture  it  is  easy  to  inject  more 
into  the  pulp  to  be  safe  on  that  point, 
after  it  is  anesthetized;  or  it  may  be 
pressed  in  with  a  rubber  plug  after  the 
removal  of  the  pulp. 

In  regard  to  the  use  of  arsenic  spoken 
of  by  Dr.  Brigham.  Arsenic  certainly 
did  its  part  well  for  many  years  because 
we  had  nothing  better.  I  have  not  used 
arsenic  for  four  or  five  years,  except 
where  the  canals  were  obstructed,  and 
in  every  one  of  these  cases  I  failed,  more 
or  less,  with  arsenic,  to  the  best  of  my 
recollection.  When,  after  a  good  deal 
of  effort,  I  was  enabled  to  gain  an  en- 
trance into  the  pulp,  I  almost  invariably 
found  a  condition  of  secondary  deposit 
or  pulp-stones;  so  I  felt  that  certain 
conditions  of  secondary  deposit  have  an 
effect  in  rendering  the  action  of  arsenic 
to  some  extent  valueless,  the  same  as  it 
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seems  to  obstruct  the  action  of  cocain. 
The  great  point  in  favor  of  pressure 
anesthesia  as  against  arsenic  is  the  sav- 
ing of  time,  as  well  as  being  painless. 
Frequently  a  pulp  can  be  extirpated 
in  three  minutes;  while  with  arsenic  it 
will  take  from  several  days  to  two  weeks 
before  it  can  be  removed  painlessly. 
With  the  pressure  method  I  have  taken 
out  a  live  pulp  without  the  patient  being 
aware  of  the  fact  until  it  was  shown  to 
him  on  the  broach. 

I  think  what  I  have  said  in  reply  to 
Dr.  Bowen  will  answer  Dr.  Kassab's  ques- 
tion about  bleeding. 

Answering  Dr.  Todd,  who  spoke  about 
infection,  I  will  say  that  I  operated  in 
cavities  of  all  varieties  before  I  discov- 
ered that  the  solution  would  go  through 
the  entire  thickness  of  dentin.  I  thought 
I  had  to  expose  the  pulp,  and  while  I 
have  done  so  again  and  again  I  have 
never  had  any  serious  infection  in  any 
cases.  I  have  had  a  few  cases  where 
complaint  was  made  by  the  patient  of 
some  sensitiveness  in  the  tooth,  but  a 
^little  later  it  all  disappeared.     I  think 


that  tenderness  might  follow  the  taking 
out  a  live  pulp  in  almost  any  manner, 
or  in  forcing  in  an  agent  to  simply  ob- 
tund,  but  no  serious  sequences  have  been 
reported  to  my  knowledge. 

Speaking  about  toxic  effect,  I  have 
never  had  any  indication  of  it,  nor  have 
I  heard  anything  that  was  in  any  way 
authentic.  I  presume  in  cases  with  a 
large  apical  foramen  the  cocain  might 
be  forced  through  in  such  a  way  as  to  get 
a  toxic  effect;  but  ordinarily  I  do  not 
think  we  would  experience  any  effect  if 
we  use  any  sort  of  discretion.  Only  a 
very  minute  quantity  can  be  injected 
through  the  dentin  at  best,  and  only  a 
minute  quantity  is  used  by  any  method 
I  employ. 

I  have  not  said  anything  about  imme- 
diate root-filling;  I  leave  that  to  every 
operator's  own  judgment.  I  sometimes 
fill  immediately  and  sometimes  leave  it 
until  a  day  or  two  afterward,  keeping 
the  canal  sealed  with  an  aseptic  dressing. 

The  subject  Avas  passed  and  the  sec- 
tion adjourned  until  Wednesday,  August 
31st. 
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THIRD   DAY— Wednesday,  August  3 1st. 

The   section  was  called   to   order  at  reading  of  a  paper  entitled  "The  Cement 

4  o'clock  P.M.,  by  the  chairman,  Dr.  C.  Problem  in  Inlay  Work/'  by  Dr.  Geo. 

N.  Johnson.  C.  Poundstoxe  of  Chicago,  111.,  as  fol- 

The  first  order  of  business  was   che  lows: 


The  Cement  Problem  in  Inlay  Work. 

By  GEO.  C.  POUNDSTONE,  D.D.S.,  Chicago,  III. 


No  branch  of  modern  dentistry  occu- 
pies a  niore  prominent  position  than 
that  concerning  the  inlay.  For  es- 
thetic reajsons  nothing  can  compare 
with  an  accurately  shaped  and  shaded 
porcelain  inlay.  Great  claims  are  made 
for  it  on  account  of  its  compatibility  to 
tooth-structure,  its  resistance  to  thermal 
changes,  and  its  tooth-saving  qualities. 

The  dental  profession  has  heard  al- 
most without  number  papers  and  discus- 
sions upon  inlays.  High- fusing  and  low- 
fusing  bodies  have  been  discussed  with 
such  fervor  that  lifelong  friendships  have 
been  all  but  broken.  The  burnished 
matrix  and  the  swaging  process  have  been 
discussed  again  and  again;  but  the  one 
vital  point  has  been  almost  overlooked, 
that  is,  the  cement. 

In  almost  every  paper  upon  the  sub- 
ject of  inlays  we  have  heard  the  state- 


ment that  the  inlay  has  come  to  stay; 
but  Just  therein  lies  the  great  drawback, 
— it  will  not  stay,  in  many  cavities. 

Most  dentists  can  with  care  and  per- 
severance make  a  perfect  inlay,  exact  in 
its  shape  and  beautiful  in  its  shading, 
but  what  does  that  signify  if  after  a 
week,  a  month,  or  even  a  year,  we  find  this 
work  of  art — if  we  can  find  it  at  all — 
hidden  away  within  some  vase  among  the 
other  valuable  family  porcelains  and  jew- 
els, or  lying  quietly  in  the  corner  of  a 
pill-box  in  some  upper  bureau  drawer. 

To  keep  the  inlay  in  position  in  the 
cavity  without  spoiling  its  original 
beauty  is  the  problem  before  us.  What 
cement  to  use  is  the  question.  Some 
cements  will  not  stick,  others  wash  out, 
others  expand,  so  that  what  at  first  ap- 
peared to  be  a  perfect  joint  is  after  a 
day  or  two  a  broad  line  of  cement,  while 
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still  others  are  permeated  by  the  fluids 
of  the  mouth,  micro-organisms,  and  de- 
bris, giving  the  inlay  the  appearance  of 
being  several  shades  darker  than  the 
tooth. 

Until  we  can  procure  better  cements, 
the  inlay  cannot  reach  the  high  degree 
of  perfection  hoped  for  it,  and  it  is  with 
that  end  in  view  that  the  work  now  pre- 
sented to  you  has  been  undertaken. 

What  are  the  requisite  qualities  of  an 
inlay  cement? 

(1)   It  must  be  capable  of  being  com- 


reputation  of  any  of  the  cements  tested, 
nor  have  I  an  object  in  recommending 
any  particular  brand. 

I  realize  that  this  course  may  be  open 
to  criticism  from  the  fact  that  many 
dentists  are  waiting  for  somebody  to  tell 
them  Just  what  to  use,  but  since  none 
of  the  cements  that  I  have  tested  are  per- 
fect and  many  of  them  have  defects  that 
I  believe  can  be  remedied,  I  deem  it  ad- 
visable to  give  the  manufacturer  one 
chance  at  least  to  improve  upon  his 
product. 
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\ 


^'^ 


'v^Vs- 


-.-A-^v^^  ^^'i  ^^1  -'^^'l  /, 


0     ;  ,t._?"-   '--^ 


>   v--.--^ 


^L/ 


B,  in  glycerin. 


pressed  into  a  very  thin  film ;  at  least  as 
thin  as  the  matrix  used. 

(2)  It  must  have  extra-adhesive  qual- 
ities. 

■     (3)   It  must  neither  expand  nor  con- 
tract. 

(4)  It  must  be  impervious  to  mois- 
ture. 

In  giving  the  results  of  my  observa- 
tions and  experiments  the  different  ce- 
ments will  be  designated  by  letters  rather 
than  by  their  commercial  names,  as  it  is 
not  mv  purnose  to  in  any  way  injure  the 


The  first  series  of  observations  was 
made  for  the  purpose  of  determining  the 
general  appearance  of  the  various  pow- 
ders, the  shapes  and  sizes  of  the  gran- 
ules, and  their  relative  proportions  in 
the  mass.  Microscopic  slides  were  made 
from  the  different  powders  mixed  with 
glycerin ;  the  glycerin  being  used  instead 
of  the  cement  liquid  to  avoid  chemical 
action.  These  slides  were  then  studied 
with  the  binocular  microscope,  and  draw- 
ings of  carefully  selected  fields — that  all 
the  characteristics  of  the  powder  might 
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be  shown  in  one  drawing — were  made  by 
the  aid  of  the  camera  lueida.  Lantern 
slides  were  then  made  from  the  drawings. 
Micrographs  were  made,  but  they  were 


Cement  A,  in  glycerin.  Large  gran- 
ules: few  in  number;  from  25  to  35  mi- 
crons in  diameter;  irregular  in  shape. 

Medium  granules  make  up  the  bulk  of 


Fig.   3. 
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not  as  satisfactory  as  the  drawings,  on  the  powder;  from  8  to  15  microns  in  di- 

account  of  the  thickness  of  the  films,  in  ameter. 

some  cases  exceeding  1/500  of  an  inch.  Fine  powder:  small  amount. 

Measurements  were  made  with  the  mi-  Cement  B,  in  glycerin.     Large  gran- 

crometer.  ^iles :  few  in  number ;  from  30  to  50  mi- 
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erons  in  diameter.    Some  of  these  appear  to  5  microns  in  diameter  and  of  small 

to  be  zinc  oxid,  while  others  are  flat,  rod-like  prisms,  transparent,  and  square 

transparent  crystals.  at  the  ends,  from  2  to  5  microns  in  diam- 

Medium    granules :    few    in    number ;  eter  and  in  length  3  to  50  microns. 


Fig.  5. 
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E,  in  glycerin. 

Fig.  6. 


F,  in  glycerin. 


from  10  to  15  microns  in  diameter.  They  There  are  in  this  powder  a  few  bright 

resemble  the  large  ones.  red  granules  of  medium  size. 

Fine  powder :     The  bulk  of  the  pow-  Cement  C,  in  glycerin.    There  are  two 

der  is  made  up  of  small  granules  from  2  distinctly  different  kinds  of  granules  in 
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this  powder,   in  all   the  different  sizes,  microns  in  diameter,  with  an  occasional 

The  somewhat  regular  shaped  yellowish  scale-like,  semi-transparent  flake  as  high 

granules,  apparently  of  zinc  oxid,  and  a  as  50  microns. 

transparent,     generally     square     crystal  Medium  granules  make  up  the  bulk  of 

form.  the  powder;  from  10  to  15  microns  in 

Large  granules :  few  in  number ;  from  diameter. 

25  to  30  microns  in  diameter.  Fine  powder :  small  amount. 

Large  crystals:  few  in  number;  from  Cement  F,  in  glycerin.     Large  gran- 

40  to  50  microns  in  diameter.  ules:  few  in  number;  from  30  to  40  mi- 
Medium  granules:  many;  from  7  to  crons   in   diameter,   with   an   occasional 

15  microns  in  diameter.  flat   one  as   high  as   56   microns;   very 

Fine  powder :  rather  small  in  amount ;  irregular  in  shape. 

made  up  of  both  granules  and  crystals.  Medium  granules  make  up  the  bulk 


Fig.  7. 
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Cement  D,  in  glycerin.  Large  gran- 
ules :  very  few  in  number ;  from  30  to  45 
microns  in  diameter,  with  an  occasional 
one  as  high  as  56  microns.  Very  irregu- 
lar in  shape. 

Medium  granules :  few  in  number ; 
from  12  to  18  microns  in  diameter. 

Fine  powder :  extremely  fine  and  flour- 
like ;  of  uniformly  oval  granules  less  than 
2  microns  in  diameter;  form  the  large 
proportion  of  the  powder. 

Cement  E,  in  glycerin.  Large  gran- 
ules: very  few  in  number;  from  20  to  25 


of  the  powder;  from  16  to  30  microns  in 
diameter. 

Fine  powder :  large  amount ;  very  fine ; 
granules  uniform  in  sizes  and  shape. 

Cement  G,  in  glycerin.  Large  gran- 
ules: few  in  number;  from  35  to  46 
microns  in  diameter;  irregular  in  shape. 

Medium  granules:  many;  from  18  to 
22  microns  in  diameter ;  more  regular  in 
form. 

Fine  powder:  a  large  amount,  with 
particles  irregular  in  form. 

Cement  H,  in  glycerin.     Large  gran- 
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ules — of  three  varieties.  Granules  of 
zinc  oxid  (apparently)  very  few;  from 
25  to  40  microns  in  diameter.  A  few 
semi-transparent  crystals,  irregular  in 
form,  from  50  to  60  microns  in  diameter ; 
and  many  transparent  broken  crystals  of 
all  shapes  and  sizes  up  to  60  microns  in 
diameter. 

Medium  granules :  few  in  number ; 
from  5  to  20  microns  in  diameter,  and 
many  broken  crystals  of  medium  size. 


regular  in  form;  from  8  to  15  microns 
in  diameter. 

Fine  powder:  a  comparatively  large 
amount  of  uniformly  regular  granules. 

In  this  powder  there  is  an  occasional 
bright  red  granule. 

For  the  second  series  slides  were  made 
from  the  various  powders,  each  mixed 
with  its  corresponding  cement  liquid  in 
the  manner  described  by  the  manufactu- 
rer, to  a  consistence  suitable  for  setting 


Fig.  9. 
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Fine  powder :  small  in  amount,  resem- 
bling the  larger  granules  and  crystals. 

Cement  I,  in  glycerin.  Large  gran- 
ules :  very  few  in  number ;  from  20  to  27 
microns  in  diameter;  oval  in  shape  with 
smooth  rounded  edges. 

Medium  granules  make  up  the  bulk  of 
the  powder;  from  10  to  15  microns  in 
diameter;  oval  in  form. 

Fine  powder:  small  in  amount;  very 
fine. 

Cement  J,  in  glycerin.  Large  gran- 
ules :  very  few ;  from  20  to  25  microns  in 
diameter. 

Medium  granules :  very  many ;  quite 


an  inlay.  Cover  glasses  were  subjected 
to  jDressure  in  order  to  get  a  thin  film  of 
cement.  These  slides  were  then  studied 
with  the  microscope.  The  process  of  set- 
ting was  carefully  watched  for  several 
hours,  after  which  the  slides  were  ex- 
amined and  studied  and  changes  noted 
every  few  hours  for  a  week  or  more,  or 
until  no  further  change  was  noted. 

The  important  points  of  these  obser- 
vations are  as  follows: 

Cement  A. 

Almost  immediately  the  fine  powder 
commences  to  unite  with  the  liquid,  the 
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small  granules  begin  to  disappear  and  the  liquid.  Very  little  if  any  change 
give  off  minute  bubbles  which  increase  has  taken  place  in  the  large  granules  ex- 
in  size  and  numl)Gr  until  at  the  end  of  an      cept  a  slight  diminution  in  size  due  to 


Fig.  U. 


A — three  days. 


hour  the  field  is  pretty  well  covered  with  the  dissolving  of  the  outer  surfaces  by  the 

them.  liquid.     By  this  time  many  of  the  mi- 

By  the  end  of  24  hours  the  fine  pow-  nute  granules  are  surrounded  by  trans- 

der  seems  to  have  about  all  united  with  lucent  areas  which  in  three  or  four  davs 
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develop    into    beautiful    radiating    crys-      ules  are  still  visible,  the  open  spaces  have 

tals.  become  more  irregular,  and  the  mass  is 

By  the  end  of  the  week  many  of  the      much  more  opaque  in  its  appearance. 


Fig.   13. 


A — three  months. 


Fig.   14. 


bubbles  have  gone  together,  forming  large  Cement  B. 

irregular  spaces,  and  the  entire  mass  has 

taken  on  a  grayish  mottled  appearance.  Within  twenty  minutes  after  mixing 

In  another  week  some  of  the  largest  gran-  the  rod-like  crystals  in  this  powder  have 
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almost  disappeared.     The  other  granules      hours  a   clear   area   forms  around  each 

show  little  change.     The  entire  slide  has      bubble. 

a  mottled  grayish  appearance.  Around  the  edges  of  these  clear  spaces 


Fig.    15. 


B — twenty-four  hours. 
Fig.  1G. 


N 
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C — one  hour. 


Quite  a  number  of  bubbles  appear  soon  crystallization  is  quite  apparent  at  this 
after  mixing ;  they  expand  considerably  time  and  progresses  rapidly.  Within  five 
in    size,    and    in    from    two    to    three      hours     there     are    large     open     spaces 


60 


FOURTH    INTEEN^ATIONAL   DENTAL    CONGRESS. 


throughout  the  film.     Circular  areas  of  der  dissolve  readily  in  the  cement  liquid, 

crystallization  are  numerous  at  or  near  but  the  action  upon  the  other  granules 

the  borders  of  the  clear  spaces.    By  the  is  slow.    Very  few  bubbles  appear, 

end  of  24  hours  the  open  spaces  occupy  By  the  end  of  an  hour  the  film  has  a 


Fig.   17. 


C — four  weeks. 
Fig.  18. 
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D — one  hour. 

at  least  one-half  of  the  slide.     Crystal-  dark  grayish  granular  appearance,  with 

lization  seems  to  be  completed  by  this  the   zinc  granules   still  plainly  visible. 

time.  Subsequent    change    takes    place    very 

Cement  C.  slowly  in  this  cement.     In  two  or  three 

The  transparent  crystals  of  this  pow-  days  crystallization  begins  at  intervals 
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over  the  slide,  building  from  a  center,  the 
crystals  being  formed  successively  in  the 
form  of  rays,  the  area  very  much  resem- 
bling the  piece  of  jewelry  known  as  a  sun- 
burst. 

The  outermost  crystals  are  large  with 
definite  angles  and  pointed  ends  and  are 
of  a  yellowish  color.  In  viewing  these 
crystallizing  areas  by  transmitted  light 
there  is  considerable  iridescence. 

Cement  D. 
Almost  immediately  after  mixing  and 


no  apparent  change  in  the  larger  gran- 
ules. In  about  four  weeks  the  entire 
field  becomes  crystallized,  the  granules 
have  almost  entirely  disappeared  or  have 
been  covered  by  a  mass  of  crystals  pro- 
jecting like  the  spines  on  a  sea-urchin. 
The  open  spaces  are  also  in  many  place> 
fringed  by  crystals. 

Cement  E. 

In  this  cement  very  little  change  is 
noticed  in  the  first  ten  minutes  except 
a  gradual   fading  away  of  the  smaller 


Fig.   19. 
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D — three  days. 


placing  upon  the  slide  a  large  number  of 
small  bubbles  appear,  arising  from  the 
finer  particles  of  powder.  The  bubbles 
increase  in  size  and  number  and,  after  a 
short  time,  unite  with  each  other  when 
coming  into  contact  until  they  cover  al- 
most one-third  of  the  entire  field. 

These  remain  as  distinct  circular  bub- 
bles for  a  week  or  ten  days  and  then 
begin  to  assume  irregular  forms.  By  the 
end  of  the  second  week  some  crystalliza- 
tion is  apparent  around  the  edges  of  the 
bubbles.     There  is  at  this  time  little  or 


particles  of  the  powder  in  its  union  with 
the  liquid.  This  goes  on  until  nearly  all 
of  the  fine  powder  has  disappeared.  The 
medium  sized  and  large  granules  have 
a  decided  tendency  to  group  themselves 
into  clusters  or  chains,  leaving  propor- 
tionally large  areas  of  nothing  but  the 
liquid. 

The  granules  show  the  effect  of  the 
action  of  the  liquid  by  their  diminished 
size  and  rounded  edges.  A  few  bubbles 
are  present  when  this  cement  is  first 
mixed,  but  no  subsequent  change  takes 
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place.     They  are  in  all  probability  bub-  Cement  F. 

bles  of  air  incorporated  with  the  mass  In  this  cement  the  fine  powder  unites 

in  the  mixing.  readily  with  the  liquid,  within  a  few  min- 

Crystallization  is  apparent  after  two  utes  small  bubbles  begin  to  appear,  aris-> 


Fig.  20. 


D — four  weeks. 


Fig.  21. 
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B — one  hour. 


or  three  days  and  continues  in  its  forma-  ing  from  the  dissolving  particles  of  the 

tion  for  more  than  two  months.     The  fine  powder. 

crystals  are  all  of  the  needle  form,  ra-  These    bubbles   increase   in   size   and 

diating  from  a  center.  number  for  two  or  three  days,  after  which 
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there  is  little  or  no  change.  The  me-  rather  slow,  the  entire  mass  hecom- 
dium  and  large  sized  granules  seem  to  ing  crystallized  in  from  four  to  six 
undergo   very   little   change   other   than      weeks. 


Fig.  22. 


E — four  weeks. 


Fig.  23. 


E — three  months. 


a  slight  diminution  in   size,  the   sharp  Cement   G. 

jagged    edges     becoming     smooth     and  This  is  a  rather  slovs^-setting  cement, 

rounded.  Very  little  change  is  noticed  within  the 

Crystallization  is   apparent   in   about  first  fifteen  minutes  except  the  appear- 

three  or  four  days,  but  its  progress  is  ance  of  a  few  bubbles  arising  from  the 
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particles  of  fine  powder.  At  the  end  of 
an  hour  nearly  all  of  the  fine  powder  is 
still  visible,  and  after  24  hours  only  the 
finest  particles  have  disappeared.     The 


Cement  H. 
Quite  a  large  number  of  bubbles  ap- 
pear in  this  cement  soon  after  it  is  mixed. 
They  increase  somewhat  in  size. 


Fig.  24. 


F — four  weeks. 


small  bubbles  that  appear  at  first  do  not 
increase  to  any  extent  either  in  size  or 
number,  but  remain  as  bubbles  in  the 
mass. 


Very  few  of  the  granules  or  crystals 
of  this  powder  seem  to  be  readily  dis- 
solved by  the  liquid,  for  nearly  all  are 
still  visible  after  24  hours,  though  ap- 
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preciably  smaller.    The  slide  at  this  time  themselves  into  groups   or  chains   with 

is  of  a  grayish  color  and  a  few  of  the  spaces  of  liquid  between,  as  in  Cement  E. 

bubbles  have  commenced  to  assume  ir-  Quite  a  number  of  bubbles  appear  in 

regular  forms.  the  clearer  portions  of  the  slide,  appar- 


FiG.  26. 


G — two  days. 


Cement  I.  ently  coming  from  the  particles  of  fine 

The  fine  powder  of  this  cement  unites      powder.     By  the  end  of  a  week  there  is 
very  readily  with  the  liquid.    The  larger      a  large  amount  of  crystallization, 
granules    have   a    tendency    to    arrange  The  bubbles  have  by  this  time  changed 

5 
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into  large  irregular  spaces  and  the  slide  disappeared  and  crystallization  has  ad- 
has  a  grayish  mottled  appearance  much  vanced  to  a  considerable  degree.  Two 
the  same  as  that  noted  in  Cement  A.  forms  of  crystals  or  of  crystallizing  areas 


Fig.  28. 


O 


>»# , 


o^-Oi^ 


t  >■» 


»•  j|"  »i."^  j^x-  ^;!t~| 


H — one  hour. 
Fig.  29. 


H — two  days. 

Cement  J.  are  present:  a  rod  or  prism  square  at 

The  fine  powder  quickly  unites  with  the   ends,   and  the   other   in  the   form 

the   liquid   and   a   few   bubbles    appear  of   a   rhombus  with   the   obtuse   angles 

within  the  first  half  hour.  rounded. 

In  two  hours  most  of  the  granules  have  There  is  no  definite  arrangement  of 
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the  crystals  with  respect  to  each  other.  from  time  to  time  with  no  appreciable 
In  24  hours  there  is  little  change  except  difference  in  the  results  except  a  possible 
that  the  rounded  angles  of  the  large  crys-      hastening  of  the  process  of  crystalliza- 


FiG.  30. 
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I — two  days. 

tals  are  now  straight  lines,  making  six-  tion.      The    bubbles    and    open    spaces 

sided  prisms.  formed  exactly  the  same  as  when  dry,  and 

Slides  of  the  different  cements  were  in  time  became  filled  with  the  water,  as 

made  in  the  same  way  and  kept  in  water  will  be  shown  in  the  slides  for  penetra- 

at  body  temperature.    They  were  studied  tion. 
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The  foregoing  observations  may  be 
summarized  for  a  closer  comparative 
study  as  follows : 


ules  of  cement.  As  has  been  noted  in 
the  descriptions  of  the  various  powders 
many  of  the  larger  granules  are  very  ir- 


Large   granules. 

Medium 

granules. 

Fine  powder. 

Bubbles 

Cement 

Relative 

Size  of                Relative 

Average 

Relative 

m 

number. 

large 

't.                number. 

size. 

amount. 

setting. 

A 

Few. 

35  microns     Many. 

8-15  microns. 

Small. 

Many. 

B 

Few. 

50       ' 

Few. 

10-15       " 

Large. 

Many. 

C 

Few. 

50       ' 

'            Many. 

7-15       " 

Small 

Very  few. 

D 

Very  few. 

56       ' 

Few. 

12-18       " 

Very  large. 

Very  many. 

E 

Very  few. 

25       ' 

'            Very  many. 

10-15       " 

Small. 

Few. 

F 

Few. 

56       ' 

'            Many. 

16-30       " 

Large. 

Few. 

G 

Few. 

46 

'            Many. 

18-22       " 

Large. 

Very  few. 

H 

Few. 

40       ' 

'            Many, 

5-20       " 

Small. 

Many. 

I 

Very  few. 

27       ' 

'            Very  many. 

10-15       " 

Small. 

Few. 

J 

Very  few. 

25       ' 

'            Very  many 

8-15       " 

Large. 

Few. 

As  the  cement  granules  do  not  dissolve 
when  mixed  with  the  liquid,  and  become 
a  homogenous  mass,  it  would  seem  from 
the  foregoing  measurements  that  some 


regular  or  flat  in  shape,  and  in  micro- 
scopic examinations  present  the  flat  side 
to  view.  It  is  also  quite  evident  that 
many  if  not  all  of  these  granules  undergo 


Fig.  32. 


J — two  hours. 


of  the  cements  tested  would  be  unsuit- 
able for  the  purpose  of  setting  inlays,  or 
if  they  were  used  a  matrix  of  correspond- 
ing thickness  would  have  to  be  used  in 
order  to  get  space  enough  between  the 
inlay  and  the  cavity  wall  for  the  gran- 


some  change  upon  comiing  into  contact 
with  the  cement  liquid,  whereby  they  are 
reduced  in  size ;  another  series  of  experi- 
ments was  therefore  made  to  determine 

the  exact  thickness  of  these  granules 
when  set. 
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Two    cover    glasses    were    accurately  that  for  not  more  than  two  or  three  min- 

measured  in  the  micrometer  and  a  mix  utes  at  a  time. 

of  cement  of  proper  consistence  for  set-  At  the  end  of  fifteen  minutes  the  cover 

ting  an  inlay  was  made  and  placed  be-  glasses  with  the  film  of  cement  between 


J — two  days. 

tween  them.     They  were  then  subjected  them  were  measured.     They  were  again 

to  a  pressure  of  25  pounds  for  fifteen  min-  measured  in  24  hours,  and  again  in  72 

utes.    This  is  the  maximum  pressure  that  hours,    with   the   results    shown    in   the 

would  ever  be   brought  by   the  fingers  accompanying  table. 

TESTS  FOR  EXPANSION  OF  COVER-GLASS  FILMS.      (DRY.) 


Cement 

Thickness  of  cement 
after  setting  fifteen 
min.  under  twenty- 
five  lbs.  pressure. " 

Thickness  after 
setting  twenty- 
four  hours. 

Expansion. 

Subsequent  change. 

A 

21  microns. 

21  microns. 

0  microns. 

Slight  expansion. 

B 

23 

48 

20 

None 

C 

22 

44 

22 

None. 

D 

24 

25 

1 

Slight  increase  in  expansion. 

E 

27 

27 

0 

None. 

F 

30 

34         " 

4 

None. 

G 

82 

42 

10 

None. 

H 

26 

27 

1 

Slight  increase  in  expansion 

I 

31 

35 

4 

Slight  increase  in  expansion. 

J 

25 

33 

8 

Slight  increase  in  expansion. 

upon  an  inlay  and  is  far  beyond  that 
which  most  operators  would  use,  careful 
tests  proving  that  from  10  to  15  pounds 
is  all  that  can  be  generally  exerted — and 


Twenty-five  microns  is  approximately 
1/1000  of  an  inch.  It  would  therefore 
seem  that  only  five  of  the  cements  tested 
would  permit  the  inlay  to  be  placed  into 
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proper  position  if  a  1/1000  matrix  were 
used,  and  this  would  be  under  35  pounds 
pressure.  If  this  is  true,  then  what  will 
be  the  result  in  setting  an  inlay  made  to 
exactly  fit  the  cavity  by  the  swaging  pro- 
cess ? 

This:    The  inlay  if  it  be  fiat  will  re- 
main just  the  thickness  of  the  cement 

Fig. 


liquid,  will  be  more  readily  soluble  in  the 
fluids  of  the  mouth. 

The  expansion  of  these  thin  films  is 
also  worthy  of  careful  consideration.  For 
example :  In  B,  C,  and  G,  in  which  the 
expansion  is  from  30  to  100  per  cent., 
we  have  an  explanation  for  the  broad 
band  of  cement  showing  around  the  in- 

34. 


Cover-glass  films  after  remaining  in  water-eosin  twenty-four  hours. 
Fig.  35. 


Cover-glass  films  after  remaining  in  water-eosin  two  days. 


film  out  of  position,  or  if  it  be  one  with 
parallel  or  slightly  converging  sides  the 
larger  granules  of  the  cement  will  be 
forced  to  the  bottom  of  the  cavity  under- 
neath the  inlay  and  prevent  it  from  being 
forced  to  position,  while  around  the  sides 
will  be  only  the  thinner  portion  of  the 
cement  which,   owing  to  the  excess  of 


lay  after  a  few  days  when  at  the  time  of 
setting  the  joint  appeared  to  be  perfect. 
J  also  expands  too  much,  while  F  and  / 
could  be  better.  A  and  E  'show  no  ex- 
pansion, but  A  is  filled  with  bubbles,  and 
it  will  be  shown  later  that  E  lacks  in  ad- 
hesiveness. D  contains  far  too  many 
bubbles,  and  H  has  troubles  of  its  own. 
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Fig.  36. 


Cover-glass  films  after  remaining  in  water-eosin   three  days. 
Fig.  37. 


Cover-glass  films  after  remaining  in  water-eosin  four  days. 
Fig.  38. 
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Cover-glass  films  after  remaining  in  water-eosin  five  days. 
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Cover-glass  films  after  remaining  in  water-eosin  six  days. 
Fig.  40. 


Cover-glass  films  after  remaining  in  water-eosin  seven  days. 
Fig.  41. 


Cover-glass  films  after  remaining  in  water-eosin  ten  days. 
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For  the  purpose  of  determining  the  ad- 
hesiveness of  the  different  cements,  tests 
were  made  as  follows :  Blocks  of  ivory 
were  carefully  prepared  with  the  sur- 
faces to  be  cemented  together  having  an 
area  of  60  square  millimeters,  approxi- 
mately that  of  the  surface  of  a  large 
inlay.  These  surfaces  were  roughened 
with  a  vulcanite  file  and  the  blocks  were 
then  cemented  together.  They  were  kept 
dry  for  34  hours,  when  they  were  pulled 
apart  with  the  following  results,  the 
number  of  pounds  given  being  the  aver- 
age of  a  number  of  trials  in  each  case. 
The  highest  and  the  lowest  tests  are  also 
given : 


apart,  considerable  resistance  was  met 
with,  the  film  of  cement  apparently  in- 
terlocking into  the  uneven  surfaces  of 
tlie  blocks  on  either  side. 

In  these  tests  the  capillary  attraction 
between  the  cement  and  the  ivory  block  is 
greater  than  the  adhesiveness  of  the  ce- 
ment, and  this  has  been  the  case  with 
all  of  my  tests  except  those  in  which  the 
cement  was  covered  with  varnish,  which 
would  theoretically  make  it  the  same  as 
if  kept  dry.  But  in  the  mouth  we  have 
all  met  with  cases  of  old  cement  fillings 
in  which  it  was  necessary  to  chip  away 
the  last  vestige  of  filling  from  the  walls 
of  the  cavity,  the  adhesion  being  perfect. 


TESTS  FOR  ADHESIVENESS.     (Ivory  blocks  60  sq.  mm.) 


Force  necessary  to  separate  after  twenty-four  hours. 

Cement 

Average  force. 

Highest. 

Lowest. 

A 

46>^  lb. 

68  lb. 

28  lb. 

B 

46       " 

60  " 

26  " 

C 

USX   " 

63   " 

32  " 

D 

23)4   " 

30  " 

18  " 

E 

31^   " 

37  " 

20  " 

F 

45}4   " 

70  " 

29  " 

G 

59X   " 

72  " 

51    " 

H 

50%:   " 

68  " 

83  " 

I 

42X   " 

48  «' 

28  " 

J 

35X   " 

42  " 

30  " 

Eepeated  tests  were  made  by  cement- 
ing the  blocks  together  and  keeping  them 
in  saliva  in  the  incubator  at  37°  C,  but 
in  every  instance  the  force  necessary  to 
separate  them  was  so  slight  that  it  was 
impossible  to  measure  it  with  any  de- 
gree of  accuracy.  These  were  flat  sur- 
faces, with  the  force  applied  perpendicu- 
lar to  the  surface.  When  force  was  ap- 
plied parallel  with  the  surface,  i.e.  when 
an  attempt  was  made  to  slide  the  blocks 


thus  proving  that  adhesion  does,  in  some 
cases  at  least,  take  place. 

It  is  my  belief  that  most  inlays  are  re- 
tained in  position  solely  by  the  retention 
form  of  the  cavity,  the  accurate  fit  of 
the  inlay  and  the  cement  on  the  one 
hand,  and  the  cavity  wall  and  the  ce- 
ment on  the  other ;  and  that  after  a  few 
days  there  is  a  film  of  moisture  between 
the  cement  and  the  cavity  wall  and  be- 
tween the  cement  and  the  inlay,  the  ce- 
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ment  acting  merely  as  a  key  in  locking 
the  inlay  into  the  cavity  by  means  of  its 
projections  extending  into  the  irregulari- 
ties of  the  cavity  wall  on  the  one  hand, 
and  the  depressions  in  the  inlay  formed 
by  etching  or  grinding  on  the  other. 

Cements  that  contain  bubbles  and  open 
spaces  will  undoubtedly  permit  the  pene- 
tration of  moisture;  but  to  more  cer- 
tainly demonstrate  this  another  series  of 
experiments  was  made.  Cover  glasses 
were  carefully  etched  and  cleansed,  and 


impervious-to-moisture  cements;  i.e.  they 
will  withstand  the  common  test  of  roll- 
ing up  a  pellet  of  the  cement  and  drop- 
ping it  into  red  ink  or  anilin  dye,  and 
after  immersion  for  days,  weeks,  or 
months  show  no  signs  of  penetration  of 
the  coloring  matter.  But  that  test  is  of 
little  or  no  value  whatever,  for  the  defect 
is  not  in  the  cement  itself  but  in  the 
joint  between  the  cement  and  the  tooth. 
The  cement  may  be  perfectly  insoluble, 
but  that  will  not  prevent  moisture  pass- 


FiG.  42. 


Cover-glass   films  after  remaining  in  water-eosin  two  weeks. 


a  mix  of  cement  placed  between  each 
pair.  These  were  held  firmly  together 
until  they  had  set,  when  they  were  placed 
in  water-eosin  and  kept  in  the  incubator 
at  37°  C.  They  were  examined  from  day 
to  day  and  drawings  were  made  showing 
the  extent  to  which  the  eosin  had  pene- 
trated. The  results  can  best  be  shown  by 
the  illustrations.     (Figs.  34-42.) 

This  penetration  of  the  eosin  is  gen- 
erally not  within  the  body  of  the  cement 
itself,  but  is  between  the  cement  and  the 
glass,  and  a  number  of  those  cements 
which  permit  the  eosin  to  pass  between 
themselves  and  the  glass  are  the  so-called 


ing  between  it  and  the  tooth.  If  mois- 
ture can  enter,  micro-organisms  will 
enter,  and  decay  result.  This  is  further 
proved  by  the  fact  that  nearly  all  old 
c-ement  fillings  that  are  removed  from 
cavities  in  the  teeth  are  discolored  com- 
pletely over  the  surface  that  was  in  con- 
tact with  the  tooth,  while  in  the  center 
they  are  still  as  bright  and  clear  as  when 
first  inserted. 

The  results  of  the  foregoing  observa- 
tions and  experiments  may  not  offer 
much  assistance  to  the  dentist  who  is 
looking  for  the  best  cement;  for  it  is 
difficult,  if  not  impossible,  to  say  which 
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is  the  best,  so  much  depending  upon  the 
particular  purpose  for  which  it  is  to  be 
used.  The  individual  case  will  in  a  large 
measure  have  to  determine  the  kind  of 
cement  that  will  best  fulfill  its  require- 
ments. Again,  so  much  depends  upon 
proper  mixing  and  care  in  keeping  some 
cements  that  it  is  impossible  to  foretell 
the  results  of  any  one  of  them  in  the 
hands  of  different  operators. 

It   is   therefore   advisable  that   every 
dentist  shall  do  some  experimenting,  that 


he  may  know  from  experience  what  is 
actually  taking  place  as  a  result  of  his 
own  manipulation.  In  so  doing  he  may 
be  able  to  better  his  own  work,  or  at 
least  save  himself  from  embarrassment 
through  ignorance  of  that  which  he  is 
using. 

The  hour  being  late,  the  chairman  an- 
nounced that  the  discussion  of  Dr. 
Poundstone's  paper  would  be  postponed 
until    Thursday's    session.     Adjourned. 
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FOURTH  DAY— Thursday,  September  Jst. 


The  section  was  called  to  order  at  2 
o'clock  P.M.  by  the  diairman,  Dr.  C.  N". 
Johnson. 

The  first  order  of  business  was  the 
discussion  of  Dr.  G.  C.  Poundstone's 
paper. 


Discussion. 

Dr.  G.  V.  Black,  Chicago,  111.  All  1 
wish  to  say  is  simply  to  call  your  atten- 
tion to  the  fact  that  this  is  another  and  a 
new  method  of  studying  cements;  it  is 
one  that  we  have  not  had  before  us  pre- 
viously, and  one  that  promises  to  give 
us  very  great  and  important  information 
upon  the  subject.  I  have  been  over  a 
number  of  these  slides  myself  with  the 
microscope  and  know  there  is  more  yet 
that  can  be  said  about  these  individual 
slides,  as  illustrating  the  character — the 
failures  as  well  as  the  successful  points — 
of  these  cements.  The  very  important 
relation  of  cement  to  inlay  work  makes 
it  one  of  the  vital  questions,  and  I  am 
sure  the  manufacturers  of  cements  will 
take  up  this  plan  and  study  and  correct 
some  of  the  elements  of  weakness  of  the 
cements  as  now  presented. 

Dr.  J.  N.  Grouse,  Chicago,  111.  That 
cements    are    defective,    that    the    weak 


point  in  inlay  work  is  the  cement,  will 
not  be  denied  by  the  most  enthusiastic 
porcelain  workers.  It  is  the  weak  point 
of  bridge  work,  it  is  the  weak  point  in 
all  lines  where  we  have  to  use  cement  as 
a  retaining  material  for  fillings  or 
crowns.  Thus  far  nothing  has  been 
found  that  will  take  the  place  of  phos- 
phoric acid  and  zinc — a  combination  of 
them — to  make  cement.  My  belief  has 
been,  and  I  still  have  the  faith,  that  the 
coming  material  will  be  a  plastic  mate- 
rial to  correct  the  improper  color,  or 
to  correspond  with  the  color  of  the 
teeth. 

The  point  I  want  to  raise  is,  first,  on 
the  question  of  accuracy,  by  the  use  of 
twenty-five  pounds  pressure  in  cement- 
ing two  slabs  together  with  a  view  of  as- 
certaining first  the  expansion  or  con- 
traction, and  second  the  solubility  or 
penetration  of  the  coloration  around 
them.  I  can  take  the  same  cement,  the 
same  proportions,  and  mix  them,  and 
have  an  expansion  in  my  test  tube  of 
from  3  to  10/1000  of  an  inch.  I  take 
the  same  proportions  and  pack  in  an- 
other way  and  have  a  shrinkage  of 
2/1000  of  an  inch.  If  I  am  accurate  and 
have  it  stand  pat,  neither  shrink  or  ex- 
pand, by  pressure  put  on  the  packing  of 
a  tube  or  by  pressure  put  on  the  inlay 
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in  cementing  it  in,  the  expansion  will  be 
in  proportion  to  the  amount  of  pressure 
to  a  greater  or  less  degree,  the  expansion 
being  a  great  deal  more  with  heavy  pres- 
sure than  where  it  is  less.  I  have  not  set 
inlays  enough  to  pronounce  upon  that, 
but  I  believe  it  is  a  mistake  to  put 
much  pressure  on  an  inlay  when  cement- 
ing it. 

There  is  another  question  coming  up, 
and  I  predict  right  here  that  the  present 
method  of  making  inlays  will  be  abso- 
lutely revolutionized  within  a  not  very 
distant  time.  The  change  is  going  to  be 
brought  about  by  fusible  cement.  An 
exhibition  was  given  in  a  clinic  here  this 
morning  where  the  material  was  mixed 
into  the  form  of  a  paste  or  cement, 
placed  in  the  cavity,  allowed  to  set  and 
was  baked  without  a  matrix.  In  this 
material  there  is  forty  per  cent,  less 
shrinkage  in  the  first  bake  than  there  is 
in  porcelain.  The  cement  will  be  abso- 
lutely fine,  too,  and  the  cement  powder 
absolutely  without  crystal.  In  the  illus- 
tration it  was  shown  that  those  granules 
were  so  large  as  to  make  it  impossible  to 
fit  an  inlay  perfectly  and  allow  for 
the  removal  of  the  platinum  and  matrix. 
When  I  make  this  bold  assertion  that  it 
is  going  to  revolutionize  the  method  of 
inlay  and  porcelain  work  I  do  so  with 
the  boldness  that  comes  by  experience.  I 
have  given  it  a  great  deal  of  thought 
and  observation,  I  know  what  I  am  talk- 
ing about,  and  when  I  say  it  will  be  one- 
third  stronger  than  porcelain  inlay  I 
assert  that  with  absolute  assurance  of 
being  able  to  produce  proof.  I  have 
watched  a  good  many  settings  of  other 
men's  cements.  I  have  seldom  seen  a 
dentist  mix  his  cement  right.  I  have 
been  mixing  barrels  of  it  the  last  ten 
years  and  I  know  how  it  ought  to  be 
mixed.     The  spatulas  are  too  small.     I 


want  a  broad  spatula,  so  that  it  will  take 
up  the  whole  mass,  which  should  be  thor- 
oughly mixed.  The  question  of  adhesion 
of  cement  I  consider  one  that  is  easily 
remedied.  I  have  been  using  a  good  ce- 
ment and  it  is  sticky,  it  is  so  sticky  that 
my  girl  said  she  could  not  mix  it.  There 
has  been  a  great  deal  of  complaint  be- 
cause it  takes  more  elbow  grease  to  mix 
it. 

Dr.  A.  E.  Webster^  Toronto,  Canada. 
There  is  only  one  phase  of  this  subject 
I  desire  to  say  anything  about,  and  that 
is  with  reference  to  the  permeability  of 
cement  by  bacteria.  I  have  done  some 
work  in  connection  with  the  subject, 
having  found  results  corroborating  what 
the  essayist  ascertained.  I  found  that 
in  nearly  all  cases  cements  are  permeated 
by  bacteria  in  from  six  hours  to  sixteen 
or  twenty  days,  the  extreme  being  about 
twenty  days.  The  question  that  has  al- 
ways been  asked  me  was,  "Do  the  bac- 
teria pass  through  the  substance  of  the 
cement  or  around  it  ?"  I  was  not  able  to 
answer  that  question,  but  I  think  the 
essayist  answered  it  thoroughly  well 
yesterday.  Where  they  contract  at  all 
the  bacteria  will  pass  around  them,  as 
was  shown  in  the  illustrations.  Then 
there  are  other  cements  in  which  the 
bacteria  will  pass  right  through  the  sub- 
stance of  the  cement.  It  seems  to  me 
very  difficult  to  strike  a  medium  where 
the  organisms  will  not  pass  through  or 
around  the  surface  of  the  cements.  That 
was  the  particularly  interesting  part  of 
the  paper  to  me  and  all  I  wish  to  discuss 
at  the  present  time. 

Dr.  C.  H.  Parker,  Chicago,  111.  I 
would  like  to  ask  whether  the  bacteria 
that  the  doctor  spoke  of  passing  through 
the  cement  were  of  a  harmful  nature, 
were  they  of  a  destructive  nature  to  the 
teeth  proper  ? 


rOUKTH    INTEEjSrATIO:NrAL   DENTAL    CONGRESS. 


Dr.  Webster.  In  respect  to  that, 
most  of  the  bacteria  I  found  that  had 
passed  through  the  cements  were  the 
ordinary  pus  organisms.  I  know  they 
were  the  organisms  that  cause  inflam- 
matory processes. 

The  Chairman.  I  have  much  pleas- 
ure in  introducing  to  this  audience  a 
man  who  has  had  as  much  experience  in 
inlay  work  as  any  man  in  this  country, 
and  I  take  special  pleasure  in  intro- 
ducing Dr.  N".  S.  Jenkins  of  Dresden, 
Germany,  who  will  continue  the  discus- 
sion of  this  subject. 

Dr.  K.  S.  Jenkins^  Dresden,  Ger- 
many. This  paper  is  a  very  important 
contribution  towards  the  solution  of  one 
of  the  most  important  questions  of  our 
time.  It  does  not  deal  with  the  chemis- 
try of  cement,  but  with  its  physical  char- 
acteristics, and  I  know  of  no  experiments 
in  this  direction  which  are  so  instructive 
and  suggestive.  The  first  step  is  to  give 
us  views  of  the  various  powders  so  en- 
larged that  we  can  see  that  a  family  re- 
semblance characterizes  them,  for  they 
differ  greatly  in  the  size  of  the  granules, 
but  not  so  greatly  in  form.  When, 
however,  the  powders  become  mixed  with 
their  fluids  the  difference  becomes  more 
marked.  They  behave  very  differently 
in  mixing,  and  especially  the  difference 
in  the  number  of  bubbles  is  very  sugges- 
tive. Of  all  the  cements  those  marked 
E  and  I  would  seem  to  be  most  in- 
structive, since  they  each  possess  very 
few  large  granules,  very  many  medium 
granules,  and  few  bubbles.  E  has  no 
expansion.  I  has  an  expansion  of  four 
microns,  and  subsequently  to  the  period 
of  twenty-four  hours  has  still  a  slight 
expansion.  The  adhesiveness  of  E  is  less 
than  that  of  I,  but  both  of  them  offer  a 
far  greater  resistance  to  moisture  than 
any  of  the  others,  with  the  odds  in  favor  of 


/.  The  experiments  are  of  great  interest, 
but  they  are  still  but  a  step  toward  the 
solution  of  the  problem.  We  do  not 
know  of  what  the  granules  are  composed, 
what  the  crystals  are,  or  how  pure  the 
mixing  fluid  is.  Phosphoric  acid,  which 
probably  entered  largely  into  the  com- 
position of  the  fluid,  is  notoriously  un- 
addicted  to  purity.  We  cannot  tell  what 
proportion  of  dust  and  dirt  had  soiled 
the  powders,  nor  how  objectionable  in 
bulk  the  coloring  matter  may  have  been. 
From  my  experience  of  the  extreme 
difficulty  of  keeping  the  material  of 
which  porcelain  is  composed  free  from 
foreign  and  deleterious  substances,  I  feel 
great  compassion  for  the  manufacturers 
of  cements  who  have  been  formerly  influ- 
enced by  the  general  delusion  that  some 
granular  and  resistant  matter  must  be 
incorporated  into  cement  and  who  have 
had  special  difficulties  in  obtaining  and 
retaining  pure  materials.  But  in  spite 
of  all  the  imperfections  of  cement,  it  still 
remains  an  indispensable  adjunct  to  in- 
lay work.  There  are  innumerable  in- 
stances where  cement  practically  fulfills 
the  requirements  of  Dr.  Poundstone's 
four  propositions.  Every  experienced 
inlay  worker  knows  that  given  the  ex- 
actly made  inlay  he  can  in  the  vast 
majority  of  cases  so  set  that  inlay  that 
no  joint  perceptible  to  the  eye  and  visible 
disintegration  of  the  cement  supervenes. 
The  color  of  the  inlay  and  cement  is  pre- 
served and  secondary  decay  is  far  less 
frequent  than  with  gold  fillings.  More- 
over, the  density  and  adhesiveness  of  the 
cement  increase  with  time.  The  porce- 
lain inlay  which  has  been  in  place  for 
ten  years  is  removed  with  far  greater 
difficulty  than  one  which  has  been  in  for 
ten  months.  The  mixing  of  any  cement 
is  an  art.  Powder  and  fluid  should  be 
inspected  when  placed  upon  the  mixing 
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slab,  and  if  joiiiid  in  any  way  contam- 
inated it  siliould  he  discarded.  Then  a 
small  portion  of  the  powder  should  be 
thoroughly  mixed  with  the  fluid  and 
gradually  more  powder  added  until  the 
desired  consistence  is  obtained.  Then 
the  inlay  and  cavity  should  receive  a  thin 
layer  and  the  inlay  pressed  home.  The 
edges  should  be  freed  from  overflow,  and 
then  the  final  pressure,  which  should  be 
firm  but  not  excessive,  continued  until 
the  cement  has  begun  to  crystallize,  and 
the  inlay  still  be  kept  dry  for  a  time,  ac- 
cording to  the  character  of  the  cement. 
In  the  vast  majority  of  cases  there  will 
then  be  a  perfect  operation,  far  more  se- 
cure from  accident  than  any  other,  and 
immensely  more  comfortable  to  the  pa- 
tient. But,  however,  we  do  not  know 
why  in  the  small  minority  of  cases  we 
have  failure  through  weakness  of  cement. 
Whoever  deliberately  sets  an  ill-fitting 
inlay  deserves  to  meet  with  failure,  but 
the  most  skilful  and  conscientious  man 
sometimes  meets  with  a  disaster  which 
might  be  rightly  attributed  to  imperfec- 
tion of  the  cement.  Therefore,  these 
careful  and  intelligent  observations  of 
Dr.  Poundstone  have  for  us  ail  a  great 
significance. 

Dr.  G-.  T.  Epling,  Keystone,  W.  Va. 
I  have  observed  that  cement  when  mixed 
on  one  slab  and  dropped  on  another  will 
not  adhere  to  the  slab  with  as  great 
tenacity  as  that  with  which  it  would  ad- 
here to  the  one  on  which  it  was  mixed. 
Therefore,  when  I  set  an  inlay  now,  after 
mixing  my  cement  on  a  perfectly  clean 
slab,  adding  just  a  small  portion  of  the 
powder  and  thoroughly  mixing  before 
adding  any  more  powder,  I  place  some 
of  the  cement  on  the  inlay  and  rub  it 
thoroughly  over  the  surface  that  will 
rest  against  the  cavity. 

Some  of  my  patients  who  have  been 


wearing  inlays  complain  that  the  cement 
works  out  around  the  margins,  and,  in 
my  opinion,  there  is  no  cement  on  the 
market  at  this  time  that  is  free  from 
this  fault.  When  perfection  in  the  prepa- 
ration of  cement  is  attained,  that  is, 
when  cement  that  will  not  be  affected  by 
the  secretions  of  the  oral  cavity  is  pro- 
duced, we  then  can  abandon  the  inlay 
and  use  the  cement.  No  matter  how 
perfectly  the  inlay  fits  the  cavity,  one  has 
to  depend  upon  the  cement  to  hold  it  in 
place.  The  cement  problem  in  inlay 
work  is,  therefore,  an  important  one  and 
one  that  cannot  receive  too  much  con- 
sideration from  porcelain  workers. 

Dr.  J.  N.  Grouse.  I  wish  simply  to 
speak  of  the  destructibility,  or  the  ease 
or  liability  of  cement  deteriorating  be- 
fore using.  What  brings  this  about  I  do 
not  know,  but  it  seems  to  be  a  change  in 
the  temperature.  So  a  cement  that  will 
do  well  today,  in  two  weeks  from  now 
will  be  very  easily  penetrated  by  mois- 
ture, so  the  anilin  will  show  through 
in  a  few  days.  The  same  is  true  of  the 
porcelains,  and  operators  when  mixing, 
if  they  want  a  little  more  powder  dip 
the  spatula  in  the  powder,  or  if  they 
want  a  little  more  liquid  they  dip  the 
spatula  in  the  liquid,  and  that  utterly 
destroys  the  quality  of  the  cement. 
We  cannot  be  too  careful  about  these 
things.  I  think  the  cement  ought  to 
be  tested  from  time  to  time  for  its  solu- 
bility. 

Dr.  W.  V-B.  Ames,  Chicago,  111.  I 
have  not  heard  the  previous  discussion, 
but  there  are  some  questions  I  would  like 
to  ask  of  Dr.  Poundstone  if  I  may,  if  he 
is  here,  in  regard  to  the  methods  of  pro- 
cedure in  making  the  mix  in  these  tests. 
As  I  understand  it  he  observed  changes 
for  days  and  weeks  under  some  of  those 
cover  glasses,  and  I  would  like  to  know 
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to  what  consistence  this  cement  was 
mixed.  I  understood  him  to  say  it  was 
mixed  to  about  the  consistence  it  would 
be  used  in  setting  the  inlay,  but  I  would 
like  to  ask  the  doctor  to  tell  us  about 
what  he  considers  that  should  be,  and 
whether  all  cements  had  about  the  same 
consistence.  I  do  not  realize  how  it  is 
possible  for  some  of  the  changes  to  take 
place  which  he  described,  unless  those 
particular  cements  were  of  a  very  slow- 
setting  variety  and  were  used  in  more 
of  a  fluid  form  than  was  justified. 

Dr.  PouNDSTONE.  I  always  mix  each 
cement  as  nearly  as  I  can  according 
to  the  directions  given  by  the  manufac- 
turer— to  a  consistence  such  that  it  will 
not  drop  from  the  spatula,  but  when 
placed  in  a  heap  upon  the  slab  will  retain 
its  form.  I  use  a  non-corrosive  German 
silver  spatula. 

Dr.  Ames.  You  have  noticed,  of 
course,  that  there  is  sometimes  a  ten- 
dency to  the  formation  of  gases  in  ce- 
ment during  mixing,  and  as  the  essayist 
said  there  is  danger  of  mechanical  in- 
corporation of  air,  but  if  it  is  carefully 
mixed  I  think  there  ought  to  be  little 
danger  of  the  latter  sort.  However,  1 
can  understand  that  with  the  use  of  a 
steel  spatula  we  would  almost  neces- 
sarily have  globules  of  gas  forming  from 
the  presence  of  hydrogen  from  the  action 
of  the  acid  upon  the  steel  or  iron  of  the 
spatula.  Then  it  has  been  noticed,  that 
in  some  preparations  of  powder  you  get 
these  bubbles  from  the  fact  that  you  have 
in  the  powder  a  little  metal  in  a  finely 
divided  state,  and  this  metal — zinc  or 
iron — will  necessarily  give  gas  globules. 
You  can  see  the  formation  of  hydrogen 
during  the  mix  as  an  effervescence.  I 
have  in  a  very  crude  way  seen  where 
there  was  gas  in  cement  between  two 
pieces  of  glass  held  between  the  eye  and 


a  strong  light,  and  this  undoubtedly 
came  from  finely  divided  metal,  and  will 
probably  account  for  some  of  the  cases 
shown  by  Dr.  Poundstone.  I  cannot  re- 
concile myself  to  the  fact  that  these 
changes  should  take  place  for  weeks,  as 
I  got  it  from  the  doctor,  after  the  mixing 
of  the  cement.  It  is  hard  to  become  re- 
conciled to  the  fact  that  there  is  suffi- 
cient mobility  of  the  mass  to  allow  this 
air  or  gas  to  form  and  change  them,  as 
his  experiments  would  show,  and  I  would 
like  to  see  it  worked  out  further. 

Dr.  W.  I.  Jones,  Nelsonville,  0.  I 
would  like  to  ask  Dr.  Ames  or  Dr.  Jen- 
kins a  question.  I  have  seen  the  state- 
ment made  that  the  fluid  phosphoric 
acid  would  deteriorate  with  age.  I  be- 
lieve the  gentleman  made  the  statement 
that  it  would  deteriorate  after  three 
months'  time.  I  would  like  to  know 
whether  that  is  true  or  not. 

Dr.  W.  I.  Brigham,  South  Framing- 
ham,  Mass.  The  essayist  speaks  of  the 
value  of  a  porcelain  filling,  he  speaks  of 
the  durability  of  a  porcelain  filling  and 
the  little  recurrence  of  decay.  The  dura- 
bility of  a  porcelain  filling  does  not  de- 
pend on  the  porcelain.  The  porcelain 
forms  only  a  part  of  the  durability.  It 
is  upon  the  compatibility  of  the  porce- 
lain with  the  cement  and  the  quality  of 
the  cement  that  depends  the  durability 
of  the  filling.  The  porcelain  simply 
makes  it  a  permanent  filling.  In  cement 
we  naturally  have  the  best  filling  mate- 
rial if  it  were  durable,  and  the  porce- 
lain simply  makes  it  so.  It  has  been  said 
here  that  fusible  cement  may  take  the 
place  of  this  and  to  a  certain  extent  do 
away  with  the  use  of  cement  for  filling, 
but  if  you  have  that  fusible  cement  that 
filling  in  the  end  will  have  to  be  ce- 
mented in  place,  and  the  cement  problem 
will  be  just  as  great  then,  if  not  greater. 
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The  man  who  has  had  a  great  deal  of 
experience  in  porcelain  work  will  say  it  is 
a  long  time  before  we  shall  have  a  better 
product.  I  cannot  help  thinking  what 
was  said  by  Eobert  Ingersoll  upon 
one  occasion  when  introducing  Henry 
Ward  Beecher.  He  said,  "We  have 
waited  a  long  time  for  Henry  Ward 
Beecher  and  we  shall  wait  a  long  time 
for  another."  We  have  waited  a  long 
time  for  the  product  of  porcelain  and 
we  will  wait  a  long  time  for  something 
better.  To  my  mind  the  cement  is  not 
the  greatest  problem ;  the  cement  problem 
is  only  secondary.  The  preparation  of 
the  cavity,  to  my  mind,  is  of  the  greatest 
import.  This  discussion  does  not  deal 
with  the  preparation  of  cavities,  al- 
though this  is  the  great  factor  in  the 
problem.  Cavities  can  be  so  prepared 
that  fillings  there  inserted  will  last  for 
years.  As  to  the  value  of  cement  in  pre- 
venting caries,  we  know  that  zinc  oxy- 
phosphate  has  antiseptic  qualities,  but  is 
soon  disintegrated  by  the  fluids  of  the 
mouth.  I  believe  that  for  a  long  time 
to  come  we  will  have  to  look  for  some- 
thing better  than  porcelain  as  a  filling 
material. 

Dr.  Edwin  T.  Darby,  Philadelphia, 
Pa.  It  is  undoubtedly  true  that  the  ce- 
ment problem  is  one  of  the  bugbears  in 
connection  with  porcelain  inlay  work.  It 
is  generally  regarded  as  the  weak  point 
in  inlay  work;  I  dp  not  say  it  is,  but  it 
is  so  regarded  by  many  men  in  the  pro- 
fession. It  has  been  said,  and  truth- 
fully said,  that  no  chain  is  stronger  than 
its  weakest  link,  and  they  use  that  argu- 
ment to  say  that  no  inlay  is  better  than 
the  cement  with  which  it  is  set,  but  in 
my  judgment  almost  any  of  the  good 
cements  are  sufficient  to  hold  a  properly 
constructed  inlay  in  place,  barring  acci- 
dents, for  a  number  of  years,  anywhere 


from  five  to  ten  years.  I  make  that 
statement  guardedly,  and  you  will  notice 
I  premised  it  by  saying  properly  con- 
structed inlays.  I  think  many  failures 
are  due  not  to  the  cement,  but  to  the 
shape  of  the  cavity  or  the  shape  of  the 
inlay.  Dr.  Jenkins  brought  out  one 
point,  and  my  object  in  rising  was  to 
emphasize  that  point,  and  that  is  in  re- 
gard to  the  mixing  of  the  cement.  Many 
men  mix  cement  for  porcelain  inlays  the 
same  as  they  mix  it  for  filling,  and  I  con- 
tend that  the  cement  used  in  porcelain 
work  should  be  mixed  with  as  much  care 
as  the  most  particular  and  painstaking 
artist  uses  in  mixing  his  colors  for  paint- 
ing the  finest  piece  of  porcelain.  You 
cannot  take  a  solution  of  phosphoric  acid 
and  zinc  oxid,  drop  them  on  a  slab  reck- 
lessly and  get  good  results.  It  should  be, 
as  Dr.  Jenkins  suggested,  done  by  gradu- 
ally incorporating  the  powder  into  the 
liquid,  and  furthermore  it  must  be  thor- 
oughly spatulated.  Most  of  the  cements 
do  not  set  quickly,  and  an  expert  can 
thoroughly  incorporate  his  powder  with 
the  liquid  and  not  have  it  set  on  his 
hands.  If  he  has  everything  at  hand  in 
the  way  of  instruments  and  assistance, 
the  cavity  dry,  and  everything  all  right 
and  near  at  hand,  he  can  mix  it  and  mix 
for  a  considerable  period  of  time,  incor- 
porating the  powder  with  the  liquid,  and 
then  when  the  inlay  is  set  the  chance? 
are  that  the  porcelain  will  stay  in  place 
as  long  as  a  gold  filling  or  any  thing- 
else. 

We  must  not  condemn  the  cements 
because  of  our  failures,  for  I  am  within 
the  truth  -when  I  say  that  very  few  inlays 
that  are  properly  constructed  and  prop- 
erly cemented  in  will  be  affected  by  the 
action  of  the  secretions  of  the  mouth 
upon  the  cement.  I  think  we  are  on  the 
verge   of  a  period  when   there   will   be 
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great  improvement  in  the  character  of 
our  cements  as  there  have  been  improve- 
ments along  all  dental  lines,  and  I  think 
within  the  next  year  we  shall  have  ce- 
ments as  good  as  our  porcelain,  and  that 
will  certainly  be  good  enough. 

Dr.  PouNDSTONE  (closing  the  discus- 
sion). I  wish  to  thank  the  gentlemen 
who  have  taken  such  an  interest  in  the 
discussion  of  this  subject.  There  are  a 
few  points  I  wish  to  speak  of  in  order  to 
emphasize  them. 

As  to  the  color  of  the  cements  tested, 
in  every  case  where  it  was  possible  I  used 
the  light  yellow  powder.  There  is  a  dif- 
ference in  the  different  colored  powders 
from  the  same  manufacturer.  I  have 
found  that  the  bubbling  is  greater  in  the 
white,  the  bluish  cast,  or  the  pearl  gray 
than  in  the  yellow  powders,  which  ap- 
pear to  contain  no  foreign  coloring  mat- 
ter. This  point  needs  further  investiga- 
tion before  definite  conclusions  can  be 
arrived  at. 

In  the  preparation  of  the  cavity  I  re- 
peat what  I  said  in  my  paper,  that  it  is 
my  opinion  that  most  inlays  are  locked 
into  the  cavity  by  the  cement  acting  as 
wedge  or  key.  If  the  cavity  is  properly 
prepared  the  cement  will  hold  the  inlay 
in  position  for  months  and  years,  even 
though  it  is  not  sticking  either  to  the 
cavity  wall  or  to  the  inlay.  There 
must  be  retention  enough  in  the  cavity 
to  prevent  the  inlay  from  being  moved 
in  any  direction  except  that  from  which 
it  was  inserted. 

As  Dr.  Thompson  has  shown  in  his 
contributions  on  cavity  preparation,  there 
is  but  one  way  in  which  an  inlay  should 
be  set,  'that  is  in  such  a  direction  that  the 


stress  of  mastication  will  have  no  ten- 
dency to  dislodge  it.  If  this  is  done  it 
may  not  be  absolutely  necessary  that  the 
cement  should  adhere  perfectly  to  the 
side  of  the  cavity  to  retain  the  inlay  in 
position.  If  the  cement  does  not  per- 
fectly adhere  to  the  cavity  wall  bacteria 
will  pass  between.  Dr.  Webster  has  just 
shown  us  that  these  bacteria  may  not 
always  be  harmful,  but  if  harmless  bac- 
teria will  pass  through  the  way  is  open 
for  others  that  may  produce  pathological 
conditions. 

In  regard  to  the  matter  of  pressure 
there  may  be  a  difference  in  the  setting 
of  some  cements  under  varying  degrees 
of  pressure,  but  I  do  not  believe  with 
Dr.  Grouse  that  expansion  is  due  to  and 
governed  by  the  amount  of  pressure,  for 
in  some  cements  there  is  no  expansion 
after  being  under  high  pressure,  while  in 
others  it  amounts  to  as  much  as  100  per 
cent. 

In  regard  to  grinding  the  cement  pow- 
ders finer ;  as  has  been  noted  in  the 
measurements  there  are  but  few  of  them 
in  which  the  largest  granules  are  less 
than  1/1000  of  an  inch  in  diameter.  If 
they  can  be  ground  finer  I  think  it  safe 
to  predict  better  results. 

I  wish  to  thank  you  once  more  for 
your  kind  participation  in  the  discussion 
of  this  paper. 

The  subject  was  then  passed. 

The  next  paper  on  the  program  was 
one  entitled  "The  Enamel,  and  Its  Con- 
sideration in  Cavity  Preparation;  or  Tea 
Years'  Progress  in  Cavity  Preparation," 
by  Dr.. Sylvester  Moter^  Gait,  Ontario, 
as  follows: 
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The   Enamel   and   Its    Consideration    in    Cavity    Pre- 
paration :   or  Ten  Years'   Progress   in 
Cavity  Preparation, 

By  SYLVESTER  MOVER,  L.D.S.,  Gait,  Ont.,  Canada. 


If  the  attendants  at  this  great  fair — 
blacky  and  red,  and  brown,  and  white, 
from  "Afric's  sunny  sitrand,"  from  the 
prairies  of  the  north,  from  the  islands 
of  the  sea,  or  from  the  centers  of  seieci 
civilization' — could  pass  in  open-mouthed 
array  before  us,  one  glance  at  their  grin- 
ning teeth  would  enable  us  to  write  the 
history  of  those  teeth — fresh  and  perfect 
from  the  Divine  hand,  then  unclean 
areas,  then  vitiated  oral  fluids,  then 
caries. 

Teeth,  like  men,  are  "born  free  and 
equal,"  but  to  a  greater  extent  than  men 
are  they  subject  to  environmental  con- 
ditions. With  them  it  is  almost  alto- 
gether a  question  of  environment.  But 
this  environment  differs  in  respect  to 
different  teeth  and  in  different  dentures. 
Look  at  the  subjects.  Open  a  little 
wider,  please.  Now  look  at  them.  In- 
hale their  breaths,  notice  what  they  had 
for  dinner;  test  their  saliva;  see  the 
tremulous  tongue,  the  pale  gums,  the 
congested  and  hypertrophied.  gums,  the 
turgid,  languid,  lazy  circulation,  tlie 
crowded  and  irregular  arches,  the  con- 
genital imperfections  of  the  enamel ;  and, 
lastly,  notice  the  infiltrated  and  impreg- 
nated caverns,  and  filthy  cesspools  of 
fermentation  and  decomposition.  Note, 
too,  evidences  of  care  and  attempts  at 
cleanliness,  and  in  how  many  cases  also 
evidences  of  the  dentist's  skill. 

How  does  all  this  compare  with   the 


teeth  that  were  at  the  World's  Columbian 
Exposition  in  1893  ?  They  are  worse,  far 
worse.  From  twenty-five  to  fifty  per 
cent,  worse.  The  environment  is  less 
favorable.  Civilization  is  moving  faster, 
the  telephone  bell  startles  our  nerves 
oftener,  the  "turmoil,  and  clamor,  and 
din"  of  the  mad  rush  of  business  on  all 
sides ;  the  greater  social  demands — green- 
eyed  and  ambitious.  All  of  these  con- 
ditions set  our  teeth  on  edge,  and  for 
some  vague  reason  or  other  produce  such 
conditions  of  the  fluids  of  the  mouth  as 
result  in  increased  tendency  to  caries  of 
the  teeth. 

But  the  operative  work  looks  better, 
far  better.  Bridge-work  is  better,  porce- 
lain work  very  much  improved,  and  more 
extensively  employed.  Gum  massage  with 
its  wonderfully  curative  and  prophylactic 
powers  is  calling  loudly  to  all  of  us. 

But  the  greatest  and  most  important 
improvement  in  operative  dentistry  in 
this  decade  has  been  in  cavity  prepara- 
tion. For  ten  years  the  search-light  of 
modern  investigation  has  been  thrown 
upon  the  enamel,  and  during  the  same 
time  scientific  genius  has  been  chiseling, 
and  cutting,  and  dovetailing,  and  squar- 
ing, and  building  until  it  would  appear 
that  we  have  now  reached  the  ideal. 

There  were  two  great  causes  that 
ushered  in  the  dawn  of  this  new  era. 
The  first  was  a  growing  realization  of 
the   fact   taught   us   by   Dr.    Black   and 
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corroborated  by  Dr.  Williams,  that  cer- 
tain areas  of  teeth  are  "immune  to  de- 
cay." Furthermore  that  this  immunity 
is  the  result  of  perfect  cleanliness,  which 
condition  of  ideal  cleanliness  was  pro- 
duced by  friction,  resulting  from  the  ex- 
cursions of  food  in  mastication,  the 
movement  of  ithe  tongue,  lips,  and  cheeks, 
and  from  artificial  means,  such  as  brush- 
ing, etc. 

The  second  great  cause  was  the  intro- 
duction to  the  profession  of  the  natho- 
dynamometer  by  Dr.  J.  H.  Patrick  at 
the  World's  Fair  in  Chicago.  A  pressure 
of  hundreds  of  pounds  to  the  square  inch 
was  a  revelation  to  us.  At  once  we  became 
doubtful  of  the  permanence  of  our  cavity 
margins  and  filling  supports.  Prior  to 
this  time  cavity  preparation  was  almost 
wholly  a  mechanical  operation;  now  it 
has  reached  the  scientific.  Then  most  of 
us  cut  back  to  secure  easy  access,  and 
until  we  had  produced  good  healthy  cav- 
ity walls.  Now  there  is  "extension  for 
prevention"  as  well  as  for  retention. 
Then  we  prepared  cavities  which  when 
filled  were  of  the  "ball  and  socket"  order. 
JSTow  we  consider  the  enamel  rods,  their 
direction,  histological  structure,  support, 
and  nourishment. 

No  more  noble  ambition  can  inspire  a 
dentist  than  the  preservation  of  the  natu- 
ral teeth,  and  to  this  end  cavity  prepara- 
tion is  today  the  most  important  con- 
sideration that  confronts  us.  This  is 
equally  true  of  inlays,  of  metal  filling,  or 
of  plastic  fillings.  For  until  some  method 
of  prophylaxis,  either  of  massage  or 
medication,  or  of  both,  shall  have  been 
introduced,  which  will  so  influence  the 
oral  fluids  as  to  prevent  the  gelatin- 
forming  micro-organisms  from  building 
the  little  habitats  on  the  surfaces  of  the 
teeth,  and  which  will  render  inert  any 
acid  to  be  found  in  the  mouth,  up  to  that 


time  our  only  recourse  will  be  to  fill  the 
cavities  of  such  teeth  as  intelligently  and 
conscientiously  as  we  can.  With  the  ever- 
increasing  tendency  of  the  teeth  of  each 
generation  to  be  affected  by  caries,  we 
will,  if  we  live  long  enough,  all  prepare 
cavities    with    flat    bases,    with    parallel 
walls,  having  steps  and  definite  angles. 
We  will  carry  the  gingival  margin  under 
the  gum  line,  level  the  peripheral  enamel 
margin  or  cavo-surface  angle,  and  gradu- 
ally but  surely  more  and  more  apply  the 
principles  of  "extension  for  prevention." 
All  of  these  considerations  may  be  ob- 
served, however,  and  the  filling  be  very 
short-lived.     The  enamel  rods  must  be 
considered,   their   histological   structure,, 
formation,  direction,  support,  and  nour- 
ishment.    For  if  they  are  not,  the  fill- 
ing, whether  of  gold  or  amalgam,  will  be 
liable  to  leak  in  a  very  short  time.     Un- 
less   we    in   addition    leave    the   enamel 
prisms  supported  by  healthy  dentin  and 
nourished     at    their    basal     extremities- 
through  its  tubules,  the  prisms  will  either 
break  away  through  the  stress  of  mastica- 
tion, or  the  intereolumnar  cement  will 
sooner    or    later   lose   its   vital    cohesive 
force,  disintegrate,  discolor,  and  the  rods 
will    crumble    from   their    settings    and 
drop  out.     Dr.  Noyes  is  not  far  wrong 
when  he  says,  "The  enamel  wall  is  no 
stronger  after  the  filling  is  inserted  than 
it  was  when  the  cavity  was  empty."    This 
is  true  to  a  greater  or  less  extent  of  all 
classes  of  cavities.     All  are  surrounded 
by  long,  thin,  irregularly  formed  five-  or 
six-sided  enamel  rods  cemented  together, 
but  not  so  firmly  but  that  they  may  be 
easily  separated.     These  rods  have  one 
end  resting  upon  the  dentin,  the  other 
extending  to  the   surface   of  the  tooth. 
With  our  chisels  or  cleavers  we  almost 
unconsciously    learn    to    feel    for    their 
directions.       Some     are     comparatively 
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straight,  and  are  easily  cut  or  split  apart; 
others  are  very  irregular,  interlaced, 
twisted  about  each  other  like  gnarled 
wood,  and  therefore  very  hard  to  cut. 
You  are  all  familiar  with  these  different 
conditions.  You  meet  with  them  every 
day.  Ten  years  ago  we  referred  to  teeth 
as  being  hard  or  soft.  We  now  speak  of 
the  histological  structure  of  the  enamel. 
We  will  now  consider  the  enamel  sur- 
rounding pit  and  iissure  cavities,  com- 
mencing with  those  on  the  occlusal  sur- 
faces of  bicuspids  and  molars.  The  pecu- 
liarity of  the  direction  of  the  rods  is 
their  inclination  toward  the  fissure. 
Elsewhere,  with  slight  modifications,  they 
stand  at  right  angles  to  the  surface  of  the 
tooth  which  they  indicate,  their  inner 
ends  pointing  toward  its  center.  The 
treatment  of  the  enamel  in  this  case 
would  be  as  follows :  First,  with  a  chisel 
cleave  away  the  enamel  rods  until  there 
are  no  rods  left  that  do  not  rest  upon 
sound  dentin.  Next,  the  wall  must  be 
planed  away  until  its  margins  lie  in  the 
axial  plane.  Then  with  a  chisel — and  a 
chisel  only — slightly  level  the  cavo-sur- 
face  angle  to  prevent  injury  to  it  during 
the  impact  of  the  filling  material.  A 
glance  at  the  enamel  walls  of  the  cavity 
thus  prepared  convinces  me  that  they  are 
left  as  strong  as  the  hand  of  man  can 
shape  them.  And  it  is  necessary  that  this 
should  be  so,  for  the  cavity  margins  here 
are  subject  to  almost  incomprehensible 
masticating  stress;  a  pressure  of  a 
hundred  pounds  or  more,  sufficient  to  roll 
away  or  crush  any  unsupported  enamel 
prism,  may  be  suddenly  pressed  upon 
them.  Cavities  on  the  lingual  surface 
of  the  upper  incisors  require  special  cau- 
tion in  preparation.  Owing  to  the  great 
danger  of  reaching  the  pulp,  all  cutting 
should  be  done  with  suitable  chisels  and 
hoes.    Here  the  enamel  rods  incline  more 


and  more  as  they  near  the  ineisal  edge. 
So  great  is  the  inclination  in  large  cavi- 
ties that  either  the  enamel  margin  will 
be  weak  or  the  fillings  undesirably  thin. 
If  you  remove  all  short  rods  by  beveling 
the  cavo-surface  angle,  you  "hang  on  one 
horn  of  the  dilemma."  If  you  do  not 
remove  them,  you  hang  on  the  other. 
How  then,  should  they  be  prepared  ?  This 
is  the  only  case  where  the  preparation  of 
the  enamel  walls  should  be  influenced  by 
the  material  with  which  the  cavity  is  to 
be  filled.  If  for  gold,  leave  no  short 
rods.  The  thin  margin  of  the  gold  will 
not  chip.  If  for  a  plastic  filling,  it  is 
advisable  to  cut  the  walls  more  nearly 
parallel,  in  order  to  have  the  margins  of 
the  filling  as  strong  as  the  circumstances 
of  the  case  will  permit. 

The  only  other  class  of  pit  cavities  are 
those  found  in  the  occlusal  half  of  the 
lingual  and  buccal  surfaces  of  molars. 
The  enamel  in  these  presents  little  diffi- 
culty in  preparing.  Where  the  cavities 
are  small,  the  enamel  rods  surround- 
ing the  cavities  will  always  be  very 
nearly  perpendicular  to  the  surface  of 
the  tooth,  and  parallel  with  the  gen- 
eral direction  of  the  cavity.  In  cases 
where  the  cavity  extends  so  far  to- 
ward the  occlusal  surface  as  to  involve 
enamel  rods  whose  inclination  toward 
the  occlusal  surface  is  so  great  as 
to  render  the  margin  of  the  filling 
too  thin  to  be  considered  permanently 
serviceable,  it  is  advisable  to  open  up  the 
buccal  groove,  carrying  it  through  the 
marginal  ridge  to  the  occlusal  surface, 
leaving  the  base  in  the  form  of  a  step. 
Should  the  cavity  thus  formed  extend 
to  within  the  inner  third  of  the  occlusal 
surface,  pass  through  the  central  fissure, 
and  place  the  margin  where  it  can  be 
easily  smoothed  and  finished,  and  where 
the  friction  of  mastication  will  keep  it 
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clean^  and  thus  free  from  the  recurrence 
of  caries.  In  considering  smooth-surface 
cavities  I  shall  take  first  those  formed  on 
the  gingival  region  of  the  buccal  and 
lingual  surfaces  of  teeth^  and  then  those 
formed  upon  the  approximal  surfaces. 

Labial  and  buccal  cavities  begin  very 
near  the  gum  margin,  where  v^e  find  the 
enamel  softened  and  broken  in  spots. 
We  find  also  a  growing  area  of  uncleanli- 
ness,  making  greatest  progress  along  the 
line  of  the  gum  margin. 

Technique.  Open  with  chisel,  shape 
with  inverted  cone  burs,  and  finish  the 
enamel  walls  and  cavity  margin  with  a 
chisel.  By  extending  the  margin  suffi- 
ciently far  in  all  directions,  the  gingival 
border  will  be  perfectly  protected  by  the 
gums,  while  the  open  outline  of  the 
cavity  will  be  kept  clean  by  the  friction 
of  mastication,  together  with  the  friction 
of  the  lips,  cheeks,  and  tongue. 

Buccal  cavities  present  similar  condi- 
tions and  environments,  and  require 
similar  treatment. 

The  enamel  margins  of  cavities  in  the 
approximal  surfaces  of  incisors  and 
canines  require  careful  consideration. 
There  must  be  judicious  "extension  for 
prevention."  There  must  be  extension 
for  retention,  a  contact  point  for  the 
filling,  and  sufficient  thickness  of  .  the 
enamel  for  the  proper  preservation  of  its 
color.  But  here,  as  before,  the  consider- 
ation of  the  enamel  rods  is  of  first  im- 
portance. 

In  the  past  it  has  been  generally  be- 
lieved that  the  frequent  recurrence  of 
caries  at  the  incisal  margin  of  an  ap- 
proximal filling  was  due  to  insufficient 
care  in  the  restoration  of  the  contact 
point  between  the  teeth.  But  after  an 
examination  of  many  such  cases,  and  of 
the  nature  of  the  recurrent  caries,  my 
investigations  lead  me  to  conclude  that 


for  every  failure  resulting  from  incorrect 
contact  there  are  five  failures  the  result 
of  improper  treatment  of  the  enamel 
walls  and  peripheral  enamel  margins. 
The  vulnerable  points  are  at  the  gingival 
and  incisal  margins  of  the  filling.  If  the 
former  is  extended  back  beneath  the  gum 
margin,  it  will  be  protected  from  decay. 
If  the  incisal  margin  is  extended  well 
past  the  contact  point,  we  find  that  we 
shall  involve  rods  that  incline  sharply 
toward  the  incisal  edge  of  the  tooth.  If 
you  square  up  this  wall  with  a  bur,  you 
leave  a  corner  of  many  rods  unsupported 
by  dentin,  which  will  either  become 
loosened  by  the  impact  of  filling  the  cav- 
ity or  later  become  dislodged  by  the  stress 
of  mastication.  The  result  in  either  case 
is  a  deep,  narrow  cavity,  as  the  first  indi- 
cation of  failure. 

In  case  an  approximal  cavity  in  an 
incisor  approaches  so  near  to  the  incisal 
edge  as  to  leave  no  dentin  to  support  the 
incisal  angle  except  that  which  is  de- 
tached from  the  main  body  of  the  tooth, 
or  in  case  the  cavity  margin  reaches  the 
incisal  edge,  it  is  as  a  rule  folly  to  depend 
upon  the  enamel  for  support.  Drilling 
for  anchorage  between  the  labial  and  lin- 
gual enamel  faces  near  the  junction  of 
their  incisal  edge  is  sometimes  the  only 
treatment  of  the  angle  that  the  circum- 
stances of  the  case  will  permit,  yet  in  the 
majority  of  cases  the  permanence  of  such 
preparation  is  very  uncertain.  When 
possible,  therefore,  recourse  should  be 
had  to  the  dentin  for  additional  retention 
and  support,  by  building  around  them  a 
band  of  gold  of  sufficient  thickness  to 
withstand  any  reasonable  force  that  they 
may  be  subjected  to.  This  is  done  by 
cutting  back  the  enamel  to  the  distal 
groove  sufficiently  to  expose  the  dentin, 
known  as  the  Johnston  cavity,  or  by  cut- 
ting away  the  incisal  edge  of  the  middle 
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lobe  of  the  tooth  as  recomniended  by  [)r. 
Black.  The  former  is  more  esthetic,  the 
latter  more  likely  to  be  permanent.  In 
either  case  the  gold  is  anchored  in  the 
groove  composing  the  step  in  the  dentin, 
and  being  built  over  the  freshly  exposed 
face  of  the  enamel,  forms  a  protection  for 
it. 

Let  us  consider  the  case  of  a  typical 
approximal  cavity  on  the  surface  of  a 
bicuspid.  In  the  past  more  fillings  failed 
in  this  class  of  cavities  than  in  any  other. 
The  future  will,  I  am  convinced,  give 
better  results.  Ten  years  ago  most  of  us 
would  have  separated  these  teeth,  opened 
into  the  cavity,  removed  the  decay,  soft- 
ened the  dentin,  and  filled  the  cavity. 
Now  we  cut  away  more  sound  dentin  and 
firm  enamel  than  is  required  in  any  other 
class  of  cavities. 

Preparation.  Chip  away  as  much 
enamel  with  a  chisel  and  enamel  hatchets 
as  is  possible.  Then  with  a  very  small 
inverted  cone  bur  cut  through  the  mar- 
ginal ridge  and  on  through  the  central 
fissure,  widening  and  perfecting  the  walls 
and  margins  as  in  previous  eases. 

When  the  approximal  cavities  in 
molars  are  large  we  frequently  find  the 
lingual  cusp  more  or  less  undermined 
and  very  much  weakened.  In  such  cases 
it  is  better  to  cut  back  the  enamel  to  the 
disto-lingual  groove  and  toward  the  gin- 
gival margin  until  sufficient  strength  is 
found.  Since  the  enamel  of  teeth  from 
which  the  pulps  have  been  removed  loses 
much  of  its  cohesive  strength,  the  enamel 
plates  cannot  stand  the  stress  of  mastica- 
tion. A  filling  inserted  under  such  con- 
ditions, where  the  approximal  cavities  are 
large,  will  not  long  stand  the  stress  of 
mastication.  The  more  permanent  treat- 
ment in  such  cases  is  to  remove  the  whole 
of  the  enamel  covering  on  the  occlusal 
surface  to  a  point  beyond  the  marginal 


i-i(|gc,  and  then  mastication  force  will 
thus  all  be  u|)on  the  filling  material. 

In  the  treatment  of  the  enamel  sur- 
rounding all  other  variations  and  pecu- 
liarities of  cavities,  the  rules  laid  down 
in  the  cases  considered  should  be  followed 
and  applied. 

In  presenting  this  paper  I  have  espe- 
cially endeavored  to  emphasize  the  fol- 
lowing points : 

(1)  That  all  enamel  rods  should  be 
supported  by  sound  dentin. 

(2)  That  the  enamel  walls  must  be  cut 
back,  so  that  the  stress  of  mastication 
will  not  bear  too  heavily  upon  them. 

(3)  That  enamel  which  has  lost  its 
pulpal  nourishment,  either  from  the 
death  of  the  pulp  or  from  disconnection 
with  it,  will  be  weakened  by  the  disinte- 
gration of  the  intercolumnar  cement. 

(4)  That  no  enamel  is  proof  against 
all  forms  of  caries. 

(5)  That  enamel  that  is  kept  clean 
will  not  decay;  and  finally 

(6)  That  success  in  filling  teeth, 
whether  with  inlays,  or  with  gold,  or  plas- 
tic fillings,  depends  to  a  very  great  extent 
upon  the  careful  consideration  of  the 
enamel  in  cavity  preparation. 


Discussion. 

Dr.  A.  E.  Webster,  Toronto,  Canada. 
As  I  take  it,  the  important  point  in  de- 
ciding what  to  do  in  dealing  with  de- 
cayed teeth  is  the  general  condition  of 
the  oral  cavity.  Second,  the  force  to  be 
applied  in  ordinary  mastication  to  that 
tooth  after  the  filling  is  in  place.  Third, 
the  application  of  the  filling  to  the  cav- 
ity. These  three  things  I  think  primarily 
decide  the  place  of  the  enamel  margin 
and  the  treatment  of  the  enamel  margin. 
They  were  beautifully  illustrated  at  the 
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clinics  tliis  morning.  Every  operator 
judged  the  condition  of  the  mouth  as  to 
the  location  of  his  enamel  margin,  and 
judged  also  the  force  to  be  applied  to  the 
enamel  margin.  In  one  instance  I  heard 
the  criticism  offered  that  the  enamel 
margin  was  not  in  the  right  location. 
Immediately  the  answer  came,  "There  is 
no  occluding  tooth."  That  settled  it. 
That  had  to  be  taken  into  consideration 
in  the  preparation  of  the  cavity.  There 
is  always  a  difficulty  in  applying  a  metal 
filling,  such  as  gold,  to  an  enamel  mar- 
gin. Many  have  found  that  a  perfect 
margin  before  the  filling  is  in  has  been 
destroyed  by  the  application  of  the  gold 
to  the  margin.  In  such  cases  the  mar- 
gins are  usually  not  as  firmly  supported 
by  the  dentin  as  they  should  be.  There 
are  cases  wherein  for  esthetic  reasons  the 
enamel  is  not  thoroughly  cut  away  and  to 
which  it  is  difficult  to  apply  gold.  These 
are  failures  nearly  always,  sooner  or  later. 
There  are  joerhaps  more  failures  behind 
those  walls  in  their  preparation  than  in 
any  other  we  attempt.  Soon  after  the 
filling  is  made,  after  an  interval  of  a 
month,  or  a  year,  a  dark  line  will  appear 
behind  the  enamel.  In  such  cases,  where 
the  enamel  is  very  thin,  it  is  probably 
advisable  to  put  something  behind  it  or 
cut  away  more  enamel. 

Dr.  Edwin  T.  Darby,  Philadelphia, 
Pa.  I  will  just  say  a  word  and  I  want  to 
say  it  as  a  compliment  to  those  gentle- 
men, not  because  they  have  not  discussed 
the  paper  but  perhaps  because  they  do 
not  need  to  discuss  the  paper.  I  take  it 
those  gentlemen  are  all  reading  men,  they 
keep  up  with  the  literature  of  the  pro- 
fession, and  I  hope  every  one  has  read 
Dr.  Johnson's  paper  on  "Preparation  of 
the  Cavity  for  Filling."  I  think  the  den- 
tal profession  is  awake  to  the  importance 
of  the  proper  preparation  of  the  cavity 


before  introducing  gold;  certainly  the 
essayist  has  emphasized  the  importance 
of  thorough  preparation  of  cavities  in 
connection  with  filling  of  teeth.  I  do  not 
believe  that  intelligent  men — ^and  I  take 
it  that  all  men  who  come  to  this  congress 
are  intelligent  men — fail  to  understand 
what  is  the  more  recent  method  in  regard 
to  the  preparation  of  cavities.  It  is  true 
there  is  a  difference  of  opinion  as  to  the 
extent  of  cutting  that  should  be  done — 
how  much  or  how  little  the  enamel  mar- 
gin should  be  cut  away — and  there  may 
be  an  honest  difference  of  opinion,  but  I 
think  the  men  understand  that  they  can- 
not prepare  cavities  as  they  did  in  former 
times  and  get  as  good  results  as  they  can 
get  by  preparing  cavities  as  they  are  pre- 
pared by  our  best  men  of  today.  We  had 
an  object  lesson  this  morning  in  the 
clinics  that  were  given  in  the  preparation 
of  cavities,  and  no  greater  compliment 
could  be  paid  to  the  men  who  gave  clinics 
than  to  say  that  their  operations  were  as 
fine  as  could  be  found  anywhere  in  the 
civilized  world.  Operations  were  made 
there  this  morning  that  any  dentist  of 
America  or  Eurojje,  or  any  jDlace  on  the 
face  of  the  earth,  might  justly  be  proud 
of. 

Dr.  W.  R.  Clack,  Clear  Lake,  la.  We 
who  live  in  agricultural  communities 
know  that  the  raising  of  bumper  crops 
frequently  so  exhausts  the  soil  that  it  be- 
comes almost  worthless;  but  I  am  glad 
to  know  that  the  soil  that  produced  a 
Johnson  and  a  Thornton  is  not  too  ex- 
hausted to  produce  other  minds  that  are 
taking  uj)  the  work  along  the  same  lines. 
I  believe  that  men  now  beginning  the 
study  of  dentistry  will  never  be  content 
to  plod  on  in  the  old  way.  They  will  ever 
be  reaching  forward  to  that  which  is 
better  and  best  in  their  chosen  profession. 
Men  who  observe   are  already  studying 
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this  matter  of  I'liaiin;!  mai'gin.  It  was  a 
stumbling  block  in  my  path  for  years. 
I  hope  I  have  gained  some  light  and  may 
be  able  to  see  the  fillings  I  have  made 
within  the  last  few  years  stand  on  those 
margins.  But  I  believe  it  is  better  to  err 
on  the  side  of  safety.  I  think  the  cau- 
tious operator — understand,  I  do  not  say 
the  timid  operator — cares  for  those 
enamel  margins  and  protects  them  from 
stress,  so  they  will  carry  their  load. 

Dr.  Sylvester  Moyer  (closing  the 
discussion).  I  wish  to  thank  you  all  for 
your  kind  discussion  of  my  paper.  I  also 
wish  to  add  my  commendation  to  the 
clinics  given  this  morning.  It  was  the 
finest  lot  of  work  I  have  ever  seen.     All 


of  iIk;  cuvily  pivparalion  was  after  my 
own  heart.  I  wish  to  emphasize  and  re- 
peat the  great  importance  of  carefully 
constructing  the  enamel  margins.  I  find 
there  is  a  great  tendency  to  be  a  little 
careless,  and  if  you  were  to  ask  me  if  I 
always  prepare  cavities  with  the  care  in- 
dicated I  would  have  to  tell  you  I  do  not, 
but  the  more  nearly  I  approach  to  this 
ideal  the  more  my  conscience  pats  me  on 
the  back  and  the  better  pleased  I  am 
with  my  work  when  completed. 

The  next  order  of  business  was  a  paper 
entitled  "Success  and  Failure  in  Opera- 
tive Dentistry,"  by  Dr.  Frank  L.  Platt, 
San  Francisco,  Cal.,  as  follows : 


Success  and   Failure  in  Operative  Dentistry. 

By  FRANK  L.  PLATT,  D.D.S.,  San  Francisco,  Cal. 


Operative  dentistry  may  be  defined  as 
embracing  all  that  part  of  dental  sci- 
ence not  concerned  in  the  replacement 
of  the  loss  of  the  natural  teeth  or  the 
correction  of  their  irregularities.  For 
the  purposes  of  this  paper,  however,  the 
subject  will  be  confined,  so  far  as  success 
and  failure  are  concerned,  to  the  ordinary 
and  most  frequently  performed  opera- 
tions of  dental  surgery. 

To  properly  define  failure  in  any  un- 
dertaking or  application  of  science  it  first 
becomes  necessary  to  decide  what  consti- 
tutes success,  for  when  this  has  been  de- 
termined failure  is  simply  its  antithesis. 

The  fundamental  object  of  operative 
dentistry  is  the  conservation  of  the  nat- 
ural teeth,  either  by  prophylactic,  hy- 
gienic and  therapeutic  measures,  or  the 
replacement  of  lost  tissue  with  crowns 
or  fillings. 


The  scope  and  purpose  of  operative 
dentistry  being  defijied,  we  come  at  once 
to  the  consideration  of  what  constitutes 
a  successful  operation. 

The  teeth  under  normal  conditions,  as 
evidenced  in  animals  and  savages  leading 
a  natural  life,  were  no  doubt  primarily 
intended  to  perform  their  various  func- 
tions throughout  the  life  of  their  pos- 
sessor, but  as  we  are  considering  the 
teeth  of  civilized  man  allowance  must 
be  made  for  the  degeneracies  resulting 
from  the  habits,  customs,  and  institu- 
tions of  our  civilization,  for  we  have  so 
far  departed  from  natural  modes  of  liv- 
ing that  few  individuals  reach  the  age 
of  maturity,  and  fewer  still  reach  middle 
life  or  old  age,  without  suffering  the  loss 
of  one  or  more  teeth  as  a  result  of  dental 
disease,  or  without  having  had  recourse 
to  operative  dentistry  in  one  or  more  of 
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its  various  branches.  As  it  is  impossi- 
ble for  the  human  race  to  revert  again  to 
savagery,  or  to  recover  at  once  its  earlier 
vigor  and  freedom  from  disease,  so  it  is 
equally  impossible  to  remove  by  any  op- 
eration the  primary  cause  of  degenerate 
and  diseased  conditions.  We  may  suc- 
cessfully remove  the  local  and  exciting 
causes  of  dental  disease,  or  replace  with 
substitutes  lost  dental  tissue,  but  as  we 
cannot  change  or  modify  the  diathesis 
which  is  the  predisposing  factor  in  each 
individual  instance  it  is  only  logical  to 
assume  that  the  cause  which  first  led  to 
the  disease  may  cause  its  recurrence.  So, 
while  it  is  quite  possible  that  the  pre- 
disposing cause  of  dental  disease  may  be 
combated,  and  in  a  measure  overcome 
by  a  continuous  course  of  prophylactic 
treatment,  it  is  not  fair  to  say  that  den- 
tal operations  should  last  indefinitely,  nor 
is  it  just  to  assume  that  a  given  operation 
performed  on  different  patients  will  give 
uniform  results,  for  there  must  always 
be  taken  into  consideration  the  predis- 
posing personal  diathesis,  and  also  the 
habits,  occupation,  temperament,  and  age 
of  each  individual,  and  the  circumstances 
and  conditions  governing  its  perform- 
ance. As  there  are,  however,  certain  ob- 
jects to  be  attained  in  every  dental  oper- 
ation, such  as  the  relief  of  pain  and  the 
restoration  of  the  usefulness  and  appear- 
ance of  the  teeth,  a  successful  dental 
operation  may  be  defined  as  one  which 
under  given  conditions  is  productive  of 
the  most  nearly  ideal  results  in  each  in- 
dividual case. 

Under  this  definition  there  is  at  once 
presented  to  the  mind  of  the  careful, 
conscientious,  thoughtful  operator  a  vast 
field  of  study  relating  to  the  general  and 
local  conditions  governing  each  case  pre- 
sented for  treatment,  and  including  the 
selection,   preparation,   and   use   of  ma- 


terials, the  condition  and  adaptability  of 
instruments,  and  the  results  it  is  hoped 
to  achieve  by  operative  procedure.  All 
these  considerations  are  essential  to  the 
successful  practice  of  dentistry,  and  the 
operator  who  slights  any  of  them,  or 
adopts  methods  of  empiricism,  will  sooner 
or  later  find  he  has  been  courting  defeat 
and  failure. 

Much  has  been  written  on  the  bacterial 
origin  of  caries,  on  chemical  action  in  the 
oral  cavity,  and  the  effects  of  habit  and 
environment,  but  there  is  another  point 
from  which  the  failure  of  operations  may 
be  viewed,  a  point  with  which  the  dental 
profession  has  much  to  do  and  which  re- 
veals a  state  of  affairs  as  deplorable 
as  it  is  unnecessary.  Every  profession, 
trade,  or  general  occupation  is  governed 
more  or  less  by  precedent,  but  there  is  no 
reason  why  the  dental  profession  should 
adhere  as  tenaciously  as  it  does  to  the 
unhappy  precedents  established  in  its  ear- 
lier days  or  which  have  resulted  from  the 
unfortunate  application  of  the  rules  of 
trade  to  a  profession  which  should  never 
have  known  their  influence.  The  stand- 
ard of  value  for  dental  services  should 
not  be  fixed,  as  it  too  often  is,  by  the  cost 
of  the  materials  employed,  but  should  be 
in  accordance  with  the  actual  results  of 
the  service  rendered  and  the  amount  of 
time  and  skill  required  in  its  perform- 
ance. 

Experience,  experiment,  and  scientific 
study  have  established  rules  for  the  prep- 
aration of  cavities,  the  general  princi- 
ples of  which  are  correct;  filling  ma- 
terials have  been  the  subject  of  countless 
experiments,  and  their  virtues  and  fail- 
ings carefully  determined;  instruments 
in  almost  endless  variety  have  been  de- 
vised for  the  preparation  of  cavities  and 
the  insertion  of  filling  materials;  calca- 
reous deposits  on  the  teeth  have  been  the 
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subject  of  much  study,  and  their  origin, 
chemical  constituents,  effect  on  tissue, 
and  removal  have  been  taught  and  illus- 
trated extensively;  artificial  crowns  in 
great  variety  and  of  varying  value  have 
been  devised  and  their  manufacture  and 
application  have  been  freely  given  to 
the  profession;  pulp-cavities  have  been 
treated  and  filled  in  countless  millions, 
by  numberless  methods  and  with  an  end- 
less variety  of  materials;  and  the  his- 
tory, development,  and  application  of  all 
these  things  is  free  and  easily  accessible 
to  anyone  who  will  read  dental  literature. 
When  many  men  of  many  minds  are  in- 
terested in  a  common  pursuit  there  will, 
of  course,  be  a  diversity  of  opinion  re- 
garding the  best  means  of  reaching  a  de- 
sired end,  but  as  to  the  object  to  be  at- 
tained and  the  general  principles  govern- 
ing its  accomplishment  there  is  usually 
but  little  room  for  argument.  Under 
such  conditions  it  is  reasonable  to  expect 
fairly  uniform  results  from  the  opera- 
tions of  men  specially  trained  and  edu- 
cated in  all  the  principles  and  intrica- 
cies of  dental  surgery,  yet  our  daily  ex- 
perience must  lead  us  to  believe  that 
something  is  lacking  in  the  system  of 
operative  dentistry  as  it  is  practiced  to- 
day, for  it  is  undoubtedly  true  that  a 
large  portion  of  the  time  of  the  average 
practitioner  is  spent  in  remedying  the 
untimely  failure  of  operations  performed 
by  himself  or  his  contemporaries. 

Leaving  unconsidered  the  work  of 
those  who  fasten  their  faith  on  a  single 
method  or  material,  for  they  are  too  hope- 
lessly conservative  to  demand  attention 
in  a  liberal  age,  we  may  study  with  inter- 
est the  conditions  presented  in  the  mouth 
of  an  average  patient  who  has  suffered 
from  a  variety  of  dental  ills  and  at  the 
hands  of  a  number  of  different  operators. 
Here  we  may  find  a  few  fillings  of  gold 


or  amalgam  to  which  the  patient  points 
with  pride  as  he  says,  "Old  Dr.  A  did 
that  work  fifteen  years  ago,  and  I  guess 
it's  all  right  yet,^'  a  supposition  which  an 
examination  proves  to  be  correct ;  and  we 
will  further  find  that  the  cavities  in 
which  these  fillings  were  placed  were  well 
prepared,  perhaps  not  just  up  to  the 
latest  ideals  of  "extension  for  preven- 
tion/' or  the  "prevention  of  extension," 
as  the  case  may  be,  but  with  firm,  smooth 
margins  extending  to  the  extremities  of 
the  fissures  and  compassing  all  that  por- 
tion of  the  tooth  involved  by  caries.  We 
will  find  also  that  the  fillings  were  well 
condensed,  a  feature  which  is  essential 
to  either  gold  or  amalgam  fillings,  and 
they  vrere  also  well  finished. 

Further  conversation  may  develop  tlie 
fact  that  "The  old  doctor  charged  an 
awful  price  for  his  work,  but  I  guess  it 
was  worth  it,"  all  of  which  is  food  for 
thought  as  we  continue  our  examination 
and  find  gold,  amalgam,  and  oxjrphos- 
phate  fillings  undermined  with  decay, 
with  rough  surfaces  and  overhanging 
edges,  in  imperfectly  prepared  cavities 
whose  margins  have  not  been  sufficiently 
extended,  and  from  which  the  carious 
dentin  has  not  been  thoroughly  removed. 

We  may  also  discover  an  ill-fitting 
crown,  perhaps  brazenly  proclaiming  its 
presence  on  an  incisor  or  canine  tooth, 
and  we  will  undoubtedly  find  between  the 
upper  molars  and  on  the  lingual  sur- 
faces of  the  lower  teeth  rich  deposits  of 
calcareous  matter  and  the  usual  debris  of 
the  oral  cavity.  Inquiry  will  reveal  the 
fact  that  the  teeth  have  not  been  cleaned 
for  many  months  or  even  years,  though 
several  operators  may  have  been  consulted 
regarding  other  matters,  and  that  most 
of  the  work  has  been  hurriedly  and 
cheaply  performed  and  very  obviously 
with  no  regrard  whatever  for  the  estab- 
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lished  principles  of  cavity  preparation 
and  the  proper  selection  and  manipula- 
tion of  tooth-conserving  materials. 

The  patient  will  also  be  found  to  be 
almost  totally  ignorant  of  the  methods 
and  materials  to  be  employed  in  the 
proper  daily  care  of  the  teeth  and  of  an 
intelligent  appreciation  of  the  true  value 
of  the  various  services  which  have  been 
performed. 

This  is  no  idle  picture,  but  one  with 
which  all  of  us  are  familiar,  and  it  cer- 
tainly does  not  bear  out  the  frequent 
boast  of  the  "wonderful  progress"  of  den- 
tal science. 

The  conditions  enumerated  disclose  the 
fact  that  the  operations  which  succeeded 
were  performed  by  a  careful,  conscien- 
tious operator,  who  demanded  and  re- 
ceived a  fee  commensurate  with  his  skill 
and  his  integrity,  and  which  permitted 
him  to  do  the  work  as  well  as  he  knew 
how,  while  those  which  failed  were  ex- 
ecuted by  those  who  prostituted  their  art, 
their  knowledge,  and  their  skill  to  the 
god  of  mammon,  and  who  signally  failed 
in  their  duty  to  their  patient,  their  pro- 
fession and  themselves. 

It  is  not  the  lack  of  well-established 
theory  or  the  fact  that  dental  education 
is  difficult  to  secure,  nor  is  it  always  the 
lack  of  understanding  which  leads  to  fail- 
ure, but  it  is  a  lack  of  moral  courage  and 
professional  integrity,  a  lack  of  sufficient 
will  power  to  overcome  the  evil  prece- 
dents seemingly  engendered  by  an  un- 
holy thirst  on  the  part  of  the  public  for 
something  cheap  and  of  an  equally  un- 
holy willingness  on  the  part  of  the  pro- 
fession to  give  it  to  them. 

Success  cannot  be  universally  attained, 
nor  failure  everywhere  prevented,  but  the 
present  condition  of  too  prevalent  failure 
may  be  modified  by  teaching  our  students 
and  the  members  of  our  profession  not 


alone  the  correct  principles  of  operative 
dentistry,  but  also  the  importance  of  edu- 
cating the  public  to  an  intelligent  appre- 
ciation of  the  actual  value  of  skilled  ser- 
vices and  the  part  they  must  take  in  the 
care  and  preservation  of  their  teeth ;  and 
above  all  our  colleges,  our  societies,  and 
our  journals  should  teach  that  success, 
intelligence,  and  integrity  walk  hand  in 
hand,  while  failure,  falsehood,  and  de- 
ceit are  spirits  of  evil  bound  together  by 
inseparable  ties. 


Discussion, 

Dr.  C.  S.  Stockton^  Newark,  N.  J. 
I  didn't  expect  to  discuss  this  paper  at 
all,  but  there  are  some  points  which  I 
should  like  to  mention  in  this  connec- 
tion. First,  Dr.  Palmer,  the  gentleman 
who  was  a  few  minutes  ago  introduced  to 
us  by  our  chairman,  recalls  to  my  mind 
some  fillings  put  in  by  that  gentleman 
many  years  before,  simply  lining  the  cav- 
ity with  gold  and  the  rest  of  the  filling 
with  tin.  Dr.  Webster  spoke  a  few  min- 
utes ago  in  regard  to  the  preparation  of 
enamel  surfaces  that  dn  a  few  months 
sometimes  would  show  dark  lines.  It 
was  some  thirty  years  after  these  fillings 
had  been  inserted  when  I  saw  them,  and 
not  a  dark  line  in  any  of  them.  And  if 
the  patient  had  lived  thirty  years  longer 
those  fillings  would  have  remained  the 
same.  It  was  soft  foil  that  was  put 
against  the  enamel;  and,  Mr.  Chair- 
man, I  have  sometimes  thought,  were  I 
called  upon  today  to  decide  whether  soft 
foil  should  be  abolished,  or  cohesive 
foil  should  be  abolished,  and  we  should 
have  to  depend  entirely  upon  one  or  the 
other  of  these  materials,  soft  foil  would 
stay  if  3:ou  had  my  vote. 
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sonal.  Only  a  short  time  since  a  pa- 
tient came  into  my  office,  and  after  doing 
some  work  I  asked  "How  long  has  it  been 
since  I  put  these  fillings  in  for  you?" 
There  were  fourteen  gold  fillings  in 
her  upper  front  teeth.  She  thought  a 
moment  and  said,  "Doctor,  that  was 
thirty-one  years  ago."  I  say,  I  wish  I 
could  have  that  patient  here  today  and 
have  you  gentlemen  pass  upon  those  fill- 
ings. 

Referring  again  to  the  work  of  Dr. 
Palmer,  we  could  not  fix  a  price  upon  the 
fillings  that  he  put  in  for  that  patient. 
No  matter  what  he  charged,  they  would 
be  worth  it.  In  speaking  to  the  point  in 
regard  to  the  commercial  value  of  our 
work,  it  is  incomparable ;  we  do  not  as  a 
rule  get  enough  for  our  services.  There 
are  few  callings  in  life  that  are  so  trying, 
so  exhausting.  Comparatively  few  of  us 
when  we  get  to  be  as  gray-haired  perhaps 
as  I  am,  have  that  accumulation  of  wealth 
which  the  work  we  render  to  our  patients 
and  to  humanity  would  entitle  us. 

Another  personal  instance  let  me  give 
you,  showing,  perhaps,  that  we  must  have 
a  little  discretion  in  regard  to  the  kind 
of  fillings  that  we  put  in.  A  lady  for 
whom  I  had  done  work  ever  since  she 
was  a  little  girl,  married  and  went  to 
Cleveland.  One  of  her  front  teeth  de- 
cayed and  gave  way.  The  dentist  there 
put  in  a  very  beautiful  porcelain  filling; 
it  remained  in  only  two  weeks.  Now  if 
he  had  filled  that  tooth  with  gold,  it 
would  have  been  permanent.  The  stress 
was  so  great  that  it  broke  out.  I  am  a 
great  admirer  of  porcelain;  I  do  some 
of  it  when  I  think  it  will  stand.  I  am 
proud  of  my  calling;  glad  that  I  have 
been  a  dentist  and  able  to  help  hu- 
manity. 

The  CiiAiRMAX.     This  is  an  interna- 


tional dental  congre.s.'-.  We  want  to  hear 
fioiii  some  of  the  far-away  countries.  I 
am  going  to  take  the  lil>erty  of  introduc- 
ing to  this  section  a  gentleman  who  ha.s^ 
come  a  long  way;  I  think  you  have  all 
heard  of  him ;  I  want  you  now  to  become 
familiar  with  his  face — Dr.  J.  M.  Whit- 
ney of  Honolulu.  I  shall  ask  Dr.  Whit- 
ney to  di.seuss  this  paper. 

Dr.  J.  M.  Whitney^  Honolulu, 
Hawaii.  For  a  year  Dr.  Stockton  and  I 
were  in  the  same  class  together,  and 
though  we  sat  side  by  side  here  in 
this  meeting  I  did  not  recognize  him 
until  his  name  was  spoken  by  our  chair- 
man, and  doubtless  he  did  not  recognize 
me. 

Dr.  Stocktox.  !My  hair  got  gray  and 
yours  didn't. 

Dr.  "Whitxey.  Yes ;  it  is  over  thirty- 
five  years  since  we  separated.  I  .started 
out  from  my  college  fully  impressed  with 
the  great  value  of  gold.  Soon  after 
graduation  I  went  to  Honolulu.  There 
I  found  a  people  who  had,  under  the 
careful  advice  of  a  ver}'  conscientious 
man,  been  taught  to  greatly  appreciate 
the  value  of  their  own  teeth;  and  as 
he  had  retired  from  practice,  I  entered 
upon  his  labors.  There  was,  fortu- 
nately, no  question  asked  at  that  time 
about  what  material  should  be  used,  its 
value,  or  its  cost ;  but  I  was  asked  to  do 
everything  I  knew  to  preserve  their  natu- 
ral teeth.  For  a  young  man  starting  out 
these  were  very  favorable  circumstances. 
I  had  been  under  the  training  of  that 
eminent  man.  Dr.  James  Truman,  and 
was  fortunate  enough  to  have  been  in- 
vited to  his  house,  where  he  gave  us  out 
of  his  time  and  energy  extra  clinics  on 
gold;  and  thus,  though  we  were  not 
taught  the  present  methods,  I  started  out 
with  something  of  a  system  for  gold 
operations.    During  the  first  fifteen  years 
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I  was  the  only  dentist  there,  and  prob- 
ably knew  every  white  person  upon  those 
islands.  During  the  thirty-five  years' 
practice  there  I  have  not  averaged  one 
plate  of  artificial  denture  in  a  year.  Now 
why  is  that?  Not  because  of  my  extra 
skill,  but  because  I  had  a  class  of  pa- 
tients who  valued  their  teeth,  and  I  had 
only  to  do  my  best  and  use  my  best  efforts 
to  keep  them  in  position.  Scarcely  a 
week,  perhaps  hardly  a  day,  passes 
that  I  do  not  see  the  gold  fillings 
that  I  put  in  thirty-five,  thirty,  or 
twenty-five  years  ago.  I  see  them  ap- 
parently as  good  as  when  they  were  put 
in.  I  can't  say  this  of  any  other  mate- 
rial. I  have  used,  of  course,  amalgam 
in  all  its  various  manipulations,  also  ce- 
ment and  gutta-percha,  and  porcelain 
inlay.  We  were  taught,  in  those  early 
days,  inlay  by  cutting  out  from  a  selected 
tooth  the  form  of  the  cavity  and  inlaying 
it.  But  in  all  these  different  opera- 
tions everything  in  my  hands  bears  the 
stamp  of  gold;  and  so  today  my  work 
and  my  thought  is  alone  in  gold  opera- 
tions. 

Dr.  H,  G.  Atwater,  Los  Angeles,  Gal. 
I  realize  that  success — the  paper  being 
entitled  '^Success  and  Failure" — does  not 
always  depend,  in  fact  seldom  depends, 
upon  th6  education  of  the  man,  but  in 
the  heart  that  he  puts  into  his  work ;  and 
I  must  say  that  every  word  uttered  in 
this  paper  I  know  to  be  an  expression  of 
Dr.  Piatt's  heart.  I  have  seen  his  ac- 
tions, and  I  have  seen  his  work,  and  I 
know  that  every  moment  of  success  he 
has  ever  had  is  due  to  the  fact  that  he 
puts  his  whole  heart  in  his  work. 

Dr.  T.  M.  Wtatt,  Bentonville,  Ark. 
Dr.  Palmer's  remarks  in  regard  to  soft 
gold  struck  me  very  forcibly.  I  can  show 
fillings  that  I  made  thirty  years  ago  of 
soft  gold  by  hand  pressure,  and  the  dark 


lines  that  have  been  referred  to  are  not 
present.  I  am  a  strong  advocate  of  soft 
gold  yet.  I  use  adhesive  gold,  but  always 
start  my  fillings  with  soft,  letting  it  lap 
over  the  margins.  It  would  not  be  hard 
for  me  to  decide  which  I  would  discard ; 
I  would  drop  the  cohesive,  as  use  can 
make  soft  gold  cohesive. 

Dr.  A.  F.  Merriman,  Jr.^  Oakland, 
Gal.  I  should  regret  very  much  indeed 
to  allow  this  discussion  to  pass  without 
saying  a  word  about  Dr.  Piatt,  who  is  a 
personal  friend  of  mine.  He  has  been 
associated  with  us  for  many  years  in  our 
society  work  in  San  Francisco,  and  cer- 
tainly the  paper  speaks  for  itself — I  want 
tO'  comipliment  it;  but  one  reason  I  rise 
is  that,  after  such  men  as  Dr.  Stockton 
and  Dr.  Wyatt,  who  has  just  spoken,  have 
paid  such  high  tribute  to  non-cohesive 
gold,  I  feel  very  much  in  doubt  of  that 
myself  after  twenty-five  years.  This 
morning  I  gave  a  clinic  demonstrating  a 
combination  of  cohesive  with  non-cohe- 
sive gold,  and  after  my  experience  I  am 
perfectly  satisfied  that  this  is  the  best 
combination  for  a  gold  filling  such  as 
will  last. 

Dr.  G.  T.  Epling,  Keystone,  W.  Va. 
I  would  like  to  ask  the  gentleman  from 
Arkansas,  who  stated  that  he  began  the 
filling  with  non-cohesive  and  completed 
with  cohesive  foil,  if  he  extends  the  soft 
gold  completely  to  the  margins  of  the 
cavity  ? 

Dr.  Wyatt.  It  depends  on  the  roots. 
I  work  from  the  enamel,  starting  it  from 
the  side  of  the  cavity. 

Dr.  Epling.  Do  you  allow  the  non- 
cohesive  gold  to  overlap  the  enamel  mar- 
gins? 

Dr.  Wyatt.    Yes,  sir. 

Dr.  H.  T.  King,  Fremont,  Neb.  I  see 
the  discussion  is  getting  into  different 
materials,  soft  gold  and  cohesive  gold, 
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and  is  getting  away  from  what  I  take 
to  be  the  main  point  in  the  paper,  and 
that  is  the  care,  the  industry,  the  energy, 
and  faithful  work  in  the  preparation  that 
makes  a  perfect  filling.  The  gentlemen 
have  given  a  number  of  instances  of  fill- 
ings put  in  twenty-five  years  ago  with 
soft  gold,  from  which  we  may  infer  if 
they  had  been  done  with  cohesive  gold 
they  would  not  stand.  Now  I  have  fill- 
ings in  my  own  mouth  put  in  thirty-one 
years  ago  last  June,  put  in  with  cohesive 
gold,  with  a  hand  mallet,  not  one  bit  of 
hand  pressure  being  used  except  to  fii 
the  first  piece  in  the  tooth.  The  fillings 
were  made  entirely  of  cohesive  gold.  I 
want  to  say  one  word  in  addition,  in 
regard  to  the  term  that  we  use,  known 
as  extension  for  prevention.  If  it  is  true 
that  is  the  proper  way  to  fill  teeth, 
then  the  gentlemen  who  filled  teeth 
twenty-five  years  ago  and  saved  those 
teeth  must  necessarily  have  practiced  ex- 
tension for  prevention ;  but  until  the  time 
Dr.  Black  gave  us  that  description,  it  was 
known  by  other  names.  Marshall  H. 
Webb  describes  in  exact  terms  the  thing 
that  we  mean  by  extension  for  preven- 
tion. If  gold  is  skilfully  and  care- 
fully packed,  whether  it  be  non-cohe- 
sive or  cohesive  gold,  a  good  filling  will 
be  the  result,  one  which  will  save  the 
tooth. 

Dr.  J.  W.  O'Kelly,  Fort  Smith,  Ark. 
I  think,  after  all,  the  greatest  success  in 
preserving  the  teeth  by  filling  depends 
largely  upon  the  preparation  of  the  cavity 
and  the  material  used.  Some  thirty  years 
ago  I  filled  two  teeth  with  non-cohesive 
gold  foil,  using  hand  pressure,  and  three 
or  four  years  ago  I  saw  them  and  they 
were  in  good  condition,  while  a  great 
many  I  have  made  since  have  not  lasted 
that  long.  I  have  found  from  experi- 
ence that  the  secret  of  success  in  fill- 


ing operations  is  in  properly  preparing 
the  cavity  and  properly  adapting  the  ma- 
terial to  the  cavity  walls.  I  believe  the 
greatest  number  of  failures  are  caused 
by  improper  marginal  preparation.  The 
peripheral  surface,  for  instance,  and  the 
marginal  enamel  edge  should  be  bur- 
nished and  polished  before  filling.  Only 
a  few  years  ago  I  observed  this.  In  the 
case  of  an  approximal  cavity  I  remove 
the  decayed  tissue,  and  then  with  a  bur- 
nisher I  break  down  the  fragile  edge  all 
around  the  marginal  surface,  then  polish 
well  with  fine  paper  disks.  This  edge 
sometimes  looks  to  be  perfectly  sound; 
but  in  burnishing  it  I  find  I  have  broken 
down  quite  a  lot  of  soft,  brittle  enamel. 
Then  I  take  a  fine  disk  and  run  over  the 
margin  to  make  it  smooth.  I  find  when 
I  do  this  and  fill  against  the  margins 
with  non-cohesive  gold  and  condense  it 
thoroughly,  that  the  result  is  a  success- 
ful filling. 

The  secretary.  Dr.  Geo.  E.  Hunt,  hav- 
ing been  called  to  the  chair,  Dr.  C.  N". 
Johnson,  chairman  of  the  section,  spoke 
as  follows : 

Dr.  C.  N.  Johnson^  Chicago,  111.  I 
had  not  expected  to  take  part  in  the 
discussions  of  this  section,  but  I  am  so 
impressed  with  the  purport  of  this  paper 
that  I  beg  the  privilege  of  saying  a  few 
words.  We  have  heard  from  this  gentle- 
man and  that  gentleman  about  fillings — 
that  one  lasted  so  many  years,  and  an- 
other lasted  so  many  years.  We  have 
heard  this  method  and  that  method  de- 
scribed and  commended  or  condemned  as 
the  case  may  be. 

Now  I  think  that  success  in  operative 
dentistry,  or  in  dentistry  generally,  de- 
pends upon  many  factors.  It  is  not  the 
material  alone,  it  is  not  the  method 
alone ;  it  is,  most  of  all,  the  man  himself. 
Let  us  take  a  certain  operation — one  of 
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these  operations  we  have  been  speaking 
about — filling  a  cavity  in  a  decayed  tooth. 
Success  depends  not  alone  upon  the  prep- 
aration of  the  cavity;  but,  first  of  all, 
upon  a  thorough  study  of  the  conditions 
and  of  the  causes  of  that  decay  in  the 
first  instance.  -  It  depends  upon  the 
recognition  of  the  principles  involved  in 
the  methods  of  decay.  I  was  immensely 
pleased  yesterday  afternoon  with  the  dis- 
cussion of  this  subject  on  Dr.  Miller^s 
paper.  All  these  things  which  seem  to  be 
abstruse  and  scientific  are  practical  when 
they  are  applied  properly.  It  depends 
upon  a  study  of  the  environment  of  the 
case,  the  condition  not  only  of  that  cav- 
ity but  of  that  tooth;  not  only  of  that 
tooth  but  the  other  teeth  in  that  imme- 
diate neighborhood;  not  only  upon  the 
teeth  but  the  gum  tissue  surrounding  the 
parts ;  not  only  that  but  the  condition  of 
the  saliva;  not  only  that  but  the  consti- 
tutional diathesis. 

All  these  things  enter  as  factors  in  this 
question  before  we  ever  touch  an  instru- 
ment in  the  ease  at  all.  Then  after  all 
that,  it  depends  upon  the  preparation  of 
the  cavity — the  placing  and  proper  con- 
densation of  the  filling  material;  the  in- 
tegrity of  the  mass  itself;  the  proper 
finishing  of  the  filling;  and  then,  more 
than  anything  else,  as  I  see  it,  upon 
proper  instruction  to  the  patient  to  main- 
tain that  tooth  in  a  hygienic  condition 
afterwards.  In  other  words,  success  in 
dentistry  means  taking  the  patient's  case 
into  our  own  hands  so  far  as  we  can 
influence  that  patient  and  recognize  the 
conditions  present,  and  then  so  change 
the  conditions  that  the  mouth  is  rendered 
immune  instead  of  being  susceptible  to 
disease.  That,  I  take  it,  is  success  in  den- 
tistry. 

It  gives  me  the  greatest  satisfaction 
to  hear  these  testimonies  from  these  old 


gray-haired  men  who  have  borne  the 
brunt  of  the  development  of  this  profes- 
sion of  ours  and  who  have  done  service 
for  humanity  these  many  years.  I  would 
like  to  know  what  other  profession  gives 
to  humanity  the  same  definite  and  prac- 
tical benefit  for  the  same  compensation 
as  does  the  profession  of  dentistry.  I  do 
not  know  of  any  other. 

I  may  be  pardoned  for  mentioning 
one  case  in  regard  to  the  efficacy  of  dental 
operations  properly  performed.  This  has 
no  personal  application;  I  have  men- 
tioned it  in  public  before,  but  I  am  so 
proud  of  it  coming  from  the  profession 
that  I  mention  it  every  time  I  get  an  op- 
portunity. I  had  in  my  chair  some  years 
ago  an  old  lady  more  than  eighty  years 
of  age.  She  pointed  to  a  gold  filling  in  an 
upper  left  lateral  incisor,  and  said,  "Doc- 
tor, there  is  a  history  to  that  filling.  That 
filling  was  placed  in  there  before  I  was 
twenty  years  of  age."  That  filling  had 
done  service  for  that  good  old  mother  of 
Israel  for  more  than  sixty  years.  What 
an  accomplishment  that  was !  The  dear 
old  soul  had  even  forgotten  the  name  of 
the  man  who  placed  it  there;  she  remem- 
bered the  circumstance  of  the  filling 
being  inserted,  but  had  forgotten  his 
name.  But  that  made  no  difference;  I 
metaphorically  took  off  my  hat  and  bowed 
my  brow  to  the  memory  of  the  man  who 
could  do  that  kind  of  work;  and  that 
work  was  accomplished  upon  the  same 
principles  that  you  and  I  try  to  do  good 
work  today.  Those  principles  are  in- 
volved in  close  application  to  the  case  in 
hand — concentration  of  energy  in  our 
work  day  by  day,  and  above  all,  enthu- 
siastic endeavor  to  practice  dentistry  to 
the  highest  possibilities  of  a  very  high 
art.  I  hope  that  the  younger  members 
of  the  profession  will  take  a  lesson  from 
the  older  men.     That  is   one  reason  I 
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never  fail  to  introduce  an  old  practi- 
tioner, if  I  can,  to  the  coming  generation 
of  dentists.  I  hope  they  will  take  a  lesson 
and  go  into  their  work  with  the  same 
enthusiasm  and  the  same  earnest  appli- 
cation, and  follow  it  out  to  the  same 
success  that  these  older  men  have;  and 
with  our  increased  numbers  today,  with 
the  widening  out  of  the  profession,  we 
can  accomplish  something  for  dentistry 
and  for  humanity — something  that  will 
leave  its  stamp  upon  the  community  to 
the  effect  that  dentistry  is  something 
more  than  a  mere  trade. 

Dr.  Johnson  then  resumed  the  chair. 

Dr.  J.  A.  Todd,  St.  Louis,  Mo.  Dr. 
Johnson  has  told  all  I  want  to  say.  I 
want  simply  to  confirm  in  his  speech  the 
keynote  of  the  whole  situation;  that  is, 
the  care  that  the  patient  gives  the  work. 
One  of  my  patients  has  in  her  mouth 
seven  fillings  put  in  thirty-one  years  ago, 
six  made  with  cohesive  gold  and  one 
with  amalgam  as  black  as  your  hat — all 
in  perfect  condition.  She  is  fifty-one 
years  of  age,  and  every  one  of  her  teeth 
is  perfect;  not  a  single  tooth  in  her 
mouth  missing  or  in  any  wise  defective, 
that  is,  outside  of  these  gold,  and  amal- 
gam fillings.  But  she  has  religiously 
taken  care  of  her  teeth,  and  if  she  lives 
to  be  a  hundred  years  old  and  keeps  her 
present  mental  strength  she  will  have 
need  of  no  more  fillings. 

Dr.  B.  Q.  Stevens,  Hannibal,  Mo.  I 
would  not  like  to  let  this  opportunity 
pass  without  saying  a  word,  as  I  see  Dr. 
Palmer  and  Dr.  Stockton  present,  and 
when  I  think  of  Drs.  Taft,  Eames,  and 
Patrick,  who  have  passed  away,  I  feel 
proud  of  them  and  call  them  my  edu- 
cators. It  will  be  forty-five  years  the 
twenty-second  of  this  month  (Septem- 
ber) since  I  became  a  student  of  dentis- 
try, and  I  have  been  a  pretty  careful 


watcher  of  my  work.  I  believe  I  pur- 
chased one  of  the  first  diagram  books  ever 
published,  that  of  Dr.  Allport,  issued  in 
1865,  and  I  have  a  record  of  my  prac- 
tice. 

We  had  no  cohesive  gold,  so  my  prac- 
tice up  to  this  time  was  with  soft  gold. 
I  could  fill  a  cavity  with  soft  gold  that 
would  stay  in  all  right,  but  it  did  not 
look  well,  as  I  could  not  get  it  full 
enough.  Then  cohesive  gold  was  intro- 
duced and  I  could  make  a  beautiful  fill- 
ing, but  I  found  it  soon  tumbled  out. 
Then  I  put  them  both  together  and  I 
could  make  a  durable  filling  and  one  that 
looked  respectable.  In  large  cavities  I 
always  use  soft  gold,  tin  foil,  or  amalgam 
for  the  first  half  of  my  filling,  then  finish 
with  cohesive  gold. 

I  don't  think  gold  is  always  the  best 
material  to  use.  We  have  many  com- 
positions now  that  will  save  the  teeth  if 
you  will  remove  all  decomposed  mate- 
rial from  the  cavity  and  adapt  the  filling 
well  to  the  walls.  Amalgam  should  be 
rubbed  in,  and  when  the  cavity  is  half 
full  forced  against  the  walls  with  a  piece 
of  cotton  or  bibulous  paper.  The  ce- 
ments should  be  given  time  to  adhere 
while  soft.  The  cavity  should  be  dry  for 
cements,  but  it  is  immaterial  with  amal- 
gam. 

And  finally  I  want  to  impress  upon  the 
minds  of  our  young  men  that  it  is  not 
the  filling  material  that  saves  the  tooth, 
but  the  judgment  one  uses  in  select- 
ing the  material,  and  the  man  that  in- 
serts it. 

Dr.  W.  J.  Taylor,  Sacramento,  Cal. 
The  title  of  the  paper,  "Success  and 
Failure  in  Dentistry,"  I  believe,  can 
be  summed  up  on  the  one  side  by  cer- 
tain remarks,  and  on  the  other  by  re- 
marks diametrically  opposed.  I  think 
the  successes  in  operative  dentistry  can 
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be  siiniined  up  as  follows:  First,  in 
proper  preparation  of  the  mouth  and  the 
oral  tissues  before  operating  upon  any 
particular  tooth.  Second,  the  obtaining 
of  proper  separation  before  attempting 
to  put  in  the  filling.  Third,  the  proper 
preparation  of  the  cavity  for  the  intro- 
duction of  such  filling  as  may  be  selected. 
Fourth,  the  proper  introduction  of  the 
filling  material  selected.  Fifth,  the 
proper  occlusion  of  the  filling  after  its 
insertion.  Sixth,  the  best  finish  that  it 
is  possible  to  give  any  particular  mate- 
rial which  is  used  for  the  filling.  I  don't 
believe  one  can  finish  or  polish  any  filling 
too  much;  we  all  know  that  the  debris 
of  the  mouth  will  glide  more  easily 
over  a  smooth  surface  than  over  a  rough 
one.  Seventh,  keeping  the  mouth  in  a 
hygienic  condition  after  the  introduction 
of  the  filling.  All  of  the  foregoing  to  be 
successful  must  be  backed  up  by  the  en- 
thusiasm and  the  conscience  of  the  in- 
dividual operator,  irrespective  of  the 
person  for  whom  the  operation  is  per- 
formed and  irrespective  of  the  fee  which 
is  charged.  If  we  cannot  do  the  work  so 
that  we  have  a  self-consciousness  that  the 
work  has  been  done  to  the  best  of  our 
ability,  I  believe  it  is  better  for  us  not  to 
do  it  and  to  send  the  patient  to  some 
other  operator. 

Dr.  C.  L.  Boyd,  Montgomery,  Ala. 
There  is  one  point  in  connection  with 
this  matter  of  success  or  failure  in  dental 
operations  that  I  believe  has  not  been 
touched  on,  that  is  the  handling  of  the 
patient.  Now  I  have  seen  defective  fill- 
ings inserted  by  operators  who  as  a  rule 
do  excellent  work,  and  it  was  because  in 
those  cases  they  were  unable  to  properly 
manipulate  the  filling  materials,  owing 
to  the  fact  that  they  could  not  control 
the  patients.  That  is  one  point;  but 
there  is  another  and  a  very  important 


one  that  I  likewise  would  call  to  your  at- 
tention, namely,  the  adaptation  of  the 
material,  half  way,  we  will  say,  from 
the  cervical  to  the  grinding  surface,  at 
the  margins,  or  just  under  the  margins, 
a  point  along  which  we  want  to  anchor 
the  material  which  is  being  used.  I  have 
seen  failures  at  these  points,  or  leaks, 
whereas  at  other  points,  at  the  cervical 
margin  and  at  the  grinding  surface,  and 
at  all  other  points,  the  fillings  were  en- 
tirely good,  no  discoloration  at  all.  Now 
my  idea  is  that  we  all  at  times  fail  to 
adapt  the  material  closely  to  the  margins 
at  these  points,  whereas  at  the  cervical 
margin  and  at  the  finishing  up  of  the 
grinding  surface  we  adapt  it  very  much 
more  perfectly,  and  therefore  get  better 
results.  I  think  that  many  operators 
lose  fillings  more  from  leaks  half 
way  from  the  cervical  margin  to  the 
grinding  surface  than  from  defects  in 
their  fillings  at  the  cervical  margins. 
Success,  gentlemen,  depends  largely,  too, 
on  an  intelligent  and  proper  care  of  the 
teeth  and  gums  by  the  recipient. 

Dr.  W.  Kassab,  Chester,  Pa.  Aite^ 
listening  to  the  essay  and  the  discussion, 
and  later  to  the  discussion  by  Dr.  John- 
son where  he  asks  the  younger  men  to 
take  lessons  from  the  older  ones,  it 
brought  to  me  the  thought  of  my  own 
work  and  the  question  whether  it  is  going 
to  stand  the  test  of  thirty  years  or  not. 
I  have  to  confess  that  I  do  not  expect 
some  of  my  fillings  to  last  thirty  years. 
I  expect  some  of  them  to  last  that  long — 
some  amalgam  and  some  gold — ^but  some 
I  do  not  expect  to  last  that  long;  and 
the  question  comes  to  me  now,  Is  it  be- 
cause I  am  doing  inferior  work,  or  is  it 
because  I  do  not  work  upon  the  same 
principles  that  these  older  men  do,  or  is 
the  percentage  of  their  fillings  which 
lasted  that  long  greater  than  mine  ?  That 


SECTION    VLl 


OPERATIVE    UENTISTltY. 


99 


is  one  thing  1  would  like  to  settle  with  my 
conscience.  Some  of  these  fillings  put 
in  thirty  and  thirty-five  years  ago  have 
lasted  all  this  time,  but  how  many  ?  Then 
again,  we  seem  to  consider  every  method 
that  we  use  in  every  aspect  except  that 
of  regard  for  the  feelings  of  our  patients. 
With  some  patients  we  can  do  work  that 
will  last  thirty  to  sixty  years ;  with  others 
we  cannot.  Some  patients  will  allow  us 
to  go  on  and  do  the  work  in  that  careful 
and  thorough  manner  which  is  so  neces- 
sary to  insure  success;  while  other  pa- 
tients will  not,  on  account  of  their  sensi- 
tiveness to  pain  or  some  other  reason — 
simply  will  not  permit  us  to  do  work  that 
will  last  more  than  a  few  years  at  best. 

Dr.  H.  L.  Ambler,  Cleveland,  Ohio. 
Upstairs  in  this  building,  in  the  educa- 
tional department,  in  a  case,  may  be  seen 
a  human  tooth  which  has  three  fillings 
in  it  made  of  tin  foil,  and  the  tooth  was 
worn  in  the  mouth  for  thirty  years  and 
there  is  no  decay  around  the  tin  filling. 
A  gentleman  who  is  sitting  on  the  stage 
at  this  moment  showed  me  a  few  years 
ago  a  tin  filling  which  had  done  good 
service  in  the  mouth  for  forty  years.  Dr. 
E.  A.  Bogue  of  New  York,  to  whom  the 
president  so  kindly  and  feelingly  referred 
two  days  since,  gave  me  a  record  of  a 
well-authenticated  case  of  a  tooth  that 
had  been  filled  sixty  years  with  tin  foil 
and  worn  in  the  mouth  and  had  no  caries 
around  the  filling. 

Dr.  George  E.  Daniels,  San  Fran- 
cisco, Cal.  We  have  all  been  discussing 
methods  and  materials,  but  it  seems  to 
me  there  is  one  important  phase  of  the 
subject  which  we  have  failed  to  recog- 
nize. We  oftentimes  use  our  utmost  skill 
and  ability,  use  the  very  best  material 
which  in  our  judgment  will  save  the 
teeth,  but  we  do  not  have  the  full  co- 
operation of  the  patient.    We  lose  sight 


of  the  fact  that  we  must  have  his  co- 
operation. Many  patients  will  hinder 
us ;  they  are  timid,  they  are  afraid ;  they 
perhaps  do  not  have  enough  confidence 
in  our  ability  to  perform  that  particular 
operation,  or  in  some  way  they  impede 
our  progress  and  thereby  render  that 
operation  a  failure. 

Dr.  S.  MoYER,  Gait,  Ont.  Someone 
has  said,  "Success  in  life  means  to  do 
one's  best."  I  believe  that  applies  espe- 
cially to  the  practice  of  dentistry;  and  in 
order  to  do  one's  best  in  dentistry  three 
things  are  necessary:  First,  education; 
by  that  I  mean  dental  education  and  all 
the  other  education  that  we  can  get. 
That  education  will  come  in  various  ways 
— by  reading,  reflection,  and  discussion, 
and  all  those  many  ways  that  you  know 
of.  Second,  manipulative  skill;  and 
third,  conscience.  Now  veith  those  three 
equipments,  education,  skill,  and  con- 
science, a  man  will  be  a  success;  that  is, 
he  will  do  his  best.  One  cannot  do  his 
best  without  intelligence,  education,  and 
manipulative  skill ;  and  lastly,  the  opera- 
tor must  be  a  conscientious  man.  At 
some  time  or  other  I  have  failed  in  each 
one  of  these  three ;  sometimes  from  a  lack 
of  conscience,  or  at  any  rate  a  want  of 
sufficient  care.  I  believe  these  old  gentle- 
men we  have  heard  from  today  have 
achieved  their  success  because  of  a  good 
education  combined  with  manipulative 
skill,  and  a  conscience  back  of  it  all 
which  urged  them  on  to  do  their  very 
best. 

Dr.  Whitney.  Excuse  me  for  making 
one  more  remark.  The  gentlemen  here 
from  California  may  remember  a  paper 
read  before  the  State  Dental  Association 
on  the  subject  of  "Gold  vs.  Amalgam," 
in  which  it  was  stated  that  having  placed 
my  ledger  and  record  books  into  the 
hands    of    a    bookkeeper,    the    personal 
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equation  might  be  eliminated.  He  was 
asked  to  take  at  random  the  names  of 
twenty-one  persons  who  had  been  under 
my  care  so  far  as  I  knew  for  twenty-one 
consecutive  years,  and  follow  each  filling 
through  the  whole  term  of  years  and  give 
me  the  result.  After  the  conclusion  of 
his  labors  he  stated  that  not  more  than 
five  per  cent,  of  gold  fillings  had  failed 
and  been  replaced  within  the  twenty-one 
years. 

Dr.  Stockton.  Dr.  Whitney  has  hit 
the  nail  on  the  head;  so  did  the  gentle- 
man who  spoke  a  moment  ago ;  it  is  the 
environment  of  the  filling  that  very 
largely  has  to  do  with  success.  Just  take 
an  instance  in  the  practice  of  old  Dr. 
Waters  of  Boston.  A  young  man  asked 
him  to  examine  his  teeth;  he  did  so,  and 
made  this  remark,  "Your  teeth  are  not 
fit  to  be  touched  with  a  pair  of  tongs," 
and  dismissed  him.  A  few  years  after 
that,  a  gentleman  presented  himself  to 
Dr.  Waters  to  have  his  teeth  examined. 
The  doctor  carefully  examined  them. 
Said  he,  "There  is  nothing  the  matter 
with  your  teeth;  they  are  the  finest  set 
of  teeth  I  ever  saw,  and  in  the  most  per- 
fect condition.  The  care  you  have  given 
to  your  teeth  is  simply  marvelous;  I 
never  saw  such  a  fine  set."  "You  think 
you  never  saw  my  teeth  before?"  "No, 
sir;  I  never  saw  your  teeth  before."  "Are 
you  sure,  doctor,  that  you  never  did?" 
"Yes,  I  am  very  sure  I  never  saw  your 
teeth  before,  nor  have  I  ever  seen  so  fine 
a  set  of  teeth."  Then  the  gentleman  re- 
called the  instance  of  a  few  years  before 
"when  you  said  to  me  that  my  teeth  were 
not  fit  to  be  touched  with  a  pair  of 
tongs."  That  was  a  lesson  for  me,  and  I 
have  never  forgotten  it.  It  is  very 
largely  the  environment  which  affects  the 
teeth  one  way  or  the  other.  Fillings  will 
come  out,  and  is  it  a  wonder,  considering 


the  lack  of  proper  care  on  the  part  of 
patients?  Is  there  anything  more  per- 
fectly shaped  than  the  teeth  to  avoid  de- 
cay and  destruction  ?  Yet  they  do  decay, 
and  largely  because  of  the  lack  of  proper 
care.  And  I  say  to  my  patients  some- 
times when  they  come  back — and  I  speak 
rather  unkindly  perhaps — '^hy  don't 
you  complain  of  the  Creator  who  made 
them  ?  I  did  the  best  I  could,  but  I  only 
patched  it,  and  if  you  had  taken  half  the 
care  that  you  should  of  the  work  that  I 
did,  or  the  work  that  your  Creator  did 
for  you,  your  teeth  would  have  been 
saved."  Let  us  impress  upon  our  patients- 
that  the  great  point  in  saving  the  teeth 
is  to  keep  the  teeth  in  proper  condition 
after  they  are  filled.  Tell  them  they  had 
better  go  out  and  throw  their  money  into 
the  river  or  into  the  street,  unless  they 
make  up  their  minds  to  take  care  of  their 
teeth,  for  otherwise  the  fillings  will  be  a 
failure. 

The  Chairman.  Now,  ladies  and  gen- 
tlemen, Dr.  Palmer  has  consented  to  say 
a  few  words  to  you — Dr.  CorydonPalmery 
one  of  the  patriarchs  of  the  profession. 
(Applause.) 

Dr.  CoRYDON  Palmer,  Warren,  Ohio. 
This  subject  is  the  one  I  feel  most  inter- 
est in,  and  always  have ;  I  consider  it  the 
vital  principle  in  our  profession.  I  want 
to  say  to  you  that  I  have  been  around 
and  looked  carefully  over  everything — 
looked  carefully  at  the  clinics  and  espe- 
cially at  the  making  of  gold  fillings ;  and 
according  to  my  long  experience  and  ob- 
servation and  what  I  have  tried  some- 
times to  teach,  I  found  that  there  ought 
to  be  a  reform  in  the  manner  of  intro- 
ducing gold  into  the  teeth,  especially  the 
incisor  teeth.  I  saw  the  clinicians  intro- 
ducing the  gold  with  a  single  round 
point — a  straight  instrument — working^ 
in  one  direction  only  and  without  making 
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any  lateral  condensation  against  the  sides 
of  the  cavity,  proceeding  in  that  manner 
to  build  up  a  tooth  and  perhaps  the 
broken-off  corner  of  an  incisor.  I  have 
been  accused  sometimes  of  being  dog- 
matic, but  I  am  going  to  try  the  other 
way  this  time  and  say  in  all  kindness 
that  I  wish  operators  would  get  in  the 
way  of  employing  properly  shaped  instru- 
ments to  introduce  the  gold,  so  as  to  make 
it  possible  to  shift  the  instrument  to  one 
angle  and  to  the  other  of  the  cavity,  and 
carry  the  gold  into  the  undercuts  and 
against  the  labial  thin  wall  where  it  is 
liable  to  show  and  be  defective.  Do  the 
work  carefully,  and  do  not  operate  with 
an  instrument  that  is  seven  inches  long, 
nor  stand  off  from  the  work  and  have 
somebody  to  mallet  the  gold  who  does 
not  see  or  understand  the  technique  of 
the  work.  I  want  to  ask  you  to  get  into 
the  habit  of  shifting  the  instruments 
across  the  cavity,  carrying  the  gold  into 
the  angles  and  against  the  under  side  of 
the  labial  wall.  Fine  instruments  with 
which  to  condense  the  gold  laterally 
should  be  used.  Do  not  fill  beyond  the 
cervical  border  before  it  has  been  prop- 
erly finished,  so  that  it  will  not  require 
any  further  treatment  after  the  packing 
is  completed.  Gold  is  not  well  condensed 
by  just  carrying  it  in  one  direction  with 
the  instrument;  it  must  be  condensed 
laterally  as  well  as  vertically.  I  do  every- 
thing myself,  with  the  mallet  in  my  own 
hands — always  have — and  I  use  short  in- 
struments, so  that  I  can  see  what  I  am 
doing,  and  endeavor  to  do  a  fine  thing 
like  an  artist  ought.  Do  not  get  into  the 
way  of  putting  all  this  mess  of  stuff  in 
a  cavity — cement  or  tin  foil  at  the  bot- 
tom, and  then  non-cohesive  gold  on  top 
of  that,  and  then  cohesive  gold.  They  do 
not  make  good  operations.  If  non-^cohe- 
sive  gold  is  used  to  begin  the  filling  with- 


out being  careful  to  properly  condense  it, 
and  then  cohesive  gold  is  adapted  on  top 
of  it,  it  will  not  result  in  a  good  piece  of 
work,  as  such  a  foundation  is  not  a  safe 
one. 

Now,  I  would  like  you  to  make  a 
good,  clean  foundation;  begin  with  your 
cohesive  gold — not  necessarily  the  most 
cohesive  kind,  that  will  harden  too 
quickly;  get  the  filling  started  so  it  will 
not  move,  and  then  lay  the  gold  across 
the  cervical  border,  for  there  is  where 
the  failure  occurs.  Burnish  the  gold 
against  the  cervical  wall,  and  instead  of 
working  in  one  direction  only  use  instru- 
ments with  which  it  will  be  possible  to 
apply  the  condensing  force  in  all  direc- 
tions. Lay  the  pieces  on  with  a  flat, 
serrated  instrument,  for  that  will  make 
a  smoother  and  handsomer  finish  than 
by  trying  to  complete  the  filling  with  a 
straight  point  on  the  automatic  mallet. 
I  never  put  a  machine  on  a  tooth  in  my 
life;  I  never  had  such  a  thing  by  me — 
never  did.  The  operations  and  fillings 
that  I  have  seen  made  here  look  well; 
they  finish  up  to  look  well.  They  spent 
a  good  deal  of  time  with  those  little 
disks  smoothing  them  up,  but  they  could 
do  better  if  they  would  work  in  the  way 
that  I  speak  of.     (Applause.) 

The  Chairman.  I  want  to  find  out 
how  long  Dr.  Palmer  has  been  in  the 
practice  of  dentistry.  How  long  have 
you  practiced,  doctor? 

Dr.  Palmer.    Since  1839. 

The  CHAiRMAiSr.  I  beg  the  audience 
to  rise  to  their  feet  before  we  adjourn, 
as  a  token  of  respect  to  this  aged  practi- 
tioner. 

The  entire  audience  then  rose  with  ap- 
plause, to  which  Dr.  Palmer  responded 
with  a  bow  and  "I  thank  you." 

The  session  was  then  adjourned  until 
Friday,  September  2d,  at  2.30  p.m. 
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FIFTH   DAY— Friday,  September  2d. 


The  seotion  was  called  to  order  at  2.30 
P.M.  by  the  chairman^  Dr.  Johnson.  The 
first  order  of  business  was  the  reading  of 
a  paper  entitled  "Use  of  the  Matrix  for 


Tooth-Restoration,"  by  Garrett  New- 
kirk,  M.D.,  D.D.S.,  Los  Angeles,  Cali- 
fornia. 

The  paper  was  as  follows: 


Use  of  the  Matrix  for  Tooth-Restoration. 

By  GARRETT  NEWKIRK,  D.D.S,,  Los  Angeles,  Cal. 


We  talk  too  much  and  too  indiscrimi- 
nately to  our  patients  and  to  students 
about  filling  teeth.  Instead  of  filling,  a 
part  of  the  English-speaking  race  employ 
the  term  stopping. 

The  road-mender  fills  up  holes  with 
broken  stone.  The  baker  fills  a  crust 
with  apples,  pumpkin,  or  cherries,  and 
after  annealing  calls  the  product  pie. 
The  apothecary  fills  a  bottle  with  a  liquid 
invention  of  Satan,  and  stops  it  with  a 
cork.  A  railroad  gang  fills  the  approach 
to  a  bridge  where  the  hold-up  gang  may 
later  stop  a  train. 

It  might  be  well  if  we  could  fill  our 
minds  with  correct  ideas,  and  stop  the 
abuse  of  terms  in  dentistry.  We  all 
know  that  many  things  we  say  are  ety- 
mologically  if  not  logically  absurd,  but 
we  go  on  repeating  them,  and  shall  no 
doubt  to  the  end  of  our  chapter. 


We  say  we  fill  a  tooth.  Do  we?  Cer- 
tainly in  a  sense  we  fill  simple  cavities. 
In  a  sense  we  stop  them  from  the  ingress 
of  air  and  fluids.  But  suppose  that  the 
cavity  is  not  simple.  There  is  not  a  hole 
merely,  but  an  extensive  breaking  down. 
Suppose  a  cyclone  strikes  a  house  or  a 
shell  explodes  therein,  knocking  out  one 
end.  Suppose  that  in  Africa  half  a 
house  is  honeycombed  by  the  insidious 
white  ant.  There  is  not  merely  a  broken 
window  or  a  hole  in  the  wall.  In  either 
case,  the  house  is  in  part  a  ruin.  The 
hole  could  be  filled  or  stopped,  but  the 
broken-down  house  would  have  to  be  re- 
built— restored. 

That  is  what  we  are  called  upon  to  do 
continually — to  build  up  and  to  restore, 
not  of  the  same  materials  but  a  substi- 
tute. The  comparison  fails  in  this,  how- 
ever, that  the  house,  new  or  old,  is  hollow, 
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while  our  building  is  quite  solid;  it  is 
more  like  the  restoration  of  a  broken 
monument  of  cement  and  stone,  badly 
shaken  by  an  earthquake. 

The  tooth  is  not  a  hollow  thing  like  a 
glass  jar  which  the  mother  fills  with  jam 
whereby  to  test  the  honesty  and  self- 
restraint  of  her  small  boy.  No,  indeed. 
It  is  a  piece  of  masonry,  broken  down, 
whereto  we  add,  if  the  foundation  be 
sufficient,  that  which  shall  keep  it  in  per- 
petuity, so  we  hope,  during  the  lifetime 
of  its  owner. 

The  restoration  of  these  broken  monu- 
ments is  no  simple  problem.  The  longer 
we  are  engaged  in  the  work,  the  more  we 
realize  the  fact.  It  involves  a  careful 
and  continuous  study  of  curved  lined. 
None  of  the  monumental  forms  are  square 
or  rectangular.  They  possess  no  straight 
lines  and  no  plane  surfaces.  For  every 
thirty-two  there  are  sixteen  forms.  But 
the  forms  on  separate  sides  are  not  al- 
ways duplicated,  and  they  are  always  re- 
versed in  position,  making  different 
studies  for  the  workman.  But  more  than 
this,  you  may  ohserve  and  study  ten 
thousand  sets  of  those  dental  forms ;  they 
will  be  divisible  into  types  and  classes, 
but  no  two  sets  will  be  alike.  To  all 
general  rules  there  are  numerous  excep- 
tions. 

Our  problem,  be  it  remembered,  is  not 
alone  the  restoration  of  a  form.  It  is  nor 
limited  to  a  study  of  the  one  broken 
building.  Each  body  of  ivory  and  bone 
stands  in  immediate  relationship  with 
two  others;  except  that  the  monuments 
to  wisdom  have  but  one.  Those  stand 
at  the  end  of  each  row,  often  inclined 
like  the  leaning  tower  of  Pisa,  but  not 
so  tall.  This  relationship  of  the  monu- 
ments one  to  another  is  of  great  impor- 
tance. They  were  not  built  originally  for 
commemoration.      They    were    not    in- 


scribed, but  are  often  defaced.  They  are 
commemorative  in  a  sense,  and  they  may 
be  ornamental,  but  their  chief  reason  of 
being  is  for  use.  In  this  use  and  service 
they  act  not  independently,  but  together. 

In  each  restoration  that  we  undertake 
we  have  to  consider,  first,  a  firm  founda- 
tion, a  good  dovetailing  of  the  part  we 
add ;  second,  a  touching  surface  with  the 
next  building  near  the  roof,  so  that  the 
watershed  is  lateral,  not  between;  third, 
a  free  ground  space  for  gums,  not  vege- 
tation. 

Dropping  metaphors,  we  will  now 
speak  of  teeth  as  teeth.  Each  one  has 
not  only  the  double  contact  noted  with 
its  fellows  of  the  same  row,  but  a  double 
relationship  in  normal  articulation  with 
those  opposite,  above  or  below.  The 
point  of  approximal  contact  must  be  as 
a  rule  close  and  snug,  only  that  a  piece 
of  silk  floss  will  pass  by  the  natural 
separation  of  the  teeth  under  moderate 
pressure.  This  ideal  condition  is  reached 
by  slight  over-building,  careful  experi- 
ment in  finishing,  and  determined  usu- 
ally by  an  audible  click  when  the  thread 
passes  the  contact  point.  As  a  general 
rule,  not  always,  the  value  of  our  build- 
ing is  conserved  by  a  restoration  of  the 
original  form  of  the  tooth.  But  there 
are  exceptions,  where  previous  losses  and 
abnormal  spaces  require  variation,  more 
or  less.  It  is  a  question  of  conditions  in 
the  individual  case  and  of  forces  present. 
There  are  mouths  wherein  irregularities 
— some  by  inheritance,  some  by  accident, 
others  by  bad  dental  practice — have  so 
disturbed  relations  that  special  and  un- 
usual forms  of  building  are  required  to 
secure  the  best  results. 

I  am  now  to  consider  briefly  the  use  of 
the  matrix  for  tooth-restoration,  accord- 
ing to  the  principle  above  stated. 

What  is  the  dental  matrix?     Essen- 
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tially,  a  temporary  wall  placed  for  the 
support  of  building  material  that  is  more 
or  less  soft  or  yielding.  The  builder  of 
a  concrete  walk  or  wall  uses  boards  to 
hold  his  material  in  form  till  it  hardens. 

The  office  of  the  matrix  is  threefold : 

First,  to  serve  as  a  wall  of  resistance, 
so  that  under  pressure  the  building  ma- 
terial may  be  thoroughly  condensed  and 
joined  to  the  tooth. 

Second,  to  give  the  general  shape  of 
restoration,  with  an  excess  of  material — 
for  the  final  form  must  be  given  in  the 
later  finishing.  It  is  only  in  a  general 
way,  approximately,  that  the  concavity 
of  the  matrix  can  represent  the  convexity 
of  the  completed  part. 

Third,  for  all  plastic  materials  that  re- 
quire more  or  less  time  to  grow  hard,  the 
matrix  is  kept  in  position  till  the  new 
body  can  stand  alone  without  danger  of 
breakage. 

MATERIALS  AND  FORMS   OF  THE   MATRIX. 

The  ideal  material  is  that  combining 
the  most  strength  with  thinness  and 
spring  temper.  It  is  now  the  consensus 
of  opinion  that  no  other  material  pos- 
sesses so  many  excellences  as  rolled  or 
hammered  steel.  Eolled  or  sheet  steel, 
cut  into  ribbons,  is  best  adapted  to  gen- 
eral use,  being  uniform  in  thickness  and 
convenient.  Tinned  copper  or  German 
silver,  rolled  thin,  are  practicable  mate- 
rials for  band  matrices,  being  easily 
measured  and  soldered  to  fit  special  cases ; 
for  example,  where  the  greater  part  of  a 
molar  or  bicuspid  crown  is  to  be  built  up 
with  amalgam,  and  wherever  it  is  neces- 
sary to  have  the  whole  base  encircled. 
In  such  cases  it  is  not  possible  to  get  the 
best  adaptation  of  the  supporting  wall 
without  making  a  matrix  for  the  one  in 
hand. 


For  the  restorations  we  are  most  com- 
monly called  upon  to  make,  namely, 
the  whole  of  an  approximating  wall  with 
more  or  less  of  the  occlusal,  I  do  not  con- 
sider the  band  matrix  an  ideal  form.  It 
is  better  than  none,  as  "hand-me-downs" 
are  better  than  no  clothes  at  all,  but  not 
of  the  highest  type.  The  ready-made 
band  which  passes  all  about  the  crown  of 
a  tooth  is  essentially  the  section  of  a  cyl- 
inder. True,  it  may  be  sprung  this  way 
or  that  to  change  its  diameters,  but  the 
circumference  of  its  openings  remains 
practically  the  same.  A  tooth-form  has 
no  relation  to  it,  and  we  are  trying  to  re- 
store tooth  forms,  not  those  of  washtubs 
or  tin  cans. 

Nearly  always  a  band  matrix  made  to 
ordfer  for  the  case  in  hand  will  have  its 
basal  circumference  smallest,  and  will 
have  to  be  disjointed  or  cut  for  removal. 
The  body  it  incloses  should  hold  it  fast. 
The  smaller  diameter  cannot  pass  over 
the  greater. 

A  solid  band  matrix  to  be  used  and 
removed  entire  must  be  of  necessity  too 
large  in  its  rootwise  circumference  or  too 
small  at  the  crown.  If  large  enough  to 
provide  for  the  approximal  contact  point, 
it  must  project  far  into  the  interproxi- 
mal space.  There  is  a  gap  left  at  the 
cervical  base  between  the  matrix  and  the 
tooth. 

Theoretically,  we  are  told  that  this 
condition  is  remedied  by  a  wedge  of 
wood,  steel,  or  gutta-percha  at  the  cervical 
margin.  Practically,  it  cannot  be  done 
satisfactorily.  It  is  a  confession  of  un- 
fitness. It  is  what  our  carpenters  call  a 
"Dutchman" — a  wedge  used  to  brace  up 
an  erroneous  gap.  Being  of  Dutch  ex- 
traction myself,  I  may  use  the  illustra- 
tion. 

How  does  it  work?  An  attempt  is 
made  to  force  the  steel  forward  at  the 
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crown  and  backward  at  the  root.  It  re- 
sists at  both  places  and  the  resistance 
reaches  all  around  the  band.  Practi- 
cally, in  the  majority  of  cases,  the  opera- 
tor does  not  attempt  the  wedge.  He 
fills  to  the  matrix  as  it  is;  the  material  is 
projecting  and  ragged  at  the  cervical 
base.  He  tries  to  smooth  it  down  when 
it  is  half  set  after  removing  the  matrix, 
or  he  leaves  it  till  another  time.  Then 
he  tries  to  cut  it  away  with  chisels,  files, 
or  corundum  strips,  lacerating  the  gums 
and  feelings  of  the  patient ;  or  he  forgets 
all  about  it  and  leaves  the  ragged  ledge, 
like  King  Henry's  brow,  "o'erhanging  its 
confounded  base." 

Perhaps  the  most  serious  objection  has 
not  been  clearly  stated.  The  edge  of  the 
matrix,  when  it  is  carried  in  at  the  first, 
should  pass  close  to  the  tooth,  between 
the  tooth  and  the  gum.  It  cannot  be  at 
first  forced  down  midway  upon  the  soft 
tissues  and  afterward  wedged  to  posi- 
tion without  injury.  It  should  go  at  once 
where  it  is  to  stay. 

The  straight  band  matrix,  jointed  with 
screws  and  clamps,  has  an  advantage,  of 
course,  over  the  fixed  form.  But  every 
form  of  band  matrix  has  this  inevitable 
disadvantage.  It  comes  short  of  the  ideal 
in  that  it  requires  for  itself  the  use  of 
a  second  interproximal  space.  This  in- 
volves often  much  difficulty  of  adjust- 
ment, with  annoyance  and  loss  of  time; 
and  it  takes  up  just  so  much  of  space 
which  is  sometimes  precious.  It  is  where 
it  is  not  needed  and  where  it  ought  not 
to  be.  But  it  has  continued  to  go  there 
for  many  years  on  the  plea  of  necessity 
that  the  matrix  must  have  a  rigid  base  of 
support.  This  apparent  necessity  no 
longer  exists. 

There  is  a  man  in  Philadelphia  who 
seems  at  times  to  be  heaven-inspired,  al- 
though he  has  a  hard  name.    It  is  Ivory. 


He  knew  that  a  matrix  ought  to  go  where 
it  was  needed,  not  where  it  was  a  detri- 
ment and  in  the  way.  In  a  dream,  a 
vision  of  the  night,  he  saw  a  marvelous 
instrument,  and  in  his  waking  hours, 
with  any  amount  of  toil,  he  made  his 
dream  come  true. 

I  know  of  no  combination  of  mechani- 
cal principles  in  dental  appliances  that 
appeals  more  to  my  appreciation,  not  ex- 
cepting the  Perry  separator.  By  the 
nicest  adjustment  of  screw,  lever,  spring, 
and  clutch,  in  a  combination  that  it 
seems  to  me  no  other  man  could  have 
imagined,  the  matrix  finds  its  support 
along  the  opposing  inclined  planes  of  the 
tooth  itself.  When  I  discovered  this  in- 
strument less  than  three  years  ago,  I 
cried  Eureka!  And  I  have  been  crying 
it  every  day  since.  I  have  use  for  other 
forms  of  matrices,  occasionally,  but  in 
the  great  majority  of  cases  the  Ivory 
matrix  and  its  holder  are  a  close  ap- 
proach to  perfection. 

A  form  of  matrix  which  I  cannot 
recommend  is  one  widely  advertised — a 
double  matrix,  consisting  practically  of 
two  segments  backed  together  and  used 
for  building  up  two  walls  at  once  in 
separate  teeth.  It  seems  to  me  that  the 
principle  is  wrong — that  one  tooth  should 
first  be  restored  and  finished,  the  other 
at  a  later  sitting.  With  a  quick-setting 
amalgam  or  cement,  if  haste  were  called 
for,  the  second  filling  could  be  inserted 
half  an  hour  later.  But  one  tooth  at  a 
time.  Why?  The  teeth  are  not  immo- 
bile, each  moves  slightly  with  any  exer- 
cise of  force  upon  it.  The  matrix  should 
be  fixed  firmly  to  the  tooth  that  is  being 
operated  upon.  In  the  double  form  it 
is  fixed  to  neither  one  nor  the  other. 
In  the  insertion  of  a  single  filling  the 
material  and  the  tooth  move  together  as 
one  body,  and  the  former  is  in  nowise 
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disturbed.  But  with  two  teeth  at  once, 
each  possessing  independent  motion,  the 
material  will  surely  be  disturbed.  The 
method  is  unscientific.  Aside  from  these 
considerations,  it  is  generally  desirable 
to  wedge  the  teeth  apart  slightly  with 
gutta-percha,  which  is  also  the  temporary 
filling  during  the  interval  between  the 
first  and  second  operations. 

A  valuable  instrument  for  occasional 
use  where  the  application  of  other  forms 
would  be  difficult  or  quite  impossible,  is 
the  "liand"  matrix,  so  called  I  suppose 
because  it  is  connected  with  a  handle  and 
controlled  directly  by  the  hand.  Those 
made  by  myself  I  find  the  most  satis- 
factory. Anybody  can  make  one  easily. 
Take  any  old  instrument  that  has  a  suffi- 
cient body  of  steel  for  the  blade — a 
spatula  or  thick  chisel,  for  example ;  heat 
and  hammer,  heat  and  hammer,  till  you 
get  it  down  thin.  If  you  hammer  enough 
you  will  make  it  tough;  it  will  have  a 
good  spring  and  yet  may  be  bent  to  any 
desired  curve.  Ko  file  should  be  used  on 
it  unless  it  be  one  that  is  fine  and  well 
worn. 

For  use,  with  everything  in  readiness 
for  quick  filling,  the  matrix  blade  is 
placed  in  position  and  held  by  the  left 
hand  of  the  operator.  It  is  seldom  that 
an  assistant  can  manage  it  well.  The 
handle  is  given  a  strong  twist,  so  that 
the  rootward  edge  is  held  firmly  up  to  the 
cervical  margin  of  the  cavity.  The  oppo- 
site edge  is  held  with  equal  firmness 
against  the  crown  of  the  approximating 
tooth.  If  either  or  both  of  the  teeth  are 
at  all  movable  a  considerable  separa- 
tion may  be  obtained  by  this  steady  twist 
of  the  handle.  A  sense  of  firm  resistance, 
too,  will  be  experienced  while  pressing 
the  material  home.  The  separation  ob- 
tained will  be  equal  at  least  to  the  thick- 
ness of  the  blade,  so  that  when  it  is  with- 


drawn there  will  be  the  close  contact  de- 
sired. 

For  restoring  the  disto-ocelusal  walls 
of  a  second  molar  where  it  is  sometimes 
impracticable  to  apply  the  dam,  where 
the  work  were  better  done  quickly,  and 
for  incisors  in  making  large  restorations 
with  cement,  the  hand  matrix  is  a  very 
useful  instrument. 

A    FEW    DETAILS    AS    TO    MANIPULATION. 

Success  with  the  matrix  often  depends 
very  much  on  previous  preparation. 
Deep-seated  cavities  are  frequently  bor- 
dered by  swollen,  sometimes  overhanging 
gums.  It  is  nearly  always  better,  after 
a  free  opening  and  more  or  less  of  prepa- 
ration, to  let  these  carry  a  filling  of 
gutta-percha  for  days  or  even  weeks.  It 
is  not  unusual  with  me  to  have  in  one 
mouth  six  or  eight  of  these  gutta-percha 
filled  cavities  waiting  for  the  matrix  and 
restoration. 

Before  placing  the  matrix  for  an  opera- 
tion, if  there  is  any  doubt  of  its  fitness 
it  should  be  tried  in  tentatively  to  ascer- 
tain whether  it  will  pass,  as  it  should, 
close  to  the  tooth  wall  and  not  upon  the 
gum.  Sometimes  an  ill-fitting  matrix 
may  be  fairly  adapted  by  pinching  in  the 
cervical  edge  with  pliers.  The  Ivory 
matrices,  however,  are  so  shaped  and  may 
be  so  inclined  in  their  introduction  that 
they  go  to  the  right  place  easily  in  most 
cases. 

INTRODUCTION    OF    FILLING. 

As  a  rule,  I  believe  the  matrix  that  is 
governed  by  any  screw  force  should  not 
be  completely  tightened  at  the  begin- 
ning, whatever  the  material  used,  but 
should  be  after  insertion  of  a  third  to 
one-half    of   the   filling.      And   without 
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doubt  we  may  say  that  the  great  majority 
of  operators  do  not  take  sufficient  pains 
with  that  same  first  one-third.  Of  amal- 
gam altogether  too  much  is  likely  to  be 
placed  in  the  cavity  at  the  start.  Smaller 
pieces  should  be  introduced  at  first  and 
thoroughly  condensed  with  smooth  in- 
struments all  along  the  cervical  wall  and 
its  junction  with  the  matrix.  This  takes 
so  much  time  with  me  that  often  a 
second  mix  of  quick-setting  amalgam  is 
required  to  complete  the  operation. 
Often  with  extra  dry  alloy  I  have  my 
assistant  use  the  mallet. 

In  the  second  half  or  last  third  of  the 
filling,  whatever  the  material  employed 
may  be,  enough  force  should  be  exerted 
against  the  matrix  to  induce  separa- 
tion of  the  teeth  by  a  space  not  less  but 
more  than  the  thickness  of  the  band. 
If  the  teeth  have  been  prepared  by  gutta- 
percha wedging,  as  above  suggested,  this 
necessary  crowding  apart  is  an  easy 
matter.  As  before  stated,  there  ought  to 
be  an  excess  of  the  new  material  to  allow 
for  final  shaping,  and  there  ought  to  be 
likewise  a  separation  of  the  teeth  at  the 
completion  of  the  filling  beyond  the  nor- 
mal. This  to  allow  the  final  contact 
point  to  come  slightly  below  and  away 
from  the  border  of  the  occlusal  sur- 
face, as  it  ought,  otherwise  the  contact 
point  is  a  mere  edge  continuous  with 
the  occlusal  surface,  instead  of  being 
the  rounded,  finished  knuckle  of  nature's 
plan. 

There  would  be  an  improvement  at  this 
point,  no  doubt,  if  we  were  all  to  take  the 
pains  to  make  in  each  matrix  a  sufficient 
concavity,  as  we  might  with  contour 
pliers,  to  bring  the  filling  nearer  to  the 
ideal  form.  As  it  is,  with  any  common 
form  of  matrix,  the  filling  as  the  band 
leaves  it  shows  only  a  straight  profile 
from  the  cervical  to  the  occlusal  edge. 


Every  contoured  matrix,  however,  would 
have  to  be  left  in  position  till  the  filling 
should  be  perfectly  set.  It  could  not  be 
easily  removed,  like  the  straight  band. 


ilATRIX  REMOVAL. 

With  amalgam  there  are,  as  we  know, 
advantages  to  be  gained  by  leaving  the 
matrix  in  situ  till  the  material  has  be- 
come hard.  In  many  cases  it  is  necessary 
where  the  reconstruction  has  been  exten- 
sive and  the  basal  support  relatively 
weak.  The  specially  made  band  matrix 
of  true  form  must  be  so  left.  But  on  the 
other  hand,  there  is  something  to  be 
gained  by  immediate  removal.  This  is 
one  of  the  advantages  of  an  open  matrix 
like  the  Ivory.  When  the  clutch  is  loos- 
ened it  lets  go.  It  is  readily  straight- 
ened, being  flexible,  and  touches  the  teeth 
only  at  the  point  of  contact.  With  the 
lightly  oiled  surface  a  band  should  al- 
ways have  it  is  easily  removed  by  gentle 
manipulation.  Then,  with  a  properly 
shaped  blade,  half  knife,  half  burnisher, 
a  trimming  and  close  condensation  of  the 
material  may  be  made  all  along  the 
edges.  I  believe  that  perfect  borders  can 
be  made  in  this  manner  with  greater  cer- 
tainty than  is  possible  otherwise. 

The  matrix  is  an  indispensable  instru- 
ment, but  it  has  one  inseparable  disad- 
vantage. We  must  acknowledge  the 
truth  that  in  relation  to  certain  impor- 
tant margins  we  are  working  in  the  dark. 
There  is  no  man  living  who  can  insert  a 
matrix  filling  and  leave  it  with  the  same 
mental  certainty  as  to  the  integrity  of  all 
margins  that  he  would  have  by  visual  or 
tactile  exploration  of  those  same  mar- 
gins. 

And  this  brings  me  to  the  question  that 
I  wish  to  consider  briefly  in  closing. 
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EMPLOYMENT   OF  THE  MATRIX   FOR  GOLD 
RESTORATIONS. 

Undoubtedly  there  are  a  few  operators 
who  can  apply  the  matrix  to  a  deep- 
seated  cavity  and  make  good  fillings  from 
start  to  finish.  But  I  believe  that  in 
general  it  involves  a  good  deal  of  risk. 
I  am  frequently  called  on  to  renew  or 
repair  fillings  that  I  have  reason  to  think 
were  so  inserted,  that  have  failed  at  the 
cervical  or  cervico-buccal  or  cervico-lin- 
gual  borders.  I  find  others  that  are 
spongy,  or  pitted,  or  grooved  in  those 
places. 

We  know  what  the  bevel  of  a  margin 
should  be  for  gold ;  we  know  that  for  the 
proper  condensation  of  gold  over  such 
a  margin  an  adapted  instrument  must 
have  free  play.  We  know  that  it  is  better 
to  have  visual  as  well  as  mechanical  ac- 
cess to  the  lines  involved.  If  we  have  a 
loose  adjustment  of  the  matrix  along  the 
border,  of  what  use  is  it  ?  It  is  likely  to 
crowd  unduly  on  the  gum  tissue,  to  draw 
on  the  edge  of  the  dam,  and  induce  leak- 
age. If  it  is  closely  adjusted,  the  matrix 
with  the  margin  forms  a  sharp,  acute 
angle  into  which  the  gold  must  be  forced 
accurately  and  condensed,  or  else  there 
is  a  weak  line  of  union.  I  repeat  that 
it  is  risky.  You  do  not  know  with  the 
same  degree  of  certainty  that  you  would 
without  the  matrix.  If  science  be  knowl- 
edge the  method  is  unscientific. 

But  after  a  body  of  gold  has  been 
placed  along  the  basal  margin  and  angles,, 
then  the  matrix  may  be  placed  and  of 
service  as  a  guide  to  the  general  form  of 
building,  and  of  value  especially  for  the 
full  extension  and  thorough  condensa- 
tion of  the  "knuckle"  at  the  contaci 
point. 

As  a  last  word,  I  do  not  remember  to 
have  seen  a  recommendation  of  the  ma- 


trix in  connection  with  gutta-percha  fill- 
ings. Aside  from  those  cases  where  it 
is  necessary  to  crowd  away  the  gum  for  a 
subsequent  operation,  the  margin  of  a 
gutta-percha  filling  should  be  carefully 
made  like  any  other.  Patients  suffer 
much  discomfort  and  sometimes  real  in- 
jury from  carelessly  made  gutta-percha 
fillings.  A  matrix,  especially  the  "hand" 
form,  is  here  valuable.  It  is  better  to 
make  the  filling  of  form  to  begin  with 
than  to  crowd  in  an  ill-defined  mass  to 
be  trimmed  up  afterward.  If  this  be 
done  by  warm  instruments  the  heat  is 
likely  to  cause  pain  or  discomfort,  and  it 
is  not  easy  to  do  the  work  well  with  sharp 
and  cold  blades. 

If  you  have  not  tried  the  matrix  for 
gutta-percha,  you  will  thank  me  for  the 
suggestion  when  you  do  try  it. 


Discussion, 

Dr.  J.  M.  Whitney,  Honolulu,  Hawaii. 
All  must  agree  with  the  proposition  thai 
for  plastic  fillings  the  matrix  is  almost 
indispensable.  Our  only  disagreement 
lies  in  its  use  for  gold.  I  think  the  cause 
of  this  lies  chiefly  in  the  different  ways 
in  which  operators  prepare  the  cavity, 
and  in  the  shape  of  the  instruments  em- 
ployed in  filling.  We  must  ever  bear  in 
mind  that  the  cavity  is  to  be  filled  by  the 
use  of  the  matrix.  Its  cervical  portion 
should  be  at  right  angles  to  the  tooth; 
its  lingual  and  buccal  sides  carved  well  be- 
yond the  zone  of  danger  and  made  flat — 
that  is,  not  grooved  or  undercut,  with  the 
borders  cut  to  an  obtuse  angle.  Cut  from 
thin  rolled  steel  a  strip  of  proper  width, 
curve  it  to  form  proper  contour,  and  with 
a  matrix  holder — such  as  Ivory's  or  one 
regulated  with  screw  and  wrench,  having 
two    double    inclined    sides    with    lower 
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points  extending  considerably  beyond  the 
upper — screw  it  firmly  between  the  teeth 
until  you  obtain  the  proper  width  for  the 
contour,  if  the  teeth  have  not  previously 
been  separated.  Lay  the  foundation  of 
the  filling  with  soft  gold;  mallet  with 
a  large  flat-surfaced  plugger,  afterward 
with  small  flat  surface.  Begin  with  cohe- 
sive, using  for  borders  small  round- 
faced  plugger  (Royce's  most  nearly  meet 
the  requirements),  being  sure  that  the 
instrument  carries  the  gold  directly  be- 
fore it  to  the  outer  border  where  it  strikes 
the  curve  of  the  matrix. 

Our  essayist  says  never  use  the  matrix 
in  but  one  tooth  at  a  time.  Now,  with 
regard  to  this  point,  my  invariable  prac- 
tice for  the  last  fifteen  years  and  more 
has  been,  where  both  approximal  surfaces 
are  defective,  to  prepare  each  tooth  as 
before  described,  placing  two  curved 
matrices  between  them,  and  screwing  the 
matrix  holder  firmly  to  place.  This  thor- 
oughly protects  the  gingival  space.  Build 
gold  or  whatever  material  be  used  evenly 
in  each  tooth,  giving  each  just  the  de- 
sired contour.  These  have  been  to  me  my 
most  satisfactory  operations.  On  remov- 
ing the  matrices  be  careful  to  see  that 
the  cervical  borders  are  trimmed,  which 
in  my  hands  is  best  done  by  a  thin,  sharp 
instrument,  that  cuts  off  any  projecting 
gold  much  more  satisfactorily  than  car- 
borundum tape.  The  remainder  of  the 
filling  or  fillings  are  easily  and  quickly 
finished  with  the  usual  tape.  If  any 
danger  exists  of  flattening  the  contour, 
place  a  Perry  separator  and  open  a  trifle. 
I  have  failed  to  see  any  serious  objection 
to  the  use  of  the  matrix  when  gold  is  to 
be  employed  as  the  filling  material. 

Dr.  H.  W.  Arthur^  Pittsburg,  Pa. 
Having  advocated  the  use  of  matrices  of 
one  form  and  another  for  years,  I  have 
been  especially  interested  in  knowing  how 


the  practice  could  be  so  summarily  dis- 
posed of  as  the  title  of  this  paper  would 
indicate.  We  are  told  "it  is  a  dream." 
The  form  of  matrix  that  will  simplify  the 
filling  of  cavities  on  the  approximal  sur- 
faces of  bicuspids  and  molars  is  most 
in  demand.  There  is  a  difference  of 
opinion  as  to  whether  a  matrix  should  be 
rigid  or  flexible,  or  as  to  whether  it 
should  be  closely  wedged  to  the  mar- 
gins. 

My  practice  has  been  to  use  a  flexible 
piece  of  sheet  steel,  about  24  gage,  shap- 
ing it  so  that  it  would  not  impinge  on  the 
gum  tissue  to  the  buccal  or  lingual  sur- 
faces, extending  well  beyond  the  margin 
at  the  cervical  border  and  around  the  em- 
brasure of  the  tooth  to  the  buccal  and 
lingual  surfaces,  with  a  lip  bent  over  to 
rest  on  the  marginal  ridge,  mesial  or  dis- 
tal, as  the  case  may  be,  of  the  approxi- 
mating tooth.  My  practice  is  to  wedge 
the  matrix  close  to  the  margins  at  the 
cervical  third,  having  it  more  or  less  free 
at  the  middle  and  occlusal  thirds.  The 
wedging  may  be  accomplished  with  the 
"dream"  of  the  author  of  this  paper,  or 
with  simple  orange-wood  properly  shaped 
and  slightly  moistened  with  sandarac 
varnish.  I  contend  for  this  practice  that 
the  filling  material  can  be  adapted  with 
such  exactness  at  the  cervical  third  that 
it  will  require  but  little  more  than  a  strip 
and  trimmer  to  complete  the  operation  at 
that  point.  The  yielding  of  the  matrix 
middle  and  occlusal  thirds  assures  con- 
tour and  approximal  contact  without 
special  wedging.  The  buccal  and  lingual 
margins  above  the  cervical  third  can  be 
readily  approached  for  finishing  the  con- 
tour and  approximal  contact.  The  holes 
punched  in  the  buccal  and  lingual  wings 
of  the  matrix  afford  a  ready  means  for  re- 
moving the  tightly  wedged  matrix.  The 
lip  resting  on  the  marginal  ridge  prevents 
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rocking,  also  the  driving  of  the  matrix 
on  to  the  gum. 

Dr.  A.  F.  Mereiman,  Oakland,  Cal. 
We  see  cases  where  it  is  necessary  to 
wedge  the  matrix,  and  in  other  cases 
where  we  use  cohesive  gold  it  is  better 
to  allow  a  slight  giving  of  the  matrix, 
so  that  before  the  matrix  is  removed  it 
will  be  possible  to  burnish  the  gold 
around  the  borders  of  the  cavity. 

In  the  condensation  of  the  gold  we 
should  begin  at  the  center  and  work 
toward  the  periphery.  In  many  cases 
where  we  have  not  had  the  opportunity 
to  watch  our  patients  carefully  we  find, 
because  of  failure  to  use  the  proper  in- 
strument, after  the  matrix  is  removed 
and  the  burnishing  accomplished  that  it 
becomes  necessary  to  wedge  again  in  or- 
der to  get  separation  to  complete  the 
filling. 

Dr.  W.  Kassab,  Chester,  Pa.  I  would 
like  to  speak  more  with  reference  to 
amalgam  than  to  gold.  My  experience 
with  gold  has  not  been  so  successful. 
About  three  years  ago  I  had  an  amalgam 
filling  placed  in  a  lower  molar  in  the 
approximal  surface,  and  the  matrix  was 
used  with  a  wedge.  While  I  was  having 
the  filling  inserted  the  thought  came  to 
my  mind,  Instead  of  having  one  wedge 
on  one  side  why  not  have  two  wedges, 
one  on  each  side?  and  I  therefore  used 
the  Ivory  separator,  the  one  that  has  two 
fingers;  the  end  of  each  is  shaped  like 
a  wedge.  I  placed  it  between  the  matrix 
and  the  adjoining  tooth  and  wedged  it 
a  little,  and  I  have  since  come  across 
nothing  that  has  answered  my  purpose 
so  well ;  I  have  become  very  enthusiastic 
over  it  and  wish  others  would  try  it.  It 
may  cause  the  patient  a  little  pain,  but  if 
you  will  whisper  to  him  that  it  will  make 
a  much  better  filling,  and  with  the  steady 
pressure  that  is  exerted,  the  patient  will 


forget  the  pain.  Before  taking  the  matrix 
out  it  should  be  pressed  against  the  fill- 
ing all  around  the  edges,  then  with  two 
fingers  it  can  be  removed  without  injur- 
ing the  filling. 

Dr.  John  I.  Hart,  New  York,  N".  Y. 
The  instrument  described  by  Dr.  Whit- 
ney has  been  also  suggested  by  Dr.  Dick- 
inson. I  have  used  that  instrument,  and 
I  think  it  but  right  to  call  the  attention 
of  this  body  to  it.  The  Dickinson  instru- 
ment wedges  the  teeth  to  be  filled  to  quite 
an  extent,  so  that  it  produces  practically 
a  "knuckling"  of  the  filling  against  the 
tooth  immediately  next  to  the  one  that 
is  to  be  filled.  There  is  little  if  any  pain 
in  the  placing  of  the  matrix,  and  it  holds 
it  in  firm  contact  with  the  tooth  that  is 
being  filled.  The  essayist  suggested  not 
screwing  the  matrix  at  the  start  as  tight 
as  he  does  later  in  the  operation,  and  that 
is  the  only  point  I  find  to  criticize  in 
the  paper.  I  think  if  there  is  any  time 
when  we  should  have  the  matrix  in  close 
proximity  with  the  tooth  to  be  filled,  it  is 
at  the  time  we  are  filling  around  the  cer- 
vical portion  of  the  cavity.  I  think 
after  that  there  may  be  no  objection  to 
slightly  relaxing  pressure,  but  at  the  start 
of  the  filling  I  believe  the  matrix  should 
be  placed  as  firmly  as  possible. 

I  think  the  discussion  of  this  subject 
would  not  be  complete  without  referring 
to  the  matrix  suggested  by  J.  F.  H. 
Hodson  of  New  York  city,  which  permits 
of  knuckling  a  filling  as  probably  no 
other  matrix  will  do.  It  consists  of  a 
strip  of  thin  steel  from  which  the  temper 
is  removed,  and  while  in  this  soft  state 
it  is  struck  a  few  times  with  a  round, 
smooth  instrument  which  "oranges"  the 
matrix,  as  the  doctor  describes  it,  and 
gives  it  a  rounded  surface  similar  to  that 
we  see  on  an  orange.  Two  holes  are  then 
punched  in  the  steel  margins  or  smooth 


SECTION  vll:     operative  dentistry. 


Ill 


parts  so  that  it  may  be  readily  engaged 
for  removal  and  the  matrix  placed  in 
position.  If  there  is  an  adjoining  tooth 
it  is  held  firmly,  but  if  it  is  not  as  tight 
as  I  desire  at  the  cervical  portion,  that 
can  be  fastened  or  wedged.  This  form 
of  matrix  permits  the  shaping  of  the 
matrix  for  every  operation. 

Dr.  N.  A.  Neeley,  Christchurch,  New- 
Zealand.  I  would  like  to  explain  a  little 
wedge  I  use  with  the  matrix.  I  take  a 
piece  of  steel,  about  30  gage,  cut  a  strip 
about  two  lines  in  width,  and  bend  it  into 
a  V  shape ;  with  this  I  wedge  the  matrix 
on  one  side  where  it  strikes  the  adjoining 


tooth,  and  with  the  other  I  wedge  the 
matrix  in  position.  In  this  way  I  hold 
the  matrix  firmly  in  position.  Of  course, 
in  different  positions  I  would  use  a  dif- 
ferent thickness  of  steel,  but  usually  it 
separates  the  teeth  considerably. 

Dr.  Newkirk  not  being  present  to  close 
the  discussion,  the  subject  was  passed, 
and  the  chairman  called  for  the  next 
paper  on  the  program,  entitled  "Tin-Ce- 
ment and  Sponge  Tin:  Two  New  Fill- 
ing Materials  and  Their  Use  in  Den- 
tistry," by  Dr.  Arthur  Scheuer,  Tep- 
litz,  Bohemia,  Austria,  as  follows : 


Tin -Cement    and    Sponge    Tin:    Two    New    Filling 
Materials   and  Their  Use  in  Dentistry. 

By  Dr.  ARTHUR  SCHEUER,  Teplitz,  Bohemia. 


A  year  ago  I  published  in  the 
Ostei:  Vierteljahrsschrift  fur  Zahnheil- 
Tcunde — the  Austrian  dental  quarterly 
— the  method  of  preparation  of  a  ma- 
terial which  I  called  "sponge  tin." 
This  material  is  obtained  from  a  solution 
of  stannum  bichloratum  (biehlorate  of 
tin  by  precipitation  with  zinc) .  The  sub- 
stances employed  must  naturally  be 
chemically  pure,  and  the  precipitated 
sponge  tin  must  be  washed  with  running 
water  until,  when  tested  with  blue  litmus- 
paper,  no  trace  of  acidity  is  perceptible. 
This  test  alone  is,  however,  insufficient; 
a  small  piece  of  sponge  tin  crushed  in 
the  mouth  should  not  leave  the  slightest 
acid  taste  behind. 

This  result  can  be  obtained  after  long 
and  thorough  washing  and  boiling.  After 
every  particle  of  moisture  has  been  driven 
off  by  means  of  the  drying  oven,  the 


sponge  tin  appears  as  a  gray  felt,  con- 
sisting partly  of  light,  dust-like  tin  par- 
ticles, partly  of  metallic  fibers  and  scales. 

Sponge  tin  may  be  condensed  between 
the  finger-tips,  and  naturally  much  more 
readily  when  pressed  into  a  cavity  by 
means  of  a  Solila  or  a  Eoyce  packer. 
It  is  of  invaluable  assistance  in  gold  fill- 
ing, since  it  may  be  mechanically  united 
with,  mechanically  welded  to  any  brand 
of  unannealed  sponge  tin  whatever. 

Into  the  cavity,  which  need  have  no 
undercuts,  I  carelessly  pack  sponge  tin 
nearly  to  the  margin ;  it  is  quite  the  same 
whether  with  hand  pressure  or  with  the 
automatic  mallet.  Upon  this  I  condense 
a  layer  of  unannealed  sponge  gold — 
Watts'  or  Solila — then  a  layer  of  an- 
nealed sponge  gold,  and  finish  with  an- 
nealed gold  foil  or  cylinders. 

My  further  experiments  have  yielded 
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the  fact  that  a  tin  powder  obtained  from 
sponge  tin  when  mixed  with  annealed 
zinc  oxid  produces  a  cement  powder  with 
certain  qualities  that  render  it  of  ines- 
timable value  in  its  application  to  den- 
tistry. This  powder  is  of  a  light  grayish 
color,  with  here  and  there  the  shimmer 
of  a  fine  particle  of  metallic  tin,  and  may 
be  mixed  with  any  good  cement  liquid, 
producing  a  cement  with  far  greater  ad- 
hesive properties  than  that  of  the  ordi- 
nary cement  powder  alone.  This  may 
readily  be  seen  from  the  fact  that  the 
ordinary  cement  when  it  has  hardened 
upon  a  metal  spatula  can  be  removed 
with  comparative  ease,  whereas  in  the 
case  of  tin-cement  it  is  accomplished  only 
with  the  greatest  difficulty. 

Tin-cement  is  also  quite  remarkable 
for  its  hardness,  as  well  as  for  its  resist- 
ance to  the  wear  due  to  attrition  and  to 
the  attack  of  an  acid  saliva. 

Furthermore,  a  ground  and  polished 
tin-cement  filling,  with  its  bright,  silver- 
like surface,  resembles  a  good  gold  amal- 
gam filling,  due  to  the  rotation  of  one 
tin  particle  upon  the  other  in  polishing. 
Since  the  surface  presented  is  practically 
of  metal,  its  resistance  to  wear  and  to  the 
attack  of  saliva  is  readily  accounted  for. 
Tin-cement  fillings  neither  lose  their  own 
color  nor  do  they  discolor  the  tooth,  con- 
sequently the  usefulness  of  this  material 
is  considerably  extended. 

A  still  larger  field  for  the  employment 
of  tin-cement  is  furnished  by  its  quality 
of  entering  into  intimate  mechanical 
combination  with  any  brand  of  unan- 
nealed  sponge  gold;  and  these  combina- 
tion gold  fillings  are  in  no  particular  in- 
ferior to  the  solid  gold  fillings. 

The  cavity  should  be  filled  nearly  to 
the  margin  with  tin-cement,  and  in  the 
last  stage  of  its  hardening  there  should 
be  condensed  upon  it  a  layer  of  sponge 


gold,  unannealed,  and  of  any  brand  what- 
ever; upon  this  is  packed  a  layer  of  an- 
nealed sponge  gold,  and  the  filling  is  fin- 
ished with  annealed  gold  cylinders  or 
foil. 

All  this  is  done  so  rapidly  that  it  can 
be  completed  in  one-third  the  time  re- 
quired for  a  solid  gold  filling  of  equal 
size.  And  how  precious  is  every  minute 
to  the  busy  gold  operator,  not  to  men- 
tion the  saving  in  the  amount  of  gold 
used ! 

If  I  call  your  attention  further  to  my 
method  of  simplifying  gold  filling,  it  is 
because  through  its  simplicity  a  faultless 
margin  is  rendered  possible  by  the  use  of 
the  materials  here  mentioned,  especially 
of  the  tin-cement. 

The  cavity  is  prepared  in  the  same 
manner  as  for  a  porcelain  inlay,  and  the 
impression  taken  with  No.  30  or  40  gold 
foil,  this  being  well  burnished  to  the 
walls  of  the  cavity.  Allow  the  edge  to 
overlap  ^  to  ^  mm.,  and  burnish  care- 
fully. If  the  foil  at  the  bottom  of  the 
cavity  is  not  torn,  cut  it  with  an  exca- 
vator, fold  the  edges  over  and  burnish 
to  the  walls.  The  bottom  of  the  cavity 
should  then  be  filled,  either  with  sponge 
tin  or,  still  better,  with  tin-cement,  by 
means  of  which  the  impression  is  suffi- 
ciently retained  in  place,  and  that 
through  a  material  which  combines  read- 
ily with  sponge  gold. 

The  balance  of  the  cavity  being  com- 
pletely covered  with  gold  foil,  the  diffi- 
culty of  further  manipulation  and  com- 
pletion of  the  gold  filling  is  reduced  to  a 
minimum. 


Discussion. 

Dr.  W.  V-B.  Ames,  Chicago,  111.     In 
view  of  the  fact  that  the  essayist  has  fur- 
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nished  no  data  or  experiments,  I  will  pass 
around  a  bottle  containing  precipitate  of 
tin,  such  as  is  described  by  Dr.  Scheuer. 
He  describes  the  tin  as  a  precipitate.  It 
is  a  powder  of  various  grades,  from  a  fine 
powder  up  to  a  crystal.  In  the  mixture 
of  such  tin  with  the  powder  and  oxyphos- 
phate,  the  coarser  tin,  being  in  thin  lam- 
inae, would  break  into  powder. 

On  being  asked  to  discuss  this  paper  I 
inferred  from  the  title  that  the  doctor 
had  discovered  some  means  of  producing 
an  oxyphosphate  with  tin  oxid.  This 
was  the  meaning  conveyed,  and  it  rather 
startled  me,  because  I  had  gone  through 
all  the  experiments  possible  with  tin  oxid 
without  getting  any  result,  so  I  found  my 
task  easy  in  discussing  this  paper  when  I 
found  he  simply  meant  a  mixture  of 
metallic  tin  and  zinc  oxid.  I  have  gone 
through  many  attempts  in  the  way  of 
mixing  such  materials  as  this  precipitated 
tin  with  oxyphosphate  for  this  very  pur- 
pose, and  I  must  say  with  promising  re- 
sults. When  I  was  practicing  dentistry 
more  than  I  am  now,  in  my  own  work 
I  made  mixtures  of  precipitate  of  sil- 
ver with  oxyphosphate,  the  silver  being  in 
very  much  the  same  form,  and  I  have 
seen  excellent  results  from  that,  although 
I  am  inclined  to  believe  there  is  some- 
thing peculiar  in  the  behavior  of  tin  in 
connection  with  cement,  especially  when 
adopting  the  plan  of  making  a  filling  and 
covering  it  with  gold,  owing  to  the 
peculiar  gold-tin  action.  Dr.  Shumway 
of  Massachusetts  told  me  at  one  time  he 
had  secured  remarkable  results  when 
placing  a  thin  veneer  of  cement  over  a 
tin  filling,  often  filling  the  cavities  of  an 
incisor  or  canine  nearly  full  of  tin,  and 
then  placing  a  thin  veneer  of  cement  on 
it.  He  said  the  cement  would  last  very 
much  longer  on  a  surface  of  tin  than  as 
a  plain  cement  filling,  and  I  have  ex- 


perimented at  different  times  with  some 
of  this  particular  precipitated  tin  to  fur- 
ther carry  out  his  work  in  that  line.  I 
have  found  with  an  admixture  of  metals 
some  very  satisfactory  results.  The  ad- 
vantage comes  from  various  sources,  as  I 
look  at  it.  I  often  attempt  to  increase 
the  strength  and  resisting  power  by  the 
incorporation  of  various  non-metallic 
materials,  and  at  times  it  is  an  utter 
failure  from  the  nature  of  the  materials 
used,  just  as  in  the  use  of  metals  the 
filings  or  turnings  will  not  give  the  result 
that  the  precipitated  crystal  will  give.  In 
the  incorporation  of  foreign  bodies  a 
great  deal  depends  upon  the  nature  of 
the  foreign  substance. 

The  sponge  tin  I  do  not  care  to  dis- 
cuss; some  others  will  be  better  able  to 
speak  of  that  than  I. 

In  this  connection,  although  it  is  for- 
eign to  the  subject  to  an  extent,  I  wish 
to  speak  of  what  can  be  accomplished  by 
the  admixture  of  materials  other  than 
the  precipitated  metals.  Those  metallic 
mixtures  do  not  have  a  satisfactory  color 
for  the  anterior  teeth,  so  while  we  can 
use  them  in  the  posterior  teeth,  for  the 
anterior  we  must  look  for  something  else. 
Here  again  the  nature  of  the  crystal  or 
quality  of  material  comes  into  play.  I 
have  secured  a  great  deal  of  satisfaction, 
for  a  few  years  past,  especially  quite  re- 
cently, from  the  admixture  of  such  ma- 
terials as  properly  precipitated  alumina 
or  porcelain  powders  for  inlay  and  other 
work.  From  the  fact  that  we  can  ob- 
tain porcelain  powders  in  various  colors, 
we  have  in  that  the  material  which  we 
can  use  to  the  greatest  advantage  for 
these  processes,  and  I  have  found  after 
over  four  years^  observation  of  fillings  in 
which  a  large  amount  of  pulverized  porce- 
lain was  incorporated  with  zinc  oxyphos- 
phate,  that  results  have  been  brought 
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about  which  were  out  of  proportion  to 
what  might  have  been  expected  with  plain 
oxyphosphate.  I  will  say  that  it  has 
been  my  experience  with  cement  that  on 
the  occlusal  surface  of  a  molar  or  bicus- 
pid it  will  last  several  times  as  long  as 
upon  an  approximal  surface  of  an  in- 
cisor. In  those  cavities  the  destruction 
of  the  filling  is  brought  about  from  the 
stagnation  of  fluids  and  the  fermentation 
and  putrefaction  of  food,  but  where  such 
fillings  of  porcelain  and  oxyphosphate 
were  put  in  more  than  four  years  ago, 
the  results  have  been  very  satisfactory. 
I  find  I  have  made  fillings  which  today 
are  practically  perfect,  which,  had  they 
been  made  of  plain  oxyphosphate,  would 
have  needed  renewal  some  time  since. 
The  theory,  as  near  as  I  can  advance  it, 
is  that  the  porcelain  particles — after  we 
have  used  about  equal  bulks  of  porcelain 
body  and  cement  powder — are  so  near 
together  as  to  make  something  like  a  very 
fine  inlay  joint,  and  the  cement  does  not 
seem  to  waste  to  the  depth  of  one  layer 
of  porcelain  particles,  so  that  in  a  short 
time  we  have  a  surface  which  is  appar- 
ently all  porcelain,  and  resembling  an 
underbaked  porcelain  inlay.  I  myself 
have  •  been  deceived,  having  forgotten 
making  certain  fillings,  and  when  some  of 
these  cases  came  back  I  would  go  to  my 
book  to  see  what  I  had  done,  finding  that 
I  had  made  one  of  these  fillings  I  have 
mentioned.  If  it  is  as  I  say,  that  the 
porcelain  particles  are  so  close  together  as 
to  form  a  very  fine  joint,  we  have  a  very 
valuable  method  in  certain  cases  where 
we  have  thin  walls  which  can  be  retained 
in  that  way.  I  have  applied  it  in  just 
such  cases  where  gold  had  failed,  and  on 
the  removal  of  fillings  after  secondary 
caries,  I  had  such  a  condition  that  the 
walls  were  transparent,  and  operating 
in   the   way   I   have   mentioned   I   have 


seen  extremely  satisfactory  results  in 
every  way. 

Dr.  E.  C.  Turner,  Caldwell,  Kans.  I 
have  been  interested  in  the  essay,  and  I 
have  also  been  interested  in  the  state- 
ment made  by  Dr.  Ames.  I  would  like 
to  ask  the  doctor  a  question  in  regard  to 
the  incorporation  of  porcelain  in  the 
cement.  I  would  like  to  know  in  what 
proportion  he  incorporates  it  to  bring 
about  the  effect  he  has  described. 

Dr.  Ames.  I  hope  what  I  have  said 
will  not  switch  the  discussion  from  the 
doctor's  paper.  There  is  a  great  deal  of 
value  in  that,  and  one  point  is  the  thera- 
peutic action  that  might  come  from  the 
presence  of  the  tin,  so  I  hope  this  will  not 
break  into  the  discussion  of  the  paper. 

I  do  not  claim  that  I  have  worked  this 
out  as  to  proportions.  I  put  just  as 
much  porcelain  in  as  I  think  is  needed, 
so  that  it  will  be  properly  held  together. 
I  attempt  to  incorporate  about  an  equal 
bulk  of  porcelain  with  cement  powder. 
I  do  that  by  placing  on  the  slab  with  the 
liquid,  portions  of  the  porcelain  and  ce- 
ment powder.  I  mix  the  cement  and 
porcelain,  alternating  in  about  equal  pro- 
portions until  I  have  made  a  stiff  mix, 
as  stiff  as  I  can  possibly  make  it.  Make 
it  just  as  stiff  as  you  can  with  the  spatula. 
Get  in  as  much  as  you  can  of  equal  por- 
tions of  cement  and  porcelain. 

Dr.  W.  L.  FiCKES,  Pittsburg,  Pa.  My 
experience  is  that  any  mixture  of  a  for- 
eign body  with  cement  weakens  it,  and  in 
mixing  porcelain  with  cement  I  do  not 
see  why  there  should  be  any  difference. 
Of  course,  they  are  closely  allied  chemi- 
cally, and  experiments  have  been  carried 
on  in  the  past  to  quite  an  extent  and 
abandoned,  but  now  it  seems  we  are  going 
back  to  the  old  experiments,  and  I  would 
like  to  know  why  a  mixture  of  cement 
with  porcelain  would  be  any  different.    I 
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have  made  a  mixture  of  cement  with  tin, 
and  I  find  it  weakens  it,  and  I  have  come 
to  the  conclusion  that  cement  is  better 
without  having  anything  mixed  with  it. 

Dr.  H.  L.  Ambler,  Cleveland,  0. 
Strictly  speaking  it  is  not  a  tin-cement. 
That  is  misleading,  but  after  the  paper 
was  read  I  knew  what  the  gentleman 
meant.  I  will  call  your  attention  to  a 
few  historical  facts. 

In  1825  Ash  of  London  made  an  ex- 
tensive series  of  experiments  in  trying 
to  produce  crystals,  or  granules,  or  fibers 
of  gold,  and  some  of  his  product  was  put 
on  the  market  to  be  sold  as  a  filling  ma- 
terial. But  it  was  soon  abandoned.  In 
1850,  S.  A.  Main  of  Buffalo,  N.  Y.,  hav- 
ing probably  read  of  these  experiments, 
thought  he  could  make  something  better 
and  began  to  make  experiments.  The 
result  did  not  meet  with  success,  either 
commercially  or  in  the  hands  of  dentists. 
Two  years  after  that  A.  J.  Watts  of 
Utica,  F.  Y.,  who  was  not  a  dentist,  but 
a  photographer,  discovered  the  method  of 
making  Watts'  crystal  or  sponge  gold, 
which  was  put  on  the  market,  and  with 
some  changes  is  in  use  at  the  present 
time.  As  a  commercial  product  it  has 
been  just  moderately  successful,  and  as  a 
product  for  filling  teeth  it  has  been  just 
reasonably  successful.  Since  that  time 
several  other  gentlemen  up  to  the  present 
year  have  tried  to  make  precipitates,  and 
crystals,  and  fibrous  and  sponge  golds  of 
different  kinds,  which  have  not  been  any 
great  success  commercially  or  in  the 
hands  of  dentists. 

Now  if  all  these  different  products  of 
gold  that  have  been  spoken  of  had  been 
the  best  of  anything  that  could  possibly 
be  made  to  fill  teeth,  why  was  it  that 
from  1825  to  1904  the  best  operators  in 
the  world,  both  at  home  and  abroad,  did 
not   abandon   gold   foil    and    use   these 


different  products  I  have  spoken  of? 
Why  did  not  Atkinson,  or  Webb,  or 
Varney,  and  other  men,  throw  away  gold 
foil  and  take  up  these  products?  The 
method  of  producing  the  precipitate  of 
tin,  crystals  of  tin,  has  been  known  al- 
most ever  since  tin  was  discovered.  Pure 
tin  may  be  precipitated  in  quadratic 
crystals  by  a  slight  galvanic  current  ex- 
cited by  immersing  a  plate  of  tin  or  clean 
strip  of  zinc  in  a  strong  solution  of  stan- 
nous chlorid ;  water  is  carefully  poured  in 
so  as  not  to  disturb  the  layer  of  tin  solu- 
tion ;  the  pure  metal  will  be  deposited  on 
the  plate  of  tin  at  the  point  of  junc- 
tion of  the  water  and  metallic  solution. 
Scrape  off  with  a  clean  spatula,  wash 
them  clean,  dry  them,  and  you  have 
crystals  of  tin.  This  is  the  old  story  over 
again,  but  I  want  to  tell  you  that  al- 
though this  kind  of  product  is  put  on  the 
market  as  a  filling  material,  it  has  very 
little  integrity.  These  crystals  I  have 
just  spoken  of  can  be  placed  on  the  hand 
and  with  a  spatula  can  be  flattened  down 
or  rubbed  nearly  out  of  existence.  Tin 
was  put  on  the  market  in  the  shape  of 
shreds  by  Dr.  Slayton  of  Ohio.  He  made 
a  machine  for  shredding  tin,  taking  a 
solid  bar  of  tin  and  shredding  it  up  into 
a  hairlike  form,  and  then  it  was  pressed 
into  small  mats  and  sold.  Another  form 
of  tin  is  made  by  a  similar  machine 
which  tears  it  up  into  shreds  and  fibers. 
I  am  bringing  the  history  of  these  forms 
of  tin  right  to  the  same  date  I  brought 
the  history  of  similar  forms  of  gold.  All 
these  products  of  tin,  such  as  crystals, 
shreds,  precipitates,  and  fibers,  stand  m 
the  same  relation  to  tin  foil  as  similar 
preparations  of  gold  stand  in  relation  to 
gold  foil.  If  those  preparations  of  tin 
were  better  than  tin  foil,  why  was  not  foil 
abandoned  and  those  preparations  taken 
up? 
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In  1859  Dr.  Taft  published  in  the 
Dental  Register  the  methods  of  produ- 
cing crystal  tin  for  filling  purposes,  and 
dentists  tried  it  for  a  short  time,  but  dis- 
carded it  as  worthless.  An  electric  cur- 
rent may  be  used  to  produce  tin  crystals, 
but  they  are  no  better  than  the  above. 
There  is  no  question  that  the  mixing 
of  some  kind  of  metal  filings  with  cement 
will  add  as  a  general  rule  to  the  life  of 
fillings  on  an  occlusal  surface.  Dr.  Ames 
said  he  placed  his  mixture  of  the  porce- 
lain body  with  the  oxyphosphate  powder 
in  the  front  teeth,  and  the  mixture  of 
cement  with  the  precipitate  of  tin,  equal 
parts,  in  the  posterior  teeth.  I  believe 
when  you  do  make  a  mix  in  this  way,  that 
tin  is  the  best  metal  to  incorporate.  I 
do  not  use  powdered  tin  that  you  put  on 
your  hand  and  rub  out  of  existence.  I  do 
not  want  the  powder  as  fine  as  that,  but 
ordinarily  fine.  I  believe  in  the  majority 
of  cases  the  addition  of  the  metal  adds 
to  the  wearing  service,  and  I  believe  as 
Dr.  Ames  does,  that  when  a  filling  is 
worn  down  so  that  it  almost  presents  a 
metallic  surface,  it  wears  longer  than  if 
made  entirely  of  cement. 

We  know  that  cement  is  a  poor  conduc- 
tor of  thermal  changes  and  electricity, 
and  we  know  tin  to  be  a  poor  conductor. 
G-old  is  four  times  as  good  a  conductor 
of  heat  and  six  times  as  good  a  conductor 


of  electricity  as  is  tin,  so  with  cement  in 
a  cavity  where  the  pulp  is  almost  exposed 
we  still  have  a  good  non-conductor  by 
combining  it  with  tin.  Now,  if  we  can 
incorporate  these  two  substances  and 
make  a  filling  for  those  difficult  cases 
where  the  pulp  is  nearly  exposed,  I  can 
see  where  it  would  be  of  great  assistance 
to  the  dentist. 

Dr.  Geo.  E.  Hunt,  Indianapolis,  Ind. 
I  want  to  say  a  word  in  regard  to  the 
admixture  of  amalgam  and  cement.  If 
alloy  is  mixed  with  an  insufficient  quan- 
tity of  mercury  to  make  a  homogeneous 
amalgam,  and  trituration  is  continued 
long  enough,  the  whole  mass  will  become 
a  fine,  dry  powder.  Equal  quantities  of 
this  powder  mixed  with  zinc  oxid  and 
made  into  a  mass  with  the  cement  fluid 
in  the  usual  manner  make  a  hard  and 
resistant  material.  The  color  is  rather 
dark,  but  the  filling  will  stand  the  wear 
of  mastication,  and  does  not  seem  to  be 
affected  by  the  fluids  of  the  mouth  nearly 
as  much  as  when  the  amalgam  powder  is 
not  incorporated. 

The  essayist  not  being  present  to  close 
the  discussion,  the  subject  was  on  motion 
passed. 

A  paper  written  in  French  on  the  sub- 
ject of  "Preparation  of  Cavities,"  by  Dr. 
J.  D.  LosADA,  Madrid,  Spain,  was  read 
by  title.     The  'paper  here  follows : 


Preparation  des  Cavites  et  Inconvenients  de  le 
**  Extension  for  Prevention/^ 

Par  JAIME  D.  LOSADA,  Madrid,  Spain. 


La  preparation  des  cavites  est  aussi  L'art  de  les  preparer  est  difficile,  car  il 

importante  que  le  placement  de  la  ma-  s'y  fonde  sur  des  regies  scientifiques  et 

tiere  obturatrice,  et  ison   succes   depend  esthetiques  qu'il  faut  en  un  instant  har- 

beauooup  de  la  forme  de  la  cavite.  moniser  pour  resoudre  les  problemes  de 


SECTION    VI]  :      OPERATIVE    DENTISTRY. 


li: 


leur  bonne  preparation,  que  se  divi.->e  en 
trois  parties  principales :  ouverture,  net- 
toyage,  et  forme  propre  de  la  cavite. 

Dans  la  plupart  des  cas,  les  cavites 
sont  visibles  directement  ou  a  Faide  du 
miroir.  Quand  il  n'en  est  pas  ainsi 
parcequ'elles  sont  approximales,  il  faut 
separer  les  dents  par  les  divers  moyens 
connus.  Quand  la  separation  que  nous 
voulons  obtenir  n'est  pas  grande,  nous 
donnons  la  preference  a  la  separation  im- 
mediate au  moyen  des  instruments  de 
Perry  ou  d'lvory.  Ge  dernier  qui  a  I'a- 
vantage  d'etre  le  moins  encombrant,  quoi- 
que  quelquefois  il  gene  encore;  on  pent 
alors  garder  la  separation  obtenue  par 
celui-ci  en  ayant  soin  de  mettre  entre  les 
dents  separees  une  clieville  de  bois  d'or- 
anger  mouillee  dans  du  vernis  de  san- 
daracque,  qui  empeche  son  glissement  et 
nous  permet  alors  d'enlever  le  genant 
separateur. 

Quand  I'espace  dont  nous  avons  besoin 
est  un  peu  grand,  nous  e.mployons  presque 
exclusivement  les  precedes  de  lenteur,  le 
coton  serre  et  la  gutta,  proscrivant  d'une 
fagon  absolue  les  coins  en  caoutchouc  qui 
oceasionnent  toujours  des  pericementites 
traumatiques  tres  douloureuses,  et  pend- 
ant Tacte  operatoire  nous  conservons 
Fespace  obtenu  au  moyen  d'une  eheville 
qu'a  I'avantage  d'immobiliser  la  dent, 
toujours  plus  ou  moins  ebranlee,  et  qui 
ainsi  tenue  est  beaucoup  moins  doulou- 
reuse. 

Si  la  gencive,  comme  il  arrive  sou- 
vent,  rentre  et  ferme  en  partie  certaines 
cavites  on  pent  la  pousser  a  I'aide  de 
coton  ou  de  gutta,  mads  si  le  mamelon 
est  un  peu  grand  il  est  preferal^le  de 
I'enlever  au  galvano-cauitere  apres  I'avoir 
prealablement    anesthesie    a    la    cocaine. 

Des  le  debut  de  la  preparation,  c'est-a- 
dire  a  I'ouverture  de  la  eavite,  nous  nous 
trouvons  deja  en  face  de  trois  regies  tres 


importantes,  frequemment  antagonistes 
qu'il  faut  concilier,  donnant,  d'apres  les 
cas,  preference  a  Tune  ou  a  I'autre. 

La  premiere  nous  ordonne  d'ouvrir  la 
cavite  de  fagon  que  son  nettoyage  et  ob- 
turation soient  faciles,  ce  qui  nous  oblige 
souvent  a  sacrifier  une  grande  partie 
saine  pour  obtenir  cet  acces  direct:  la 
deuxieme,  par  contre,  nous  oblige  pour 
raisons  d'esthetique  a  conserver  la  plus 
grande  partie  de  la  dent,  tandis  qu'une 
troisieme  nous  conseille  d'etendre  les 
bords  jusqu'a  la  zone  qu'on  appelle  "self- 
cleansing,"  c'est  a  dire  qui  se  nettoie  d'elle 
meme  ou  seule. 

La  preponderance  de  ces  regies  au 
detriment  des  autres,  depend  de  la  dent 
et  de  la  place  ou  se  trouve  la  cavite. 
Comme  regie  generale  dans  les  molaires 
et  surtout  a  leurs  faces  distales  et  tri- 
turantes  nous  pouvons  suivre  avec  liberte 
la  premiere  et  troisieme  regies,  tandis  que 
dans  les  -mesiales  il  ne  faut  pas  oublier 
le  deuxieme  pour  eviter  autant  que  pos- 
sible que  I'obturation  ou  une  grande  par- 
tie  de  celle-ce,  se  voie.  N'ous  considerons 
ceci  obligatoire  pour  les  incisives  et  les 
canines,  surtout  pour  les  dames,  et  eroyons 
qu'exoepte  dans  quelques  cas  nous  devons 
presque  'tout  sacrifier  a  Testlietique  et  con- 
server  autant  que  possible  la  paroi  labiale, 
faisant  I'obturation  par  la  face  linguale. 
II  ne  faut  pas  oublier  que  dans  Tart  den- 
taire  I'acme  de  I'art,  c'est  cacher  I'art. 

Je  vous  fais  grace  de  la  classification 
des  cavites  d'apres  I'endroit  qu'elles  oc- 
cupent  et  que  vous  tons  devez  trop  con- 
naitre. 

La  facilite  de  I'ouverture  de  la  cavite 
tient  surtout  de  I'endroit  ou  elle 
se  trouve,  et  les  instruments  employes 
seront  les  fraises  dentees,  qui  coupent 
rapidement  I'email  et  la  dentine  et  sont 
beaucoup  plus  sures  que  le  cLseau  qui 
casse    plus    souvent   qu'on    ne    voudrait, 
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quoique  eelui-ci  et  les  meules  soient  utiles 
quand  il  f  aut  detruire  une  partie  relative- 
merit  grande  d'email  comme  il  arrive 
dans  les  cavites  occlusales  et  distales. 

Le  ciseau  doit  s'employer  avec  precau- 
tion pour  eviter  son  glissement  dans  les 
parties  niolles  ou  de  f  aire  sauter  un  mor- 
ceau  trop  grand;  I'emploi  du  maillet  fa- 
cilite  1' operation.  Dans  les  cavites  occlu- 
sales des  molaires,  I'emploi  des  petites 
meules  permet  de  couper  d'une  fagon  ra- 
pide  les  fissures  et  economise  ainsi  qu'- 
avec  le  ciseau^  fatigue  et  temps. 

Une  fois  Faeces  a  la  cavite  obtenu, 
nous  la  laverons  avec  un  fort  jet  d'eau 
tiede  qui  la  nettoira  de  debris.  Theo- 
riquement  nous  devrions  mettre  aussitot 
la  digue  dont  les  bonnes  qualites  sont  in- 
contestables,  mais  ce  n'est  pas  tou jours 
possible  des  le  debut  pour  ne  pas  trop 
fatiguer  le  malade. 

La  digue  permet  de  dessecher,  a  I'aide 
d'alcool  et  d'air  chaud,  la  dentine  que 
Ton  rend  de  cette  fagon  beaucoup  moins 
sensible. 

En  general  nous  devons  enlever  toute 
la  dentine  cariee,  mais  dans  quelques 
cas  nous  pouvons  laisser  une  petite 
couche^  qui  recouvre  la  pulpe  at  la  protege 
des  agents  exterieurs.  Inutile  de  dire  que 
ceci  ne  pent  se  f  aire  que  lorsque  la  pulpe 
est  absolument  normale  et  qu'il  faut  des- 
secher  cette  dentine  et  la  steriliser  com- 
pletement. 

La  methode  classique  d' enlever  la 
partie  cariee,  si  fait  au  moyen  d'excava- 
teurs.  ISTous  aecordons  notre  preference 
a  eeux  de  Darby-Perry,  avec  lesquels  on 
pent  facilement  soulever  la  dentine  gatee 
en  couches  minces  en  commengant  du 
centre  vers  la  peripheric  jusqu'a  arriver 
a  la  partie  dure.  L'excavateur  permet 
une  grande  delicatesse  de  tact,  et  quand 
il  est  bien  aiguise  comme  il  doit  tou  jours 
I'etre,  cette  operation  est  a  peu  pres  in- 


dolore.  L'emploi  de  la  digue  aide  beau- 
coup  car  on  pent  mieux  apprecier  a  sec 
certains  details  et  la  sensibilite  est 
moindre. 

Aujourd'hui  Femploi  des  f raises  est 
tres  etendu,  car  elles  font  la  besogne  plus 
rapidement  mais  elles  n'ont  pas  la  deli- 
catesse de  l'excavateur  et  font  en  general 
plus  de  mal. 

Apres  avoir  nettoye  la  cavite,  il  faut 
la  fagonner  de  sorte  qu'elle  puisse  retenir 
I'obturation  pour  ce  qu'il  faut  avoir  bien 
en  compte  les  differentes  forces  aux- 
quelles  celle-ci  sera  assujettie  et  qui  sont 
differentes  dans  les  diverses  cavites. 

Comme  nous  avons  deja  dit  plus  haut, 
il  faudra  souvent  par  raison  d'esthetique 
nous  efEorcer  pour  rendre  autant  que  pos- 
sible, invisible  I'obturation.  Les  parois 
doivent  etre  resistantes  en  evitant  avec 
soin  de  laisser  I'email  sans  une  couche  de 
dentine  pour  la  supporter  si  ceci  fut  ne- 
cessaire  et  a  fin  de  soutenir  I'email  les 
bords  devront  etre  epais  et  lisses  pouvant 
leur  surface  etre  plate  ou  biseautee 
d'apres  le  cas. 

Pendant  toute  la  preparation  de  la 
cavite  il  faut  avoir  en  compte  le  voisinage 
de  la  pulpe,  si  la  dent  est  vivante,  et  il 
faut  detruire  aussi  peu  que  possible  la 
couche  qui  la  preserve.  Dans  les  dents 
mortes  ce  facteur  n'existe  pas  et  la  forme 
retentive  de  la  cavite  est  plus  facile  a 
obtenir. 

Les  rainures  et  autres  points  de  reten- 
tion doivent  se  faire  aussi  loin  que  pos- 
sible de  I'organe  central  de  la  dent,  mais 
toujours  dans  de  la  dentine  solide,  jamais 
entre  celle-ci  et  I'email. 

Pour  fagonner  les  cavites  on  emploie 
exclusivement  les  fraises,  celles  en  forme 
de  roue  et  cone  renverse  sont  tres  utiles 
pour  donner  la  forme  retentive. 

Autant  que  possible  le  fond  de  la 
cavite  doit  etre  plat  et  les  parois  droites, 
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tandis  que  la  ligne  des  bords  d'email 
doivent  etre  arrondis,  evitant  avec  soin 
les  angles  brusques,  et  il  est  preferable 
une  courbe  bien  grande  a  plusieurs 
petites. 

Comme  nous  avons  dit  plus  haut,  les 
bords  d'email  doivent  etre  forts  et  leur 
surface  plane  ou  legerernent  biseautee 
aux  depens  de  la  face  interne  de  fagon  a 
ce  que  la  taille  des  prismes  les  laisse  en 
contact  avec  leurs  voisins. 

Pour  obtenir  la  surface  des  bords,  nous 
croyons  preferables  aux  fraises  ordinaires 
les  fraises  a  finir  les  orifications,  les 
disques  en  papier  emeri  et  certaines 
formes  d'excavateurs  et  ciseaux. 

Avant  de  decrire  la  preparation  de 
quelques  cavites  typiques,  nous  ne  pou- 
vons  passer  sous  silence  un  nouveau  fac- 
teur  dont  Fimportance  est  indeniable  et 
qui  tient  a  diviser  les  grandes  autorites 
de  Foperatoire  dentaire. 

Nous  voulons  parler  de  ce  que  nous 
pourrons  appeler  en  frangais  "etendre 
pour  prevenir'^  et  qui  consiste  comme  ces 
deux  mots  Findiquent  a  etendre  les  bords 
de  la  cavite  pour  eviter  ainsi  que  ceux-ci 
ou  autres  parties  vulnerables  des  dents 
obturees,  se  carient.  Chose  qui  exige 
quelquefois  faire  la  cavite  enormement 
plus  grande  qu'elle  ne  Fetait. 

Quoique  le  soutiennent  les  champions 
de  Fextension,  ce  procede  n'est  pas  tout 
a  fait  nouveau,  puisque  le  Dr.  Webb  en 
parle  deja  dans  son  livre  sur  la  dentist- 
erie  operatoire  dentaire,  publiee  en  1883. 

Cette  affaire  sera  probablement  long- 
temps  encore  soumise  a  un  debat  acharne, 
des  deux  cotes  il  y  a  des  sommites  qui 
offrent  a  leurs  contraires  des  raisons  ap- 
paremment  indiscutibles. 

Nous  croyons  que  la  vertu  est  au  juste 
milieu :  les  deux  ont  raison,  et  tort,  et 
nous  ne  devons  pas  nous  laisser  entraiiier 
aux  idees  radicales  qu'ils  prechent. 


II  y  en  a  beaucoup  qui  n'ayant  entendu 
qu'un  cote  de  la  question,  ne  veulent  pas 
se  fleranger  a  I'etudier  et  croyant,  qu'ils 
posent  comme  reformateurs  eblouissent 
leurs  confreres  et  emploient  sans  discre- 
tion et  de  la  fagon  la  plus  radicale,  le 
nouveau  procede,  sans  comprendre  ses 
pi'incipes  et  pent  etre  sans  les  connaitre. 

Xous  n'admettons  pas  en  general  Fex- 
tension des  cavites  plus  qu'il  ne  Fest  ab- 
solument  necessaire,  sur  la  face  labials 
des  incisives  et  canines,  appliquant  ce 
principe  quoiqu'avec  moins  de  severite  a 
la  face  mesiale  et  labiale  des  bicuspides, 

Les  partisans  d'  "etendre  pour  prevenir," 
pretendent  que  toute  cavite  interstitielle 
doit  s'agrandir  jusqu'a  ce  que  ses  bords 
soient  dans  la  zone  qu'ils  appellent  "qui 
se  nettoie  elle  meme." 

Cette  zone  comprend  les  faces  labiales, 
linguales  et  occlusales,  done,  d'apres  eux, 
une  cavite  interstitielle,  pour  petite 
qu'elle  soit  doit  s'etendre  jusqu'a  penetrer 
bien  en  avant  sur  les  dites  surfaces.  Quant 
aux  bord  gingival  de  la  meme  ils  soutien- 
nent qu'il  doit  etre  environ  deux  milli- 
metres sous  la  gencive  brisant  de  cette 
fagon  les  denis,  sous  pretexte  qu'elles 
pouvent  se  carier,  detruisant  ainsi  la 
beaute  et  harmonic  de  bouches  qui  pour- 
raient  assurement  se  conserver  en  bon 
etat  sans  employer  de  si  heroiques 
moyens. 

Le  Dr.  Black,  pretend  poser  comme 
dogme  Fenonce  suivant,  que  nous  tradui- 
sons  de  la  fagon  la  plus  fidele  "etendre 
pour  prevenir  est  etendre  les  bords 
d'email  d'une  ligne  qui  ne  se  nettoie  pas 
d'elle  meme  a  une  autre  qui  se  nettoie." 

En  parlant  des  cavites  interstitielles 
des  molaires,  il  dit  "dans  ces  cas  tout  le 
bord  gingival  d'email  doit  etre  reconvert 
par  la  gencive,"  et  pour  les  bicuspides 
"que  les  angles  buccaux  et  linguaux  de 
la  ligne  d'email  doivent  s'unir  directe- 
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meiit  par  une  petite  courbe  avec  I'email 
gingival  et  etre  converts  par  un  septum 
de  gencive."  On  pourrait  croire  que  les 
enonces  anterieurs  ont  rapport  seulement 
aux  molaires,  mais  la  suivante  aclaration 
de  Black  ne  laisse  pas  de  doute.  C'est 
une  erreur  d'obturer  des  cavites  petites  aux 
surfaces  approxiniales  de  n'importe  quelle 
dent,  incluses  les  incisives,  car  en  general 
il  faudra  les  obturer  de  nouveau  dans 
quelques  annees,  pour  la  simple  raison 
que  la  gencive  en  se  retirant  laissera  le 
bord  d'email  expose  aux  agents  corrosifs. 
Pour  cette  raison  les  cavites  petites  ou 
moyennes  a  la  surface  interstitielle  des 
incisives  doit  s'agrandir  librement  vers  la 
ligne  gingivale  et  elargir  labialement  et 
lingualement  jusqu'a  la  zone  qui  se  net- 
toie  d'elle  meme.  Tout  le  bord  gingival 
d'email  doit  etre  convert  par  un  septum 
de  gencive  assez  profound  pour  que 
celle-ci  en  se  retirant  ne  le  laisse  pas  a 
decouvert. 

II  parait  invraisemblable  que  certaines 
personalites  puissent  defendre  ces  doc- 
trines, surtout  en  rapport  avec  les  in- 
cisives. II  nous  semble  plus  raisonable,les 
obturer  par  I'ancien  systeme  et  attendre 
que  la  carie  se  reproduise  pour  les  agran- 
dir  et  les  obturer  de  nouveau,  mais 
il  ne  faut  pas  les  defigurer  des  le  debut 
par  crainte  d'un  peril,  qu'il  est  probable 
n'arrivera  pas  et  que  s'il  arrive,  est  facile- 
ment  reparable. 

Meme  dans  les  cas  les  moins  f  avorables, 
il  Vaut  mieux  etre  temporairement  beau 
que  toujours  de  figure. 

ISTous  ne  elevens  pas  non  plus  oublier 
que  cette  extension  exageree,  affaiblir  de 
beaucoup  la  resistance  de  la  dent  a  cause 
de  la  grande  perte  de  substance.  ISTous 
ne  doutons  pas  que  les  obturations  faites 
d'apres  Black,  doivent  proteger  la  dent  et 
eviter  la  carie.  Mais  il  est  aussi  impos- 
sible de  nier  que  celles  faites  par  les  an- 


ciens  systemes  ont  conserve  et  conser- 
vent  les  dents  ou  elles  se  trouvent,  et 
constituent  un  eloquent  temoignage  pour 
refuter  les  idees  de  ces  nouveaux  "dento- 
clastes." 

Des  sommites  comme  Ottolengui  et 
Darby,  affirment  qu'ils  n'ont  trouve  que 
de  rares  cas  d'obturation  cariee  par  le 
bord  gingival  et  que  dans  la  plupart  de 
cas,  il  suffit  que  I'obturation  touch  a 
la  j)artie  en  contact  avec  la  dent  voisine 
pour  que  la  carie  ne  se  reproduise  pas. 

ISTous  avons  vu  souvent  des  petites  ob- 
turations faites  par  I'ancien  systeme  en 
or  ou  amalgame  de  vingt,  treinte  et  meme 
plus  d'annees  et  qui  etaient  parfaites. 

II  est  axiomatique  en  cbirurgie  generate 
qu'un  tissu  sain  ne  doit  pas  se  sacrifier 
a  moins  de  necessite  absolue :  notre  opin- 
ion est  que  Ton  pent  appliquer  en  grande 
partie  cet  axiome  en  chirurgie  dentaire. 

D'apres  les  regies  de  Black  il  n'y  aurait 
plus  de  cavites  petites  ni  moyennes,  car 
toutes,  on  les  ferait  grandes  et  les  pa- 
tients auraient  a  souffrir  de  tongues 
seances  pour  les  obturer  en  plus,  de  la 
douleur  de  la  preparation  par  le  nouveau 
systeme,  oelui  de  couper  une  grande  partie 
de  dentine  absolument  saine,  chose 
presque  impossible  avec  des  personnes 
nerveuses  ou  tres  sensibles. 

Ne  pouvant  pas  d'une  fagon  abso- 
lue, garantir  I'immunite,  nous  sommes 
presque  surs  que,  si  I'on  expliquait  au 
client  le  pour  et  les  contre  des  deux 
procedes,  la  plupart  preferaient  I'an- 
cien. 

Nous  Savons  tons,  les  difficultes  qu'il  y 
a  pour  obturer  sous  la  gencive  et  polir 
cette  partie  une  chose  j)resque  impossible 
a  faire,  sans  traumatiser  le  septum  ce 
qui  contribue  a  I'atrophier. 

Que  veulent  dire  "surface  qui  se  net- 
toie  seule"  dont  nous  parlent  tons  les 
apotres  de  I'extension  ?    La  dent  ne  peut 
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pas  se  nettoyer  seule,  done  aueune  de  ses 
pantJe.s  pent  le  faire.  Sans  doute,  ils 
veulent  se  rapporter  aux  surfaces  qui  se 
nettoient  sans  besoin  de  brosse,  par  Tac- 
tion de  la  langue,  les  levres  ou  les  ali- 
ments: mais  ces  agents  ne  nettoient  que 
les  surfaces  plates,  et  tout  de  meme  les 
faces  labiales  et  linguales  qui  sont  les 
mieux  nettoyees  et  ou  en  genei-al  I'einail 
est  mieux  forme,  se  carient  assez  souvent, 
ce  qui  nous  seml)le  une  puissante  refuta- 
tion de  la  theorie  de  Black. 

Mieux  qu'etendre  les  cavites  a  ces 
grandeurs  exagerees  que  Black  et  ses  par- 
tisans nous  enseignent,  il  est  preferable 
faire  une  bonne  obturation  et  conseiller 
au  client  de  la  tenir  propre  avec  la 
brosse  et  la  soie. 

Nous  n'abominons  pas  absolument 
d'etendre  pour  prevenir  et  croyons  qu'il 
faut  inclure  dans  la  cavite  les  parties 
voisinants  dont  I'email  est  imparfait  ou 
affecte  de  decalcification  ainsi  que  les 
parois  trop  fragiles  et  qui  ne  peuvent  pas 
etre  renforcees. 

Quoique  legerement  nous  allons  nous 
occuper  de  la  preparation  Individ uelle  des 
cavites.  Celles  qui  se  trouvent  a  la  surface 
occlusale  des  bicuspides  et  des  molaires, 
sont  les  plus  communes  et  les  plus  sim- 
ples car  elles  sont  accessibles  et  visibles 
generalement  dans  la  fissure  entre  les  cus- 
pides  des  toicuspides  et  la  partie  atteinte. 
L'ouverture  se  fait  generalement  mieux 
avec  un  taraud  ou  une  meule  tres  petite ; 
les  bords  doivent  s'etendre  jusqu'a  em- 
brasser  les  deux  depressions  qui  se  trou- 
vent aux  extremites  de  la  fissure,  laissrmt 
la  cavite  de  forme  oblongue  et  un  peu 
plus  etroite  vers  le  milieu:  la  forme  re- 
tentive s'obtient  facilement  en  passant  le 
long  de  ses  bords  une  fraise  en  cone  ren- 
verse,  car  cette  cavite,  comme  toutes 
celles  des  surfaces  ooclusales  en  general, 
n'ont  besoin  que  de  tres  peu  de  retention 


car  le  grand  effort  qu'cUes  ont  a  subir, 
tend  a  repousser  I'obturation  dans  la  cav- 
ite. Dans  les  molaires,  la  preparation  des 
cavites  occiusales  est  similaire  a  celle  dans 
les  bicuspides.  8'il  y  a  plus  d'un  point 
carie  au  superieures  on  pourrait  les  unir 
en  faisant  une  seule  cavite  qui  contiendra 
toutes  les  fissures  et  un  peu  des  cuspides. 
Si  les  caries  sont  petites  et  I'ernail  qui  les 
separe  est  fort  et  sain,  on  pent  les  remplir 
separement.  On  ne  doit  jamais  laisser 
sans  couper  les  fissures  ou  points  soup- 
eonneux  dans  ces  cavites  et  autres  simi- 
laires.  Dans  les  molaires  inferieures,  il 
faut  aussi  couper  les  fissures  donnant  a 
la  cavite  une  forme  de  croix  ou  d'etoile  et 
quant  a  la  retention  nous  appliquerons  ce 
que  nous  avons  dit  pour  les  bicuspides. 

Les  incisives  et  canines  rarement  ont  des 
cavites  sur  leurs  bords  coupants.  Celles- 
ci  se  preparent  en  aplanissant  premiere- 
ment  avec  une  pierre  ou  des  disques  de 
papier  emeri  et  creusant  apres  une  rai- 
nure  avec  un  cone  renverse  entre  les 
parties  labiates  et  linguales,  ce  qui  nous 
sert  de  retention,  couvrant  les  bords  avec 
I'obturation. 

Les  cavites  simples  des  surfaces 
labiales  et  linguales  des  incisives  n'ofErent 
pas  de  difficulte  et  n'exigent  que  tres  peu 
de  forme  retentive,  car  elles  n'ont  qu'a 
souffrir  practiquement  aucun  effort  qui 
tends  a  deloger  I'obturation.  Leurs  bords 
doivent  etre  arrondis  et  ne  pas  s'etendre 
plus  qu'il  n'est  necessaire.  Les  cavites 
approximales  des  bicuspides  et  des  mo- 
laires ne  sont  generalement  pas  simples. 
Celles  des  bicuspides  peuvent  s'etendre 
quoique  pas  d'une  fagon  si  radicales  dans 
la  plupart  des  cas,  comme  conseille  Black, 
et  il  faut  tou jours  tenir  en  compte,  en 
agrandissant  les  cavites,  les  conditions 
individuelles  de  chaque  bouche,  comme 
sont,  la  qualite  des  dents  leur  tendance 
plus   ou    moins   grande   a   la   carie,   age 
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du  client  et  soins  qu'il  apporte  a  la 
bouehe. 

Dans  les  ineisives  et  les  canines  nous 
ne  croyons  pas  necessaire  etendre  les 
cavites  sur  la  face  labiales  que  dans  quel- 
ques  rares  cas,  notre  opinion  etant  qu'il 
est  preferable  attendre  que  la  carie  se 
reproduise,  qu'abimer  la  dent  des  le 
debut.  II  y  a  deux  fagons  de  preparer 
ces  cavites :  Tune  quand  elles  sont  tres 
petites,  consiste  a  separer  les  dents  suffis- 
amment  pour  pouvoir  les  obturer  en  gar- 
dant  la  face  labiale  et  linguale;  nous  ne 
conseillons  ceci  que  lorsque  la  cavite  est 
tres  petite  et  la  parol  linguale  solide, 
dans  les  autres  cas  nous  couperons  cette 
parol  et  introduirons  par  derriere  I'ob- 
turation^  en  renf  organt  prealablement  s'il 
est  necessaire  avec  du  ciment;  quand  cette 
cavite  est  tres  pres  du  bord  coupant  il 
est  preferable  inclure  la  partie  voisine  du 
dit  bord  dans  la  cavite.  Nous  decrirons 
plus  loin  la  preparation  dans  ce  cas. 

Les  cavites  mesio  et  disto  labiales  des 
ineisives  et  canines  se  preparent  de  la 
fagon  que  nous  avons  decrit  pour  ces 
cavites  quand  elles  sont  simples,  les 
mesio  et  disto  linguales  exigent  aussi  un 
traitement  similaire,  la  forme  retentive 
n'a  pas  besoin  d^etre  grande.  Les  cavites 
insterstitio-occlusales  des  ineisives  offrent 
quelques  difficultes  car  ^obturation  doit 
etre  fortement  retenue  pour  pouvoir  re- 
sister  les  efforts  de  la  mastication,  qui 
s'exercent  principalement  en  deux  sens, 
un  suivant  I'axe  de  la  dent  et  vers  la 
racine,  et  Fautre  de  dedans  en  dehors  sur 
la  couronne.  Generalement  la  forme  re- 
tentive s'obtient  en  taillant  une  rainure 
assez  profonde  pres  de  la  parol  gingivale 
et  une  autre  dans  les  parois  labiales  et 
linguales  quand  c'est  possible:  toujours 
naturellement  dans  de  la  dentine  epaisse 
et  un  autre  petit  point  pres  du  bord  cou- 


pant. Dans  beaucoup  de  cas,  la  forme 
anterieure  est  suffisante  pour  retenir  I'ob- 
turation,  tout  de  meme,  comme  I'effort 
qu'elle  doit  subir  est  tres  grand,  il  vaut 
mieux  la  fixer  plus  solidement  en  taillant 
dans  la  parol  linguale  une  rainure  de 
forme  retentive  et  qui  remplit  parfaite- 
ment  I'objet  voulu.  On  pent  aussi  comme 
conseil  Johnson,  au  lieu  d'une  rainure, 
enlever  tout  le  bord  coupant  lingual  pre- 
servant  autant  que  possible  la  parol  la- 
biale. 

Si  la  cavite  est  mesio-disto-occlusale  on 
unit  les  deux  cotes  par  la  parol  linguale 
comme  nous  venous  de  I'indiquer,  on  pent 
aussi  si  la  dent  est  morte  fixer  dans  son 
canal  une  vis  qui  soutient  I'obturation. 

Les  cavites  dans  les  canines  se  prepar- 
ent d'une  fagon  analogue. 

Les  cavites  proximo-occlusales  des  bi- 
cuspides  et  molaires  sont  frequentes  c'est 
a  ces  endroits  que  la  carie  recidive  les 
plus  souvent  et  sans  aller  aussi  loin  que 
Black,  nous  trouvons  convenable  les  eten- 
dre suffisament  pour  que  I'email  des  bords 
soit  parfait,  poussant  s'll  est  necessaire 
jusqu'a  en  dessous  de  la  gencive. 

La  retention  doit  etre  forte  pour  sup- 
porter la  mastication  qui  tend  a  deloger 
I'obturation  dans  un  sens  lateral.  La 
taille  des  fissures  facilite  la  retention. 

Dans  les  cavites  mesiales  des  bicus- 
pides  on  devra  conserver  la  partie  labiale 
pour  eviter  que  I'obturation  se  voie 
trop. 

Voila  a  grands  traits  la  preparation 
des  cavites  les  plus  usuelles  et  qui  varie 
un  !peu  si  on  emploie  des  matieres  plas- 
tiques  au  lieu  de  I'or,  quoique  I'amal- 
game  exige  le  meme  soin  pour  sa  reten- 
tion. 

N'ous  avons  omis  a  dessein  la  prepara- 
tion des  cavites  pour  I'obturation  a  la 
porcelaine,  cette  nouvelle  matiere  exige 
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une   preparation   speciale   et   la   decrire 
nous  entrainerait  trop  ioin. 

Conclusions. 

1.  La  preparation  correcte  de  la  cavite 
est  de  grande  importance  pour  le  succes 
de  Tobturation. 

2.  La  dite  preparation  se  fonde  sur  des 
regies  scientifiques  et  esthetiques  et  se 
divise  en  trois  parties:  ouverture,  net- 
toyage^  et  formation. 

3.  Les  cavites  se  divisent  en  simples  et 
composees,  et  regoivent  un  nom  different, 
d'apres  la  partie  de  la  dent,  ou  elles  se 
trouvent. 

4.  Pour  les  ouvrir  on  emploira  des 
fraises  dentelees,  des  ciseaux  et  des 
petites  meules :  pour  les  nettoyer  des  ex- 
cavateurs  et  des  fraises,  et  pour  les 
fagonner  les  instruments,  deja  nommes, 
des  disques  et  des  bandes  d'emeri. 

5.  La  eavite  preparee  doit  remplir  les 
conditions  suivantes :  forme  retentive 
suffisante  pour  que  Fobturation  puisse 
resister  sans  danger  les  differents  efforts 
auxquels  elle  sera  soumise,  ses  bords 
doivent  etre  solides,  et  dans  certains  cas, 
plus  etendus  que  la  cavite  primitive. 

6.  L'emploi  de  la  digue  est  tres  utile  et 
facilite  Toperation. 

7.  Les  theories  "d'etendre  pour  preve- 
nir^'  exposees  par  Black,  presentent  dans 
la  pratique  de  grands  inconvenients,  et 
sont  trop  radicales  dans  la  plupart  des 
cas. 


8.  La  dite  methode  n'est  pas  admissi- 
ble, pour  les  incisives,  pour  raison  d'es- 
thetique,  etant  preferable  refaire  I'obtu- 
ration  s'il  y  a  recidive  de  carie. 

9.  Le  nouveau  procede  n'assure  pas 
rimmunite  absolue:  et  la  methode  an- 
cienne  a  conserve  et  conserve  les  dents, 
par  des  moyens  moins  heroiques. 

10.  Dans  les  molaires  on  pent  suivre 
en  partie  les  theories  de  Black. 

11.  La  preparation  des  cavites  est  dif- 
ferente  d'apres  la  dent,  et  la  place  ou 
elles  se  trouvent. 


The  Chairman.  This  concludes  the 
work  of  this  section.  Before  entertaining 
a  motion  to  adjourn  I  want  to  express  my 
thanks  to  the  committee  on  Operative 
Dentistry  for  the  splendid  support  they 
have  given  me  in  the  preparation  of  the 
program. 

I  also  wish  to  express  my  appreciation 
and  my  thanks  to  the  secretary,  Dr. 
Hunt,  and  also  to  Dr.  Heckard,  who 
acted  as  secretary  pro  tempore  in  Dr. 
Hunt's  absence. 

I  wish  to  thank  the  stenographer,  Mr. 
Long,  for  the  assistance  he  has  given  us. 
He  has  been  very  faithful  in  his  attend- 
ance on  the  sessions,  and  I  appreciate  it. 

I  also  want  to  thank  the  members  for 
their  uniformly  close  attention  and  for 
their  regular  attendance  at  the  sessions. 

The  chairman.  Dr.  Johnson,  then  de- 
clared the  section  adjourned  sine  die. 
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SECTION    VIII: 

Prosthesis* 


Chairman — Charles   R.   Turxer,  Philadelphia,  Pa. 
Secretary — H.  W.  Campbell,  Suffolk.  Ta. 


FIRST  DAY— Tuesday,  August  30th. 


The  section  was  called  to  order  at  2.30 
P.M.  by  the  chairman^,  Dr.  Charles  E. 
Turner.  Dr.  J.  Q.  Byram  acted  as  sec- 
retary pro  tern. 

Dr.  J.  P.  Gray,  Nashville,  Tenn.,  was 
called  to  the  chair,  and  Dr.  Chas.  E. 
Turner  delivered  the  following  address : 

Chairman's  Address. 

We  have  assembled  from  the  various 
parts  of  the  world  to  participate  in  the 
work  of  the  Fourth  International  Dental 
Congress,  and  the  section  whose  duties 
we  are  called  upon  to  begin  this  after- 
noon has  for  its  especial  consideration 
the  isubject  of  Dental  Prosthesis. 

As  the  wise  men  of  the  early  civiliza- 
tions of  Egypt  and  Phoenicia  visited  far 
and  wide  to  broaden  and  enlarge  their 
knowledge  by  contact  with  men  of  other 
nations ;  as  the  Greek  youth  assembled  in 
the  market-place  to  learn  the  principles 
of  argument  and  oratory  from  the  lips 


of  Demosthenes;  as  Paracelsus  gathered 
from  his  travel  the  facts  which  he  formu- 
lated into  our  first  chemistry,  so  from 
time  immemorial  personal  intercourse 
has  been  a  fruitful  means  for  the  dis- 
semination of  learning.  That  they 
might  counsel  more  closely  together,  by 
a  process  of  easy  evolution  congregations 
of  men  have  taken  place  in  order  that, 
in  addition  to  the  imparting  of  knowl- 
edge, theses  might  be  debated  and  facts 
be  established.  Much  wisdom  has  come 
from  these  deliberations.  Modern  scien- 
tific conventions  have  for  their  purpose 
the  recording  of  observations,  the  deduc- 
tion of  principles  from  such  records,  the 
establishment  of  these  conclusions  by 
proof  furnished  again  by  the  original 
facts.  It  is  here  that  the  earnest  worker 
in  pursuit  of  truth  brings  the  findings  of 
his  careful  search  in  contribution  to  his 
fellow-man;  it  is  here  that  the  pains- 
taking toiler,  following  the  single  path 
of  his  own  field  of  labor,  is  freed  from 
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the  limitations  of  his  scientific  provin- 
cialism by  the  process  of  friendly  criti- 
cism and  discussion;  it  is  here  that  the 
youth,  by  contact  with  such  investigators, 
is  inspired  with  enthusiasm  to  the  under- 
taking of  greater  deeds,  and  it  is  here 
that  he  whom  ability  and  experience  have 
made  a  master  of  his  craft  comes  to  ex- 
hibit the  fruits  of  his  skill  to  his  brethren 
whose  activities  have  been  directed  along 
other  lines. 

To  us  in  America  it  has  seemed  par- 
ticularly fitting  that  the  Louisiana  Pur- 
chase Exposition  should  be  the  occasion 
of  an  international  gathering  in  dentis- 
try. In  the  words  of  our  late  lamented 
President  McKinley,  "Expositions  are 
the  timekeepers  of  progress,"  and  no  less 
is  it  true  that  a  congress  of  its  represen- 
tatives from  all  portions  of  the  world 
marks  an  epoch  in  the  development  of 
any  science.  It  has  been  a  hundred 
years  since  Thomas  Jefferson  secured 
from  Napoleon,  the  First  Consul  of  the 
Eepublic  of  France,  the  tract  of  land 
whose  acquisition  the  city  of  St.  Louis 
is  now  celebrating.  It  has  been  more 
than  a  century  since  Lafayette's  army 
came  from  that  same  country  to  battle 
in  behalf  of  American  liberty,  and  is  it 
not  an  event  of  equal  importance  in  the 
history  of  dentistry  that  at  that  time 
there  arrived  upon  American  soil  practi- 
cally the  first  dentists  to  come  to  this 
country?  And  have  not  the  develop- 
ments of  these  two  contributions  of 
France  to  the  New  World  been  parallel 
marvels  of  unusual  wonder? 

The  portion  of  dentistry  with  which 
we  shall  have  to  do  in  this  section  is  den- 
tal prosthesis  in  its  broadest  sense,  and 
includes  the  replacement  of  any  or  all  the 
tissues  pertaining  to  the  masticating  ap- 
paratus. If  we  may  believe  that  the  date 
assigned  is  correct,  the  findings  in  Etrus- 


can and  Phoenician  necropoles  seem  to 
show  that  prosthesis  is  as  old  as  dentis- 
try itself.  Whether  it  be  as  crude  as  the 
use  of  a  vegetable  fiber  blanched  by  mas- 
tication by  the  courtezans  of  the  port  of 
Athens  in  a  vain  attempt  to  lure  the  un- 
wary by  the  borrowed  integrity  and 
whiteness  of  their  dentures,  or  whether  it 
be  as  unsatisfactory  as  the  teeth  with 
which  the  divine  Cleopatra  may  have 
charmed  Mark  Antony  (although  she 
might  only  have  been  able  to  endure  them 
when  he  was  present),  prosthesis,  since 
its  beginning,  has  endeavored  to  sup- 
ply to  frail  humianity  portions  of  tis- 
sues lost  through  the  curse  of  disease 
or  the  ill  fortunes  of  accident,  in  order 
that  form  might  be  preserved  and  func- 
tion prolonged.  One  may  hardly  be  so 
sanguine  of  the  possibility  of  dental  pro- 
phylaxis, of  dental  hygiene,  or  of  dental 
surgery  as  to  fear  that  the  need  for  den- 
tal prosthesis  may  cease  to  exist.  In 
spite  of  conservative  dentistry,  and  in 
addition  to  its  careful  ministration,  the 
field  of  prosthetic  dentistry  will  continue 
to  enlarge  and  develop.  And  along  what 
line  will  its  further  evolution  take  place  ? 
Thomas  Huxley  said  that  scientific 
knowledge  differs  from  common  knowl- 
edge only  in  its  greater  accuracy,  and  in 
our  own  particular  field  of  human  in- 
quiry it  is  evident  that  the  tendency  of 
investigators  will  be  along  the  line  of 
exactness  in  their  search  for  ultimate 
truths.  There  must  be  an  improvement 
in  our  knowledge  of  physics  and  me- 
chanics which  shall  permit  the  construc- 
tion of  artificial  substitutes  in  such  a 
manner  that  the  present  difficulties  at- 
tending their  use  may  be  overcome.  We 
must  enlarge  our  acquaintance  with  form 
and  color — the  fundamentals  which  are 
necessary  to  an  analysis  of  the  require- 
ments of  our  creations — so  that  the  lost 
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parts  may  be  supplied  by  substitutes  in 
such  perfect  harmony  with  their  environ- 
ment that  they  shall  escape  detection 
after  careful  inspection.  We  have  room 
for  improvement  in  the  technique  of 
present  processes,  and  a  fertile  field  for 
labor  in  the  search  for  materials  of 
greater  cosmetic  and  mechanical  possi- 
bilities. We  may  still  strive  to  deserve 
that  encomium  which  Dr.  Oliver  Wendell 
Holmes  thirty  years  ago  pronounced: 
"The  dental  profession  has  established 
and  prolonged  the  reign  of  beauty;  it 
has  added  to  the  charms  of  social  inter- 
course, and  lent  perfection  to  the  accents 
of  eloquence;  it  has  taken  from  old  age 
its  most  unwelcome  feature  and  length- 
ened enjoyable  human  life  far  beyond 
the  limit  of  the  years  when  the  toothless 
and  purblind  patriarch  might  exclaim,  'I 
have  no  pleasure  in  them.^ " 

In  thus  formally  opening  Section 
VIII,  I  wish  to  make  public  my  grateful 
thanks  to  the  Committee  of  Organization 
which  has  seen  fit  to  select  me  to  preside 


at  its  meetings.  I  trust  its  sessions  may 
result  in  substantially  furthering  the 
cause  of  its  special  sphere  of  labor,  and  I 
hope  that  any  failure  on  my  part  to  serve 
it  wisely  may  be  laid  at  the  door  of  my 
inexperience  rather  than  to  the  score  of 
unwillingness. 

Dr.  Gray.  The  first  item  on  our  pro- 
gram for  this  afternoon  is  a  paper  by  Dr. 
Calvin  S.  Case  of  Chicago,  111.,  entitled 
"The  Mechanical  Treatment  of  Congeni- 
tal Cleft  Palate."  I  will  ask  Mons.  B. 
Platschick  of  Paris,  France,  to  occupy 
the  chair  during  the  reading  of  Dr. 
Case's  paper. 

Dr.  Case.  I  had  thought  to  present 
after  the  reading  of  my  paper  a  number 
of  models  illustrative  of  the  points  dis- 
cussed therein,  but  I  think  that  it  would 
be  better  to  present  the  models  at  once, 
so  that  all  may  have  an  opportunity  to 
examine  the  various  kinds  of  artificial 
palates  which  I  propose  to  describe. 

He  then  read  his  paper,  as  follows : 


The  Mechanical  Treatment  of  Congenital  Cleft  Palate, 

By  CALVIN  S.  CASE,  M.D.,  D.D.S.,  Chicago,  III. 


At  the  meeting  of  the  National 
Dental  Association  in  1902,  and  at 
the  Illinois  State  Dental  Society  of 
1903,  I  presented  descriptions  of  a  new 
form  of  artificial  palate.  And  now  after 
a  more  extended  opportunity,  with  a 
greater  number  and  variety  of  cases  to 
study  the  development  of  this  principle 
and  its  possibilities,  I  am  more  convinced 
than  ever  that  it  represents  a  system  that 
is  both  practical  and  scientific  for  the 
mechanical  correction  of  every  form  of 


congenital  cleft  palate,  and  one,  more- 
over, that  is  absolutely  sure  of  affording 
means  for  the  perfect  correction  of  speech 
in  these  cases. 

Some  authors  have  made  quite  a  dis- 
tinction between  an  obturator  and  a 
velum,  so  that  the  profession  has  come  to 
regard  an  obturator  as  any  cleft-palate 
instrument  which  is  composed  of  hard 
material,  gold  or  vulcanite,  and  a  velum 
as  one  composed  of  flexible  rubber  after 
the  form  of  the  Kingsley  palates.     Both 
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are  essentially  for  the  correction  of  speech 
by  restoring  a  lost  or  undeveloped  portion 
of  the  natural  palate  by  artificial  means ; 
correctly  speaking,  therefore,  they  are 
both  artificial  palates. 

When  Dr.  Wm.  Suersen  proposed  the 
insertion  of  a  cleft-palate  instrument 
which  could  be  worn  with  comfort  and,  in 
conjunction  with  the  muscles,  enable  the 
patient  at  will  to  close  the  connection 
between  the  oral  and  nasal  cavities,  he 
presented  a  scientific  principle  that  is 
as  true  today  as  then,  and  one,  more- 
over, that  must  be  successfully  attained 
to  be  of  value  to  the  wearer,  whatever  the 
form  of  the  instrument  or  the  method  of 
its  construction. 

He  called  the  instrument  which  he  de- 
vised for  this  purpose  an  "obturator,"  be- 
cause it  was  intended  to  close  and  prevent 
the  passage  of  air,  which  is  the  vehicle  of 
voice,  from  escaping  into  the  nares. 

Later,  Dr.  Norman  W.  Kingsley,  who 
will  always  be  regarded  as  one  of  the 
greatest  geniuses  of  his  day,  realizing 
the  difficulties  of  constructing  and  suc- 
cessfully applying  the  Suersen  device,  in- 
vented a  flexible-rubber  palate,  with 
which  you  are  all  familiar.  He  named  it 
an  artificial  velum,  because  its  posterior 
extension  was  intended  to  imitate  the  ac- 
tion of  the  natural  velum,  by  bridging 
the  cleft  and  restoring  the  palate  to  the 
possibilities  of  a  normal  organ  of  speech. 
It  doubtless  has  done  more  than  any 
other  device  that  has  ever  been  invented 
to  relieve  the  ills  of  this  most  unfortu- 
nate deformity,  principally  because  it 
could  be  inserted  and  worn  with  comfort, 
even  though  quite  imperfect  in  its  adap- 
tability to  the  parts,  and  though  more  or 
less  inadequate  in  possibilities  for  the 
acquirement  of  perfect  enunciation  and 
tone.  But  Dr.  Kingsley  and  others  who 
adopted  this  method  of  practice,  I  believe, 


have  always  been  convinced  of  its  ineffi- 
ciency when  considered  as  a  permanent 
appliance,  if  for  no  other  reason  than 
the  early  deterioration  of  flexible  rubber 
when  worn  in  the  mouth,  requiring  that 
the  palates  be  renewed  about  as  often  as 
once  a  year  to  keep  them  in  the  necessary 
form.  This  is  not  difficult  for  those  who 
construct  individual  molds  for  each  case, 
in  which  the  palates  can  be  easily  vul- 
canized and  mailed  to  any  part  of  the 
country.  But  in  a  long  experience  of  its 
use  I  have  found  that  three-fourths  of 
the  patients  soon  tire  of  this  regime,  and 
either  discard  their  palates  altogether  or 
get  along  in  some  way  with  what  must  be 
very  poor  apologies. 

So  that  at  best  the  most  ardent  ad- 
mirers of  the  Kingsley  velum  regard  it  as 
only  superior  to  a  perfectly  constructed 
obturator  for  the  early  stages  of  a  com- 
pleted operation. 

Dr.  E.  Ottolengui,  in  discussing  my 
paper  at  the  National  meeting,  said: 
"The  only  advantage  of  a  soft  velum  over 
an  obturator  seems  to  be  that  it  enables  a 
more  rapid  progress  in  the  acquirement 
of  speech,  but  later  in  life,  perhaps  at  the 
time  when  the  patient  needs  a  new  instru- 
ment— in  any  event  speech  having  been 
perfected — it  is  usually  preferable  to 
make  a  hard-rubber  appliance,  which  will 
be  more  permanent  and  more  cleanly 
than  one  of  soft  rubber.  Thus  the  ob- 
turator apparently  comes  into  use  after 
the  patient  has  been  educated  to  speak 
by  means  of  the  soft-rubber  appliance, 
which  should,  in  every  sense  of  the  word, 
be  a  velum." 

Though  Drs.  Kingsley,  Ottolengui, 
myself,  and  others  have  always  advised 
the  changing  of  vela  for  metal  or  hard- 
rubber  instruments,  the  instances  are 
rare  when  this  has  been  done,  principally 
because    it    involved    another    complete 
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operation  considerably  differing  from  the 
first,  with  added  fee,  etc. 

In  some  instances  there  has  been  an 
attempt  to  change  the  Kingsley  vela  for 
hard-rubber  obturators  made  after  the 
very  ingenious  method  and  form  devised 
by  Dr.  Grant  Molyneux;  but,  largely  be- 
cause the  shape  and  conditions  were  so 
entirely  different,  with  the  consequent  ir- 
ritation to  the  sensitive  tissues,  the  pa- 
tients could  not  be  induced  to  wear  them, 
and  insisted  upon  continuing  with  the 
original  palates  which  gave  them  no  dis- 
comfort and  when  new  and  perfectly 
fitted  enabled  them  to  speak  with  the 
most  satisfying  results. 

Then  the  question  arises :  If  the  hard 
rubber  or  other  so-called  obturators  are 
ultimately  superior,  why  not  make  them 
in  that  way  at  first? 

To  say  nothing  of  the  extra  irritation 
to  exceedingly  sensitive  tissues  which  a 
hard  rubber  or  metal  appliance  would 
at  first  produce,  even  if  absolutely  correct 
in  form,  those  who  have  had  considerable 
experience  in  the  fitting  of  artificial 
palates  know  very  well  how  difficult,  and 
in  most  instances  impossible,  it  is  to  make 
a  first  palate  that  does  not  require  con- 
siderable change  in  form  before  it  per- 
fectly subserves  the  purpose  of  vocal  ar- 
ticulation. Nor  can  this  always  be  ac- 
complished skilfully  until  the  palate  has 
been  worn  for  some  time,  and  the  tissues 
allowed  to  become  accustomed  and  ad- 
justed to  this  foreign  body  in  the  mouth 
and  throat. 

Through  a  desire  to  take  advantage  of 
the  benefits  afforded  by  a  soft-rubber  ap- 
pliance on  the  one  hand,  and  a  hard- 
rubber  obturator  on  the  other,  and  at  the 
same  time  avoid  the  possibilities  of  the 
final  inefficiency  of  the  one  and  the  diffi- 
culties in  construction  and  adjustment 
presented  by  the  other,  has   arisen   the 


present  artificial  palate,  which  it  is  the 
object  of  this  paper  to  present. 

It  essentially  consists  of  a  form  of 
palate  which  can  first  be  made  of  soft 
rubber  and  possess  all  the  advantages  of 
the  Kingsley  velum,  and  then,  when  the 
patient  has  become  accustomed  to  it  in 
its  flexi'bb  state  and  its  present  form  is 
assured,  by  packing  the  same  casts  in 
which  the  soft  rubber  palates  were  vul- 
canized with  another  quality  of  rubber,  a 
hard-rubber  palate  is  produced  which 
possesses  all  the  advantages  of  a  perfect 
obturator. 

If  made  of  soft  rubber  and  vulcanized 
within  specially  constructed  metal  molds, 
as  this  system  demands,  the  operation 
is  a  perfectly  painless  one,  and  the  first 
palate  can  be  worn  without  irritation  or 
special  inconvenience;  after  which,  de- 
sired changes  in  its  form,  such  as  are 
nearly  always  required  in  order  to  perfect 
the  palate,  can  then  be  easily  made  by 
slightly  enlarging  or  contracting  the  mold. 

In  my  first  paper  I  presented  it  as 
composed  of  soft  rubber  alone,  not  hav- 
ing had  an  opportunity  to  judge  of  its 
merits  when  made  of  hard  rubber.  Dr. 
Ottolengui,  in  opening  the  discussion, 
said:  "1  had  always  thought  until  to- 
night that  it  would  be  necessary  for  those 
who  treat  these  cases  mechanically  to  de- 
cide between  a  hard-rubber  obturator  and 
a  soft-rubber  velum,  but  Dr.  Case  has 
brought  us  a  new  appliance.  He  states 
that  it  differs  essentially  from  the  Kings- 
ley  velum,  and  it  certainly  does,  not  only 
in  form  but  in  action  and  every  feature. 
Of  course,  it  is  not  a  hard-rubber  obtu- 
rator, but  I  consider  it  an  obturator 
rather  than  a  velum." 

Those  who  are  familiar  with  the 
Kingsley  palates,  which  I  am  pleased  to 
say  I  have  used  with  great  satisfaction  in 
my  practice  for  over  twenty  years,  will 
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remember  that  the  veil  or  posterior  por- 
tion of  the  palate  is  sustained  by  extend- 
ing the  central  thickened  portion  into  it, 
and  from  this  point  it  is  gradually  flat- 
tened to  a  comparatively  thin  edge,  where 
it  is  more  or  less  curved  in  conformity  to 
the  pharyngeal  wall,  against  which  it  is 
intended  to  rest  during  the  contraction 
of  the  pharyngeal  and  palatal  muscles. 

In  this  particular  it  is  quite  different 
in  form  from  the  palate  I  am  about  to 
describe,  in  that  with  the  latter  all  the 
central   portion  of   the   palate  is    thin. 

Fig.  1. 


while  the  edge  of  the  veil  is  thick, 
in  the  form  of  a  solid  roll  about  one- 
fifth  of  an  inch  in  diameter,  or  pref- 
erably triangular,  with  rounded  corners, 
so  that  its  outer  flattened  surfaces  exactly 
and  firmly  fit  the  pharyngeal  walls  when 
the  muscles  are  in  a  contracted  state. 

Fig.  1  represents  the  lingual  view  of 
the  artificial  palate,  with  transverse  sec- 
tions. Figs.  2  and  3  show  the  palate  in 
position. 

In  extensive  clefts  the  borders  of  the 
veil  extend  forward  along  the  lateral 
walls  of  the  pharynx  and  posterior  nares, 
and  becoming  thinner,  form  the  borders 
of  the  nasal  extensions  which  rest  upon 
the  floor  of  the  nares. 

When  the  cleft  does  not  extend  into 
the  hard  palate,  the  veil  is  shaped  in  a 
similar  manner,  but  with  the  nasal  por- 


tion abridged  to  meet  the  requirements 
of  the  case. 

Where  the  cleft  extends  into  the  hard 
parts,  the  body  of  the  palate  which  covers 
the  borders  of  the  cleft  and  forms  the 
lateral  wings  on  the  roof  of  the  mouth 
should  not  extend  back  of  the  attach- 
ments of  the  bifurcated  velum  palati,  noi- 
in  any  way  interfere  with  the  free  action 
of  the  muscles;  neither  should  it  extend 
upon  the  roof  of  the  mouth  any  farther 
than  is  necessary  to  give  a  firm  seating 
for  the  palate.  This  portion  should  be 
about  as  thick  as  an  ordinary  rubber 
plate,  being  thinned  along  its  oral  borders 
and  thickened  to  form  the  nasal  bor- 
ders. 

There  are  a  number  of  important  ad- 
vantages in  this  form  of  palate,  even 
when  made  of  fiexible  rubber  and  used 
for  the  purposes  of  a  velum: 

First.  The  early  deterioration  of  the 
rubber,  causing  the  curling  up  of  thin 
edges  of  the  veil,  is  entirely  prevented. 
When  this  occurs,  as  it  frequently  does 
with  ordinary  vela,  the  vocal  usefulness 
of  the  palate  is  impaired — if  not  de- 
stroyed— in  proportion  as  it  permits  the 
escape  of  air  at  the  curled-up  portion  of 
the  border. 

Second.  The  heavy  border  of  the  veil 
is  sufficiently  yielding  and  flexible  to  be 
worn  with  comfort  if  properly  fltted,  and 
it  also  presents  sufficient  stability  and 
breadth  of  surface  to  permit  firm  con- 
tact of  the  pharyngeal  muscles  in  closing 
the  naso-pharyngeal  opening. 

Third.  In  more  or  less  extensive  clefts 
the  thin  central  portion  extending  for- 
ward into  the  body  of  the  palate  permits 
a  resilient  yielding  of  the  lateral  portions 
of  the  body,  which  frequently  allows  one 
to  spring  it  into  place  with  sufficient 
grasp  of  the  irregular  borders,  along 
which  it  should  accurately  fit,  to  hold  it 
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in  position  without  other  aid.    Whenever  In  taking  an  impression  for  the  con- 

this  can  be  accomplished  with  the  soft      struction  of  this  palate  where  the  cleft 


Fig.  2. 


palate,  it  will  readily  be  continued  when      is  extensive  or  even  extending  somewhat 
it  becomes  hard.  into  the  hard  palate,  it  is  my  object  to 
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obtain  a  perfect  model  of  that  portion  of 
the  roof  of  the  mouth  over  which  I  wish 
the  palatal  portion  of  the  plate  to  extend, 
and  along  the  borders  of  the  cleft  forward 
of  the  pendent  portions  of  the  velum 
palati,  extending  somewhat  upon  the 
floor  of  the  nares  and  representing  as  per- 
fectly as  possible  the  nasal  borders  of  the 
cleft  and  lateral  surfaces  of  the  posterior 
nares.     (See  Figs.  11  and  13.) 

These  surfaces,  a  part  of  which  lie 
above  the  pendent  and  unstable  tissues 
of  the  velum  palati,  are  frequently  sus- 
ceptible of  being  perfectly  reproduced  in 
the  model  of  a  plaster  impression.  It 
will  usually  be  found  in  a  typical  case 
that  the  posterior  nasal  openings  are 
laterally  constricted,  from  which  point 
the  nasal  fossae  widen  to  form  the  floor 
of  the  nares.  By  obtaining  a  perfect  im- 
pression of  these  somewhat  unyielding 
surfaces,  which  otherwise,  on  account  of 
their  position,  would  be  very  difficult  to 
reproduce,  the  anterior  borders  of  the 
artificial  veil  can  be  perfectly  fitted  to 
them  as  they  merge  into  the  nasal  borders 
of  the  body. 

I  lay  particular  stress  upon  this  por- 
tion of  the  operation  because  I  have  found 
it  important,  not  only  as  a  great  aid  to 
the  proper  action  of  the  pharyngeal  mus- 
cles, but  in  clefts  of  considerable  extent 
the  overhanging  nasal  borders  of  the 
artificial  palate  can  be  easily  sprung  into 
place,  and  when  fitted  perfectly  patients 
soon  learn  to  place  and  sustain  the  palate 
without  the  aid  of  a  supporting  plate. 

I  would  advise,  however,  that  the  sup- 
porting plate  be  always  made,  to  enable 
patients  to  more  readily  adjust  and 
sustain  the  palates  until  they  have 
learned  to  wholly  do  without  it. 

When  no  artificial  teeth  are  required, 
or  when,  if  required,  a  bridge  denture  is 
practicable,  the  supporting  plate  should 


be  made  to  cover  as  small  an  area  of  the 
roof  of  the  mouth  as  is  consistent  with 
the  demand  for  strength.  I  rarely  ex- 
tend it  forward  of  the  second  bicuspid, 
leaving  as  much  of  the  anterior  palatal 
surface  exposed  as  possible,  which  I  be- 
lieve materially  aids  in  acquiring  perfect 
enunciation. 

Fig.  4,  which  is  made  from  the  model 
of  an  impression  of  the  mouth  with  the 

Fig.  4. 


apparatus  in  place,  shows  the  form  o£ 
the  supporting  plate  I  usually  make. 

Preparatory  to  taking  the  impression 
for  an  artificial  palate,  I  study  well  the 
cleft  and  surrounding  tissues  to  deter- 
mine the  character  and  extent  of  the  im- 
pression. For  all  clefts  that  involve  the 
hard  palate,  an  accurate  plaster  impres- 
sion of  the  parts  outlined  is  not  more 
difficult  than  most  impressions  for  par- 
tial dentures. 

There  are  two  ways  of  taking  these 
impressions :  One  by  forming  a  base  of 
modeling  compound  upon  which  to  lay 
the  plaster,  and  the  other  by  using  plaster 
alone. 

For  the  first  the  compound  is  wrapped 
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around  the  forefinger  (Fig.  5),  and 
pressed  gently  to  place.  Removing, 
softening,  and  perhaps  slightly  reshap- 
ing and  cutting  away  surplus,  this  is  re- 
peated several  times,  with  the  view  of 
finally   obtaining  a   modeling-compound 


plaster  in  position,  need  cause  no  fear  of 
its  easy  removal,  even  though  an  excess 
of  plaster  he  used — providing  it  does  not 
come  forward  of  the  alveolar  ridge  in  ex- 
tensive double  clefts — as  all  that  portion 
which  extends  above  the  border  of  the 


Fig.  5. 


Fifi.  7. 


impression  that  will  not  displace  the  soft 
posterior  borders,  and  that  will  perfectly 
support  the  plaster  for  the  final  impres- 
sion.     (See  Fig.   6.) 


cleft  forming  the  impression  of  the  nasal 
fossEe  will  readily  break  from  the  smooth, 
oiled  surface  of  the  compound  when  the 
impression  is  removed,  it  being  otherwise 


Fig.    6. 


Fig.  8. 


The  palatal  surface  is  then  roughened 
so  the  plaster  will  cling  to  it,  and  all  that 
portion  of  the  compound  which  extends 
above  the  nearest  approaching  borders  of 
the  cleft  is  cut  away  and  the  cut  surface 
smoothed  and  oiled.     (See  Fig.  7.) 

This,  when  carried  to  place  with  the 


unattached  to  the  lower  parts,  as  the 
compound  completely  bridges  the  cleft 
from  its  nearest  approaching  borders. 
The  nasal  section  can  then  be  teased  back 
toward  the  more  open  portion  of  the  cleft, 
and  allowed  to  fall  on  a  mouth-mirror, 
from  which  it  is  replaced  upon  the  im- 
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pression.  (See  Fig.  8.)  Fig.  9  shows 
different  views  of  a  plaster  impression 
taken  in  this  way. 

As  a  rule;,  I  prefer  plaster  alone,  divid- 
ing it  as  aibove  in  sections  at  the  borders 
of  the  cleft.  Fig.  10  shows  different  views 
of  an  impression  of  an  extensive  cleft 
taken  entirely  with  plaster.     The   first 


plaster  introduced  in  a  flat  impression 
tray.  The  impression  does  not  need  to 
extend  even  to  the  gingival  borders  of  the 
teeth. 

In  filling  and  trimming  the  models 
from  these  impressions,  nearly  all  that 
portion  back  of  the  attachments  of  the 
soft  palate  is  cut  away,  and  the  nasal 


Fig.  9. 


section  is  passed  freely  into  the  nasal 
cavity  with  a  spatula,  stopping  it  ab- 
ruptly at  the  nearest  approaching  bor- 
ders of  the  cleft.  The  under  surface 
is  then  lubricated  with  a  solution  of 
white  vaselin,  and  the  first  part  of 
the  second  section  is  delicately  laid 
on  with  (the  spatula,  so  as  not  to  lift 
or  dislodge  the  upper  section.  The  plaster 
is  spread  out  over  the  roof  of  the  mouth 
with  a  spatula,  and  when  partially  hard 
is  strengthened  for  removal  with  fresh 


portion  open  and  freely  exposed  to  the 
extreme  nasal  borders,  produced  by  the 
impression. 

This  is  done  to  facilitate  shaping  the 
modeling-compound  model  of  the  palate, 
and  its  ready  removal  and  replacing 
during  the  process  of  repeated  trials  in 
the  mouth. 

Fig.  11  shows  lingual  aspect  of  the  fin- 
ished model.  The  nasal  aspect  would 
look  very  similar. 

The  model  of  the  body  of  the  palate. 


SECTio.v  vin:     j'ltosTfrEsi.s. 


137 


as  shown  in  Fig.  12,  is  formed  first  and 
then  inserted  in  the  mouth  for  trial,  etc. 
At  this  time  the  lateral  nasal  extensions 
of  the  palate  model  should  be  abridged 
to  facilitate  introduction.  They  can  be 
added   at  the  time  of  investment,  and, 


upper  surface  of  the  palate  model.     (See 
Fig.  13.) 

The  loop  is  drawn  out  to  about  the 
proper  size  and  shape,  and  the  palate 
model  inserted  into  the  mouth  for  correc- 
tion, etc.,  until  the  wire  is  seen  to  rest 


Fig.   10. 


if  desired,  still  further  extended  by  scrap- 
ing the  metal  molds. 

The  position  for  the  border  surface  of 
the  veil  is  determined  with  a  loop  of 
small  soft  copper  wire  No.  20,  the 
ends  of  which  pass  into  thin  tubes 
about  half  an  inch  lono-,  embedded  in  the 


along  a  zone  of  the  pharyngeal  walls  that 
is  best  adapted  to  unite  in  their  muscular 
action  with  the  artificial  veil  for  the  ulti- 
mate closure  of  the  naso-pharyngeal  open- 
ing. 

The  path  of  this  pharyngeal  zone,  which 
practically  should  extend  from  the  lateral 
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extension  of  the  nasal  borders  on  each  side 
back  to  a  line  immediately  in  front  of  or 
slightly  above  the  greatest  contracted  ex- 


FlG.    11. 


illation  of  the  surface,  and,  what  is  of 
the  greatest  advantage,  the  pharyngeal 
walls  above  and  below  the  wire  can  be 

Fig.  12. 


tension  of  the  superior  pharyngeal  mus-      readily  seen  through  the  open  loop,  and 
cle,  is  carefully  chosen  to  avoid  imping-      the  action  of  the  muscles  studied. 


Fig.   13. 


Fig.  14. 


ing  upon  the  Eustachian  opening,  and 
to  obtain  the  most  active  possibilities  of 
the  muscles.  The  surrounding  muscles 
can  be  made  to  contract  by  a  slight  tit- 


As  the  loop  turns  forward  to  pass 
beneath  the  Eustachian  opening,  the 
pharyngeal  surfaces  will  often  be  found 
corrugated    and    thrown    into    irregular 
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folds,  so  that  in  finding  the  smoother 
path  across  these  ridges,  to  prevent  the 
escape  of  air  at  the  border  of  the  veil 
through  these  sulci,  it  may  be  found  de- 
sirable to  raise  or  lower  the  wire  upon 
one  side  more  than  the  other.  Forward 
of  this  it  soon  comes  in  contact  with  the 
upper  surfaces  of  the  palatal  muscles,  as 
it  enters  the  posterior  nares. 

After  fitting  the  wire  to  mark  the  de- 
sired outlines  of  the  veil,  the  roll  of  com- 
pound which  is  to  form  the  model  of  the 
border,  as  shown  in  Fig.  14,  may  be  at- 
tached to  the  loop,  following  the  outlines 
of  its  peripheral  surface.  This  is  placed 
in  the  mouth  warm,  and  the  patient  told 
to  swallow,  which  being  repeated  several 
times  will  produce  a  perfect  impression 
on  its  outer  border  of  the  desired  zone 
when  the  muscles  are  contracted.* 

The  object  of  the  veil  or  pharyngeal 
portion,  as  Suersen  pointed  out  at  the 
birth  of  scientifically  constructed  artifi- 
cial palates,  is  to  give  the  greatest  possi- 
ble aid  to  the  muscles,  principally  the 
superior  constrictor  of  the  pharynx,  to 
form  a  complete  closure  of  the  nasal  pas- 
sage in  producing  the  enunciatory  parts 
of  the  consonants,  and  then  to  be  im- 
mediately followed  or  preceded  by  the 
largest  possible  opening  when  the 
muscles  drop  back  to  take  a  position  to 
form  resonating  or  open  tones. 

It  will  be  seen  by  this  that  the  relative 
position  of  the  border,  or  contact  surface 
of  the  veil,  should  be  only  that  which  is 
consistent  with  the  possibilities  of  the 
muscles  to  completely  reach  and  close  the 
space,  in  order  that  resonance  or  the 
power  of  freely  throwing  the  tone  into  the 
sounding-chamber  of  our  vocal  organs — ■ 
which  is  quite  as  important  to  perfect 

*  Dr.  Grant  Molyneux  was  the  first  to  use 
a  wire  loop  to  obtain  plaster  impressions  of 
pharyngeal  walls. 


speech  as  distinct  enunciation — may  not 
be  obstructed. 

I  can  see  no  reason,  furthermore,  why 
the  pharyngeal  contact  surface  of  the 
palate  should  be  any  wider  than  necessary 
to  enable  stability  of  muscular  contact, 
as  seems  to  be  presented  by  the  Molyneux 
pattern,  nor  do  I  see  that  the  central  por- 
tion of  the  palate  needs  to  be  thicker  than 
is  sufficient  to  stop  the  air,  which  is  the 
vehicle  of  voice. 

If  the  diaphragm  be  a  thin  plate  of 
rubber  or  gold,  valuable  resonating  and 
nasal  breathing  space  will  not  be  ob- 
structed. 

I  at  first  named  this  palate  the  "velum 
obturator,"  because  it  stands  for  both, 
but  as  Dr.  Ottolengui  has  said,  it  is  more 
of  an  obturator  than  a  velum,  and  yet  it 
is  one  which,  if  made  of  soft  rubber  vul- 
canized within  metal  molds  and  properly 
constructed  according  to  the  method  and 
principles  I  have  outlined,  presents  to 
the  patient  and  the  operator  all  the  ad- 
vantages of  a  soft-rubber  velum. 

The  principal  advantage  in  this  sys- 
tem of  preceding  the  operation  with  a 
soft  palate  is  not  that  it  can  be  worn  with 
greater  comfort  from  the  start,  nor  that 
it  enables  the  patient  to  more  readily  ac- 
quire perfect  speech — though  these  are 
important — but  that  it  admits  of  more 
readily  determining  the  slight  variations 
in  its  form  that  may  be  necessary  and 
possible  to  alter  by  changing  the  molds 
in  which  it  is  vulcanized,  until  you  have 
reached  a  form  that  is  exactly  suited  to 
the  demands  of  the  surrounding  tissues 
for  the  acquirement  of  perfect  enuncia- 
tion, resonance,  and  tone.  When  this  has 
been  accomplished,  the  palate  is  easily 
changed  from  a  soft  to  a  hard-rubber  ob- 
turator by  simply  packing  the  same  molds 
with  hard  vulcanite  instead  of  soft. 

The  fact  that  this  change  can  be  made 
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without  subjecting  the  patient  or  opera- 
tor to  another  complete  operation,  and 
also  that  the  hard-rubber  palate  is  the 
same  shape  as  the  soft  one,  which  the 
patient  has  become  accustomed  to,  are 
features  of  incalculable  importance. 

Again,  this  change  can  be  made  gradu- 
ally by  packing  a  portion  of  the  mold 
with  hard  and  the  balance  with  soft 
rubber. 

When  1  am  ready  to  change  it  to  an 
obturator,  it  is  my  custom  to  make  the 
first  ones  with  the  body,  or  naso-palatal 
portion,  of  hard  rubber  and  the  veil  of 
soft.  This  will  not  subject  the  sensi- 
tive tissues  to  a  too  sudden  change. 

A  favorite  method  will  be  to  make 
the  thin  central  portion  of  gold  plate 
rolled  hard  and  as  thin  as  ISTo.  38.  The 
gold  plate  is  cut  the  proper  size  to  permit 
its  edges  extending  partly  into  the  thick 
border  of  the  veil.  This  is  then  laid  in 
place  in  the  mold,  and  the  rubber  packed 
as  before. 

If  the  border  of  the  veil  is  made  of  soft 
rubber  and  the  central  portion  of  gold,  I 
have  no  doubt  the  palate  will  last  for 
years  without  harmful  deterioration. 
This  would  permit  a  slight  elastic  move- 
ment of  the  veil  that  is  always  de- 
sirable. 

I  here  present  a  variety  of  palates  of 
practical  oases  [exhibiting] ,  made  in  the 
different  ways  I  have  described,  which 
will  give  you  a  far  better  idea  of  its  form 
than  has  been  possible  with  the  illus- 
trations. 


Dr.  Case.  We  have  with  us  today  Mr. 
Seaton  of  New  York,  who  has  kindly 
consented  to  be  present  to  show  the  prac- 
ticability of  this  new  ^"^velum-obturator.^' 
I  made  an  artificial  plate  after  the 
Kingsley  form,  for  him  a  number  of 
years  ago,  and  a  week  ago  last  Saturday 


I  took  the  impression  for  the  present  in- 
strument. On  the  following  Wednesday 
he  had  the  soft  rubber  palate  inserted; 
on  Thursday  the  plate  partially  hard  and 
partially  soft,  and  on  Friday  night  the 
hard  rubber  obturator.  The  change  has 
been  very  radical,  as  you  can  see  by  the 
shape  of  the  plate  which  he  has,  and  of 
course  his  speech  may  not  be  as  perfect 
as  it  will  be  when  he  becomes  used  to  it, 
being  unused  to  the  bridge  denture  which 
takes  the  place  of  the  incisors  that  were 
originally  attached  to  the  sustaining 
plate.  I  will  give  him  a  number  of 
words  to  pronounce. 

Mr.  Seaton  stood  beside  Dr.  Case  and 
repeated  the  following  words  as  rapidly 
as  they  were  pronounced  by  Dr.  Case: 
"Certainh^,^'  "success,"  "He  thrusts  his 
fists,"  "Call  Charles,"  "go,"  "give," 
"James,"  "George,"  "church,"  "choose,"' 
"shame,"  "they,"  "thou,"  "these,"  "posi- 
tively," "difficulty,"  "preacher." 

Dr.  Case.  I  am  going  to  ask  you,  Mr. 
Seaton,  to  say  just  a  word  or  two  in  your 
own  way,  if  you  do  not  object. 

Dr.  Ottolengui  requested  Dr.  Case  to 
have  Mr.  Seaton  pronounce  the  name  of 
Norman  W.  Kingsley. 

Mr.  Seaton  clearly  repeated  the  name. 

Mr.  Seaton.  Well,  doubtless  Dr. 
Case  wants  me  to  speak  further  in  order 
that  you  may  judge  of  my  ability,  but 
really  I  am  glad  of  the  opportunity,  for 
I  want  to  express  to  you  my  thanks  as 
well  as  those  of  Dr.  Case  for  your  kind 
attention  to  this  paper,  and  I  would  like 
also  to  express  my  gratification  at  the 
advance  which  has  been  made  by  your 
profession  which  has  done  so  much  for 
me.  I  would  like  to  add  that  I  have  been 
wearing  a  soft  rubber  velum  for  about 
ten  years,  and  while  I  found  it  very  satis- 
factory indeed,  I  think,  in  fact  I  know, 
that  in  the  hard  rubber  obturator  which 
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I  now  have  I  have  an  artificial  palate 
which  is  far  superior  in  every  way. 

I  am  of  course  not  yet  quite  accus- 
tomed to  it;  it  is  with  some  difficulty  that 
I  handle  it,  but  I  believe  that  within  the 
next  thirty  days  I  will  be  able  to  speak 
in  a  way  that  will  deceive  almost  anyone. 

Dr.  H.  J.  GosLEE,  Chicago,  111.,  who 
had  been  called  to  the  chair,  announced 
that  the  discussion  of  the  paper  would 
be  opened  by  Dr.  Ottolengui  of  New 
York. 


Discussion. 

Dr.  R.  Ottolengui,  New  York,  N.  Y. 
Before  opening,  I  wish  to  say  that  I  have 
been  requested  by  the  chairman  to  make 
the  following  motion:  That  the  discus- 
sion of  papers  read  in  this  section  be 
limited  to  ten  minutes  by  those  opening 
the  discussion  and  five  minutes  by  those 
who  follow  in  discussion. 

'The  motion  being  duly  seconded,  a 
vote  was  taken  and  the  motion  prevailed. 

Dr.  Ottolengui.  This  paper,  and  one 
or  two  others  on  the  same  line,  mark  a 
distinctive  era  in  our  work  on  this  sub- 
ject. I  must  also  admit  that  at  the 
present  time  I  am  speaking  theoretically ; 
I  have  not  had  an  opportunity  to  try  Dr. 
Case's  method,  and  I  reserve  the  liberty 
to  take  back  anything  that  I  say  now. 

Since  visiting  Dr.  Case's  office  I  think 
I  have  made  an  important  discovery 
there.  I  think  that  a  part  of  his  lack  of 
faith  in  soft  rubber  is  due  to  his  method 
of  vulcanizing,  also  to  the  fact  that  he 
has  not  had  so  good  a  rubber  to  work 
with  as  Dr.  Kingsley  has  had.  At  the 
present  time,  I  myself  do  not  have  that 
high-class  rubber.  In  the  first  place,  Dr. 
Kingsley  has  used  an  exceptionally  fine 
quality   of   rubber.      I   have   asked  him 


many  times  for  his  formula  but  he  has 
lost  it.  He  had  a  large  quantity  made  up 
and  at  the  present  time  he  is  using  rub- 
ber that  has  been  in  those  boxes  twenty 
years  and  that  material  is  superior  to  any 
that  has  been  produced  within  the  past 
twenty  years. 

One  point  will  help;  I  understand 
through  Dr.  Case's  son  that  he  vulcanizes 
at  high  heat  for  a  short  time.  In  Dr. 
Kingsley's  practice  and  in  mine  the  rub- 
ber is  started  at  the  low  heat  of  240°  F., 
where  it  remains  about  an  hour,  250° 
about  an  hour,  260°  about  five  hours — 
nearly  a  day's  work  to  cook  this  rubber. 
At  a  higher  temperature  it  is  nearly  al- 
ways spoiled.  The  moment  it  is  removed 
from  the  flask  if  you  detect  an  odor  like 
a  parched  peanut,  it  is  burned,  and  you 
may  be  sure  that  the  rubber  will  not 
last  nor  be  as  durable  as  that  prepared  by 
long  vulcanization  at  a  low  heat. 

To  pass  from  that  to  the  remarks  the 
essayist  made  about  the  difficulty  of  mak- 
ing an  obturator  at  the  first  attempt; 
that  is  true  in  a  sense,  but  in  many  cases, 
in  fact  in  all  cases  that  I  have  had  any- 
thing to  do  with,  the  model  for  the  final 
obturator  has  been  formed  successfully. 
I  want  to  say  this  in  regard  to  the  wire 
loop :  In  all  my  own  writings  I  abstain 
from  giving  anyone  credit  for  being  the 
first  to  have  used  any  device.  In  this 
instance  it  may  be  that  Dr.  Molyneux 
was  the  first  to  use  this  device  with  plas- 
ter. Nevertheless,  it  is  also  true  that  Dr. 
Kingsley  always  used  the  wire  loop  in 
getting  his  pharyngeal  wall.  He  used  a 
combination  of  gutta-percha  and  wax. 
So  that,  while  Mol}'ii€ux  may  have  been 
the  first  to  use  that  method  exclusively 
with  plaster,  Kingsley  was  doing  that 
long  ago.  It  is  a  little  dangerous  to 
record  who  first  used  a  method,  or  who 
first  published  it. 
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Now  I  want  to  make  a  remark  about 
this  Kingsley  palate  presented  by  Dr. 
Case.  At  the  last  discussion  of  one  of 
Dr.  Case's  papers,  I  advanced  the  opinion 
that  his  new  device  was  rather  an  ob- 
turator than  a  velum.  Now  I  would  cer- 
tainly say  this  so-called  Kingsley  velum, 
made  by  him  for  Mr.  Seaton,  is  not  a  true 
Kingsley  velum,  'but  is  likewise  an  obtu- 
rator in  effect.  There  is  in  this  instru- 
ment too  much  of  the  soft  rubber  to 
allow  of  the  play  that  it  should  have;  it 
is  a  great  deal  too  rigid.  Now,  I  hesi- 
tate, because  Dr.  Case's  patient  is  present 
— am  I  at  liberty,  and  will  the  patient 
understand  the  nature  of  this  discus- 
sion? 

Dr.  Case.    You  may  go  on. 

Dr.  Ottolengui.  I  believe  Dr.  Case's 
new  instrument  is  satisfactory  in  this 
case  with  one  very  important  exception. 
I  believe  that  gentleman  would  be  better 
off  with  a  regular  obturator — ^I  believe 
that  it  would  do  away  with  a  certain 
nasal  resonance.  I  believe  that  the  an- 
terior part  is  not  sufficiently  closely 
adapted  to  his  mouth.  I  have  found  that 
very  often  the  addition  of  even  a  little, 
a  very  little  thickness,  will  make  all  the 
difference  in  the  world  in  the  escape  of 
sounds.  For  that  reason,  instead  of  tak- 
ing my  impression  of  the  nares  at  the 
outset,  I  leave  that  for  the  very  last;  I 
get  the  impression  of  the  palate,  then 
that  part  that  goes  back  in  the  throat; 
and  the  last  thing  I  do  is  to  take  the 
plaster  of  Paris  and  press  it  up  in  the 
roof  of  the  mouth — and  that  must  be 
very  carefully  done,  so  there  will  be  a 
close  adaptation — and  in  many  cases,  not 
all  cases,  for  there  is  no  rule  that  will 
control  all  these  cases,  the  nasal  reso- 
nance which  this  gentleman  has  at  present 
will  disappear,  because  of  the  close  fit 
thus  obtained. 


Dr.  M.  S.  Merchant,  Giddings,  Tex. 
I  would  like  to  ask  Dr.  Ottolengui  a  ques- 
tion or  two.  I  did  not  think  that  the 
defect  he  referred  to  was  a  nasal  reso- 
nance, and  I  would  like  to  hear  Mr. 
Seaton  speak  again. 

Mr.  Seaton.  Well,  as  you  are  the  ones 
to  judge  as  to  that,  I  feel  that  I  am  work- 
ing a  little  bit  under  a  difficulty;  I  have 
been  wearing  a  soft  rubber  velum  for 
probably  ten  or  eleven  years — of  course 
the  velum  being  changed  every  eighteen 
months  or  so — and  this  obturator  Dr. 
Case  has  made  is  quite  a  change,  which 
I  feel  is  beneficial,  at  the  same  time, 
making  that  change  has  caused  me  to 
lose  control  to  a  great  extent  of  my  power 
of  articulation,  and  I  hope  to  regain  that 
before  many  days. 

Dr.  Merchant.    Do  you  whistle? 

Mr.  Seaton.  I  have  done  so.  (Mr. 
Seaton  whistled  a  few  notes  and  then 
whistled  a  tune.) 

Dr.  Ottolengui.  You  notice  that 
when  the  gentleman  whistles,  the  sound 
is  not  of  sufficient  volume  to  come  out 
loud.  I  believe  that  a  closer  adaptation 
will  enable  him  to  do  that. 

Mons.  B.  Platschick,  Paris,  France. 
I  wish  to  say  that  I  am  familiar  with  the 
very  splendid  results  obtained  by  my  con- 
freres in  France,  among  whom  are  Drs. 
Martin  and  Delair,  and  I  recognize  the 
fact  that  Dr.  Case  has  obtained  a  very 
splendid  result  in  this  patient;  for  al- 
though Dr.  Case  speaks  well,  I  think  that 
his  patient  speaks  better  than  Dr.  Case, 
because  I  can  understand  him  better. 

The  Chairman.  If  there  is  nothing 
further  to  be  said.  Dr.  Case  will  now 
close  the  discussion  of  his  paper. 

Dr.  Case.  I  want  to  say  you  can 
hardly  judge  from  the  speech  of  any  ona 
person,  as  has  been  fully  exemplified  by 
the  remarks  of  my  distinguished  friend 
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from  Paris,  as  to  the  resonant  tone  and 
articulation  of  a  voice  in  its  relation  to 
an  artificial  palate.  The  speech  of  any- 
one vi^ho  has  a  natural  palate  may  be  im- 
perfect, as  I  am  perhaps  in  my  vocal 
tones.  So  that  it  is  not  admissible  to 
establish  a  standard  of  perfection  for  pa- 
tients. 

Again,  when  you  bring  a  patient  with 
an  artificial  palate  before  an  audience  he 
is  more  or  less  embarrassed,  and  some- 
times you  are  disappointed  and  surprised 
yourself  at  what  seems  to  be  a  nasal  or  a 
catarrhal  tone  which  you  have  not  before 
discovered  in  his  speech.  Now,  in  ordi- 
nary conversation,  Mr.  Seaton  does  not 
have  that  tone.  You  must  remember  this 
obturator  was  a  complete  and  radical 
change  and  the  first  one  was  only  in- 
serted a  day  or  two  ago. 

The  sound  to  which  Dr.  Ottolengui 
refers  is  due  perhaps  to  the  fact  that  the 
back  of  the  bridge  is  open,  presenting  a 
very  uneven  surface.     I   at  first  closed 


that  with  a  piece  of  gutta-percha,  but 
knowing  that  he  could  not  wear  anything 
of  that  kind,  and  that  he  would  soon  ac- 
custom himself  to  the  conditions,  I  dis- 
continued it.  I  know  that  within  a  short 
time  Mr.  Seaton  will  be  entirely  free 
from  the  slight  imperfect  tone  he  has  at 
present.  You  can  see  that  his  enuncia- 
tion of  the  most  difficult  words  is  abso- 
lutely perfect. 

The  subject  was  then  passed. 

The  next  order  of  business  was  a  paper 
by  Dr.  B.  J.  Cigrand,  Chicago,  111.,  en- 
titled "Facial  Guide  Lines  as  Taught  by 
Artists  and  Sculptors." 

The  paper  was  illustrated  with  fifty- 
six  stereopticon  views. 

Dr.  Turner  here  resumed  the  chair. 

The  next  paper  on  the  program  was  one 
by  Dr.  G.  H.  Wilson,  Cleveland,  Ohio, 
on  the  subject  "Some  Properties  of  Plas- 
ter of  Paris  and  Its  Compounds,"  as  fol- 
lows : 


Some  Properties  of  Plaster  of  Paris  and  Its  Compounds. 

By  GEORGE  H.  WILSON,  D.D.S.,  Cleveland,  Ohio. 


In  some  form,  plaster  is  the  material 
upon  which  all  dental  substitutes  are 
constructed;  hence  it  is  pertinent  that 
the  material  and  its  peculiar  properties 
should  be  well  understood.  I  opine  that 
most  of  our  failures  in  prosthetic  dentis- 
try are  due  to  a  lack  of  knowledge  of  the 
materials  we  use  and  a  comprehension  of 
the  underlying  principles  of  manipula- 
tion; that  isi,  they  are  not  due  to  an 
insufficiency  of  material,  but  to  lack  of 
knowledge  and  dexterity. 

Prof.  C.  J.  Essig,  in  the  "American 
Text-Book     of     Prosthetic     Dentistry," 


states:  "Plaster  of  Paris  (calcium  sul- 
fate, CaS04)  is  prepared  from  a  native 
calcium  sulfate,  containing  two  mole- 
cules water  of  crystallization  (CaS04  + 
3H2O),  called  gypsum  when  found  in 
opaque  masses,  alabaster  when  it  pre- 
sents a  semi-opaque  appearance,  and  sele- 
nite  when  it  occurs  in  transparent  prisms. 
The  first  is  the  common  source  of  plas- 
ter of  Paris.  It  is  prepared  by  heating 
the  mineral  in  an  oven  where  the  heat 
does  not  exceed  127°  C.  (361°  F.),  by 
which  the  water  of  crystallization  is  ex- 
pelled.   It  is  afterward  reduced  to  a  fine 
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powder,  and  when  mixed  with  water  it 
solidifies  after  a  short  time  from  the 
re-formation  of  the  same  hydrate;  but  this 
effect  does  not  happen  if  the  gypsum  has 
been  overheated  and  its  affinity  for  water 
destroyed.  In  setting  there  is  always  a 
slight  evolution  of  heat  and  more  or  less 
expansion." 

Gypsum  is  a  more  or  less  impure  hy- 
drated  calcium  sulfate,  and  the  plaster 
produced  from  the  rock  of  different  sec- 
tions of  country  will  have  different  work- 
ing qualities,  and  each  be  suitable  for 
some  special  purpose ;  also  the  method  of 
manufacture  will  produce  certain  prop- 
erties; therefore  it  becomes  necessary  to 
know  the  nature  of  any  brand  of  plaster 
before  we  can  know  whether  it  is  or  is 
not  adapted  to  a  specific  use. 

There  are  two  properties  of  plaster  of 
Paris  to  be  considered  in  this  paper — 
expansion  and  compressihilitij . 

EXPANSION". 

The  expansion  of  plaster  of  Paris  has 
been  studied  more  or  less  thoroughly  at 
different  times  for  the  past  sixty  years. 
Probably  the  most  accurate  investigation 
from  a  scientific  standpoint  has  recently 
been  made  by  Dr.  Prothero  of  the  North- 
western University  Dental  School,  with  a 
specially  constructed  micrometer.  Dur- 
ing the  past  two  years  various  articles 
have  appeared  in  the  journals  by  Dr. 
Stewart  J.  Spence,  detailing  various  ex- 
periments. The  writer  of  this  paper  be- 
lieves that  some  of  the  experiments  were 
misleading  and  some  of  the  doctor's  de- 
ductions were  incorrect. 

I  desire  to  state  this  proposition  as  a 
truism:  That  a  material  (such  as  plas- 
ter of  Paris)  must  be  judged  by  the  re- 
sults obtained  when  it  is  manipulated  by 
the  best  known  methods. 


I  assume  that  all  accept  the  statement 
quoted  from  Professor  Essig,  that  "Plas- 
ter expands  more  or  less.''  Upon  experi- 
ment it  is  found  that  there  is  much 
difference  in  the  expansion  of  the  vari- 
ous brands  upon  the  market;  also  that 
the  method  of  manipulation  makes  a 
marked  difference.  For  scientific  ac- 
curacy it  is  necessary  to  have  an  instru- 
ment that  will  measure  one  ten-thou- 
sandth of  inch,  but  for  practical  purposes 
a  very  simple  and  inexpensive  method 
will  demonstrate  what  kind  of  plaster 
will  give  practical  results.  I  have  adopted 
for  this  purpose  a  beaker  of  thirty-five  to 
forty  grams,  or  nearly  one  and  one-half 
ounces  capacity.  It  is  slightly  tapering 
and  nearly  one  and  one-half  inches  in 
diameter  at  the  top.  This  beaker  is  thin, 
is  of  well-annealed  glass,  and  sufficiently 
strong  to  stand  the  slight  expansion  of 
some  brands  of  plaster,  when  properly 
mixed.  A  plaster  that  expands  some- 
what more  may  make  a  single  crack  in 
the  beaker  in  twenty  to  thirty  minutes' 
time ;  while  another  may  shiver  the  glass 
into  many  pieces  in  from  five  to  ten 
minutes.  I  have  used  several  dozens  of 
these  beakers  in  this  manner  and  have 
not  had  one  break  after  thirty  minutes 
from  the  time  of  placing  the  plaster  in 
the  receptacle,  yet  at  the  time  of  writing 
this  paper  some  of  these  beakers  have 
been  standing  eight  months. 

A  plaster  when  properly  mixed  may 
not  fracture  the  glass,  but  will,  if  improp- 
erly handled,  show  marked  expansion. 
There  are  two  essential  factors  in  mixing 
plaster :  First,  a  definite  ratio  of  plaster 
to  water  so  as  to  produce  the  maximum 
strength  without  perceptible  expansion. 
Second,  excessive  agitation  in  mixing  the 
plaster  causes  expansion  and  reduces  the 
strength;  due  to  a  disturbance  of  crys- 
tallization.   I  have  found  that  while  one 
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plaster  may  require  two  measures  of 
plaster  to  one  of  water  to  make  a  proper 
mix,  another  may  require  as  much  as 
three  and  one-fourth  measures  of  plaster 
to  one  of  water;  also  that  plaster  when 
freshly  ground  will  require  more  water 
than  when  it  has  been  standing  exposed 
to  the  atmosphere. 

Lineal  expansion.  The  first  test  was 
made  by  filling  a  seven  by  three-fourths 
inch  test  tube,  which  gave  a  negative  re- 
sult ;  there  being  perceptible  to  the  eye  no 
cracks  in  the  glass  or  bulging  of  the 
plaster  at  the  open  end  of  the  tube.  For 
the  second  experiment,  I  had  made  a 
frame  for  molding  bars  of  plaster  eigh- 
teen inches  long;  upon  either  end  was 
securely  fastened  an  end-piece  one  and 
one-half  inches  thick;  a  piece  of  one- 
fourth  inch  thick  plate  glass  was  placed 
upon  the  base  between  the  end-pieces,  and 
two  sliding  bars  one-half  inch  thick  were 
placed  over  the  glass  between  the  end- 
pieces,  so  that  a  bar  of  plaster  one-half 
inch  thick,  and  any  width  up  to  two  and 
a  half  inches  wide,  could  be  molded.  All 
the  parts  were  kept  thoroughly  oiled  to 
prevent  adhesion  of  the  plaster.  It  is 
reasonable  to  suppose  that  if  there  were 
any  perceptible  expansion  of  this  eigh- 
teen-inch  bar  that  it  would  show  itself  in 
the  direction  of  least  resistance  and  con- 
sequently would  be  bowed  upward.  The 
results  were  practically  nil,  so  far  as  the 
eye  could  detect.  I  believe  we  are  justi- 
fied in  concluding  that  if  a  plaster  when 
properly  manipulated  will  stand  the  test 
of  the  beaker  and  the  eighteen-inch  bar, 
its  expansion  does  not  necessarily  ac- 
count for  a  misfit  denture,  but  that  the 
imperfect  adaptation  is  due  to  an  unsuit- 
able plaster  or  faulty  manipulation. 

French's  regular  dental  plaster  was 
used  for  these  experiments.  This  plaster 
is  probably  obtainable  at  all  dental  sup- 
ply houses. 


COMPRESSIBILITY. 

The  writer  is  not  aware  that  special 
stress  has  ever  been  laid  upon  this  prop- 
erty of  plaster;  but  if  so,  this  contribu- 
tion is  offered  as  corroborative  testimony. 
The  writer  believes  that  this  property  of 
plaster  accounts  for  more  failures  in 
prosthesis  than  all  other  causes,  barring 
a  lack  of  knowledge  and  manipulation. 

The  testing  of  this  property  of  plaster 
has  been  done  with  a  lever  upon  a  freely 
sliding  plunger  one-half  inch  in  diame- 
ter. The  plaster  was  placed  in  the  lower 
half  of  a  vulcanite  flask,  as  the  uncon- 
fined  plaster  would  crush  and  give  no 
satisfactory  test  of  compression.  The 
first  series  of  tests  was  with  French's 
regular  dental  plaster,  to  determine  the 
time  at  which  it  reached  its  greatest  de- 
gree of  hardness.  The  conclusions  were, 
that  with  two  measures  of  plaster  to  one 
of  water,  and  with  minimum  stirring, 
the  greatest  resistance  to  pressure  was 
reached  in  from  twenty  to  twenty-five 
minutes.  The  tests  were  carried  through 
a  period  of  twenty-two  hours.  Other 
brands  of  plaster  varied  very  materially, 
some  requiring  between  one  and  two 
hours. 

The  next  series  of  tests  was  to  deter- 
mine the  length  of  time  during  which 
compression  took  place.  As  near  as  the 
eye  could  determine  the  compression  was 
complete  in  about  five  or  ten  seconds ;  fif- 
teen minutes'  application  of  a  given  pres- 
sure made  no  perceptible  increase. 

It  was  observed  in  another  series  of 
experiments  that  the  compression  in- 
creased much  more  rapidly  than  the  force 
applied;  thus  seven  hundred  and  fifty 
pounds  made  fully  twice  the  compression 
produced  by  five  hundred  pounds;  and 
the  same  was  also  true  of  a  thousand 
pounds  compared  with  the  seven  hundred 
and  fifty  pounds. 
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I  find  that  French's  regular  dental 
plaster  is  practically  non-expanding,  is 
fine-grained,  mixes  smoothly,  sets  quickly, 
reaches  its  greatest  hardness  in  about 
twenty-'five  minutes,  shows  but  slight 
compression  at  two  hundred  and  fifty 
pounds,  but  excessive  at  one  thousand 
pounds  pressure — ^between  five  and  six 
one-hundredths  of  an  inch.  Thus  far 
the  plasters  I  have  examined  show  much 
more  marked  expansion  and  generally 
considerable  less  compressibility  than 
French's. 

The  Spence  plaster  compound  is  a 
remarkable  preparation.  It  requires  a 
small  quantity  of  water  and  much  knead- 
ing. A  suitable  mix  can  be  made  with 
three  to  three  and  one-fourth  measures 
of  plaster  to  one  of  water,  which  will  not 
break  the  glass  beaker;  but  upon  work- 
ing in  more  compound  some  expansion 
will  be  developed.  In  thirty  minutes  the 
material  will  resist  a  greater  force  than 
French's  regular  dental  plaster,  but  its 
maximum  strength  is  not  developed  for 
about  two  hours,  when  one  thousand 
pounds  pressure  will  not  make  the  im- 
pression that  two  hundred  and  fifty 
pounds  will  upon  ordinary  plaster.  The 
material  is  hard  to  mix  and  is  very  coarse 
grained.  I  use  it  for  making  casts  by 
lining  the  impression  with  a  thin  layer  of 
regular  dental  plaster,  and  the  Spence 
compound  is  packed  into  the  soft  plaster 
lining.  By  this  means  I  obtain  a  cast 
that  is  smooth  and  dense  upon  its  sur- 
face and  has  great  strength.  The  com- 
pound is  also  most  valuable  for  articu- 
lating casts,  being  very  hard,  strong,  and 
sharp  in  outline. 

Appreciation  of  the  fact  of  compressi- 
bility of  plaster  is  of  great  importance  in 
vulcanite  and  celluloid  work.  When  the 
prosthetist  has  obtained  an  accurately  fit- 
ting base-plate,  and  having  proved  the  ar- 


ticulation by  trying  in  the  mouth,  finds 
that  in  the  finished  denture  the  teeth  are 
too  long  upon  one  side,  or  the  plate 
warped  out  of  shape,  it  does  not  imply 
expansion  of  plaster  or  shrinkage  of  plate 
material,  but  rather  an  excess  of  rubber 
or  celluloid  improperly  placed,  and  undue 
pressure.  If  there  was  an  expansion  of 
plaster  in  the  flask  there  would  be  a  thin- 
ning of  the  plate,  because  the  investment 
plaster  would  compress  the  wax  form, 
while  the  trouble  is  a  thickening  of  a 
portion  or  the  whole  of  the  plate.  These 
statements  are  proved  by  the  fact  that  a 
perfectly  fitting  denture  can  be  produced 
of  these  materials.  While  it  is  true  that 
all  plaster  expands  and  rubber  contracts 
in  the  process  of  vulcanization,  it  is 
equally  true  that  these  inherent  proper- 
ties are  so  minute  when  the  best  mate- 
rials and  processes  of  manipulation  are 
employed  that  they  make  no  practical 
difference  in  the  finished  denture. 

Unvulcanized  rubber  is  an  exceedingly 
tenacious  material;  it  will  flow  under 
slight  pressure  if  given  time,  but  will  re- 
sist a  tremendous  pressure  momentarily. 
The  flask  is  closed  under  screw  pressure; 
probably  one  to  three  tons  pressure  is 
often  applied. 

In  considering  the  power  of  the  screw 
in  the  flask  press,  we  must  consult 
physics,  which  informs  us  that  the  screw 
is  a  wedge  and  lever,  and  the  work  is 
equal  to  the  power  multiplied  by  the  cir- 
cumference described  by  the  power,  mul- 
tiplied by  the  pitch  of  the  screw,  less  the 
friction  of  the  screw.  The  very  con- 
venient press,  No.  2  of  the  Buffalo  Dental 
Mfg.  Co.,  will  serve  us  for  illustration. 
The  circumference  is  twenty-five  (plus) 
inches,  the  pitch  one-tenth  of  an  inch; 
allowing  one-fifth  for  friction  we  have 
each  pound  of  power  producing  two  hun- 
dred pounds  of  work;  and  when  we  con- 
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sider  the  tremendous  force  so  easily  ap- 
plied upon  compressible  plaster,  we  have 
a  sufficient  explanation  for  all  misfit  vul- 
canite and  celluloid  dentures,  provided 
a  perfect  plaster  impression  and  cast  were 
used. 

CONCLUSION. 

A  perfect  fitting  vulcanite  denture  can 
be  made  from  a  properly  prepared  plaster 
cast,  or,  what  is  safer  in  the  hands  of 
most  men,  a  Spence-compound  cast  with 
a  plaster  facing,  attention  being  given  to 
packing  and  vulcanizing. 

The  rubber  should  be  placed  according 
to  the  space  to  be  filled.  It  is  better  not 
to  use  sufficient  rubber  to  entirely  fill  the 
mold  at  first;  but  use  the  wet  cloth  to 
separate  the  case,  and  add  the  necessary 
amount  of  rubber  for  the  second  or  even 
the  third  closing  of  the  flask.  The  cloth 
separator  can  be  used  over  a  vulcanite 
base  plate  as  well  as  over  a  plaster  cast. 
The  flask  and  contents  must  be  well 
warmed  and  the  pressure  applied  lightly 
and  increased  at  intervals  of  a  few 
seconds. 

The  vulcanization  should  be  accom- 
plished at  a  low  temperature  and  given 
a  long  time. 

We  should  study  our  failures,  for  by 
them  much  is  to  be  learned. 


Discussion. 

Dr.  J.  H.  Prothero,  Chicago,  111.  It 
is  with  much  pleasure  that  I  have  listened 
to  Dr.  Wilson's  most  excellent  paper  and 
noted  the  many  excellent  points  of  inter- 
est touched  upon.  Only  those  who  have 
taken  up  original  lines  of  research  and 
carried  them  through  until  a  greater  or 


less  degree  of  success  has  been  attained 
can  appreciate  the  efforts  of  the  essayist. 
1  heartily  welcome  this  paper  as  a  valu- 
able contrihution  to  prosthetic  literature. 

The  principal  subject  of  this  paper  and 
the  one  on  which  the  essayist  lays  the 
most  stress,  namely,  the  compressibility 
of  plaster,  has  been  almost  totally  dis- 
regarded by  many  in  practice.  Its  im- 
portance is  unquestioned,  a^  the  evil 
results  pointed  out  by  him  in  denture 
construction  are  sure  to  occur  if  proper 
precautionary  measures  are  not  observed. 

While  aware  of  the  fact  that  a  large 
surplus  of  rubber  under  heavy,  rapid  pres- 
sure will  distort  the  face  of  almost  any 
ordinary  plaster  model  or  of  the  entire 
matrix  in  some  cases,  my  own  ability  to 
lessen  such  occurrences  by  proper  meas- 
ures has  led  me  to  neglect  investigations 
along  this  line  for  what  appeared  of  more 
importance,  namely,  the  expansion  of 
plaster.  In  my  capacity  of  teacher,  how- 
ever, I  have  laid  considerable  stress  on 
the  error  resulting  from  compressibility, 
as  all  beginners  unless  forewarned  are 
liable  to  meet  with  more  or  less  difficulty. 
I  have  been  pleased  as  well  as  benefited 
greatly  to  hear  Dr.  Wilson's  ideas  on  this 
subject,  as  I  am  sure  all  those  who  have 
heard  them  have  been,  and  I  will  there- 
fore offer  no  criticism  on  this  phase  of  the 
subject,  except  to  state  that  his  means  of 
measuring  the  compressibility  of  plaster 
seem  somewhat  too  crude  to  secure  accu- 
rate comparative  results. 

ISTothing  impresses  upon  the  mind 
more  clearly  the  expansive,  contractile, 
and  compressible  qualities  of  a  material 
under  like  or  unlike  conditions  than  a  rec- 
ord of  such  movements  in  fractions  of  an 
inch  or  in  millimeters. 

In  regard  to  the  use  of  Dr.  Spence's 
or  some  other  hard  plaster  for  the  body 
of  models,  the  idea  appears  to  be  a  good 
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one  and  will  largely  overcome  the  evil 
results  caused  by  the  careless  packing  of 
rubber,  or  faulty  manipulation  in  closing 
flasks,  which,  as  Dr.  Wilson  states,  are 
common  sources  of  error. 

I  will  state  here  that  I  have  been  con- 
ducting a  number  of  experiments  lately 
with  a  combination  of  Portland  cement 
and  plaster  of  Paris.  I  am  getting  fairly 
good  results  and  think  will  soon  arrive 
at  a  point  where  I  can  tell  what  is  the 
correct  formula  for  a  dental  plaster,  so 
that  you  can  manufacture  it  yourself. 

I  must,  however,  take  exception  to  Dr. 
Wilson's  experiments  on  the  expansion  of 
plaster  and  to  the  deductions  he  draws 
from  those  experiments.  In  the  first 
place,  the  use  of  the  beaker — which  is 
cracked  when  expansion  passes  beyond  a 
certain  limit  and  which  maintains  its 
integrity  when  under  that  limit — is  too 
crude  for  practical  purposes.  Could  the 
present  accurate  knowledge  of  the  be- 
havior of  dental  amalgam  alloys  have 
been  determined,  or  could  these  alloys 
have  been  brought  to  their  present  almost 
perfect  state  without  the  use  of  the  amal- 
gam micrometer?  I  am  sure  it  would 
not  have  been  possible.  For  years  before 
Dr.  Black  took  up  the  study  of  alloys, 
various  men  were  engaged  in  filling  cavi- 
ties in  ivory  blocks,  test  tubes,  and  steel 
matrices  with  alloy,  and  testing  micro- 
scopically whether  shrinkage  or  expan- 
sion occurred.  No  accurate  results,  how- 
ever, were  arrived  at  until  an  accurate 
instrument  was  devised  for  recording  any 
and  all  changes  that  might  occur  under 
varying  conditions.  In  the  amalgam 
tests  the  object  was  to  find  a  material 
which,  in  addition  to  other  necessary 
qualities,  would  neither  expand  nor  con- 
tract. So  in  the  study  of  the  physical 
properties  of  plaster,  we  wish  to  discover 
some  mode  of  treatment  of  the  material 
or  method  of  manipulation  that  will  con- 


trol expansion  and  contraction,  and  this 
can  only  be  done  by  careful  and  accurate 
experiments  with  suitable  instruments. 
Therefore,  I  feel  justified  in  stating  that 
the  tests  on  expansion,  as  recorded  by  Dr. 
Wilson,  are  inaccurate  and  not  to  be  com- 
pared with  his  tests  on  the  compressibility 
of  plaster.  The  essayist  states  that  he 
finds  French's  regular  dental  plaster  non- 
expanding,  fine-grained,  mixes  smoothly, 
sets  quickly,  and  reaches  its  greatest  hard- 
ness in  twenty-five  minutes.  From  my 
own  experience  as  well  as  experiments 
with  this  brand  of  plaster  I  can  say  that 
it  expands  fully  as  much  as  ordinary  plas- 
ter unless  precautions  are  taken  to  obviate 
this  movement.  All  plasters  expand  to  a 
greater  or  less  extent.  The  degree  of  ex- 
pansion depends  largely  upon  the  man- 
ner of  manipulation  as  well  as  upon  the 
proportions  in  which  the  plaster  and 
water  are  mixed. 

A  mixture  of  French's  dental  plaster 
manipulated  in  the  ordinary  way  and  in 
l)ulk  the  width  of  an  ordinary  impres- 
sion, expands  about  sixty  ten-thousandths 
of  an  inch  in  twenty  minutes.  The 
amount  of  expansion  noted  is  suffi- 
cient to  bulge  an  ordinary  impres- 
sion upward  in  the  palatal  portion  to  a 
very  noticeable  extent,  thereby  produ- 
cing an  incorrect  copy  of  the  mouth.  A 
model  poured  into  such  an  impression 
under  similar  circumstances  will  also  be 
distorted  in  like  manner.  A  denture  con- 
structed over  such  a  model  regardless  of 
its  density  and  resistance  to  compression, 
even  though  the  manipulative  steps  were 
accurately  carried  out,  would  result  in  a 
misfit,  therefore  it  appears  to  me  very 
important  that  the  expansive  property  of 
plaster  should  be  overcome  if  possible,  or 
at  least  reduced  to  the  minimum  to  ob- 
viate error  in  the  initial  steps  of  dental 
construction. 

Dr.    Wilson    says,    "A    plaster,    when 
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properly  mixed,  may  not  fracture  the 
glass,  but  will,  if  improperly  handled, 
show  marked  expansion."  He  further 
says,  "There  are  two  essential  factors  in 
mixing  plaster.  First,  a  definite  ratio  of 
plaster  to  water,  so  as  to  produce  the 
maximum  strength  without  perceptible 
expansion.  Second,  excessive  agitation  in 
mixing  the  plaster  causes  expansion  and 
reduces  the  strength  due  to  a  disturbance 
of  crystallization. 

"I  have  found  that  while  one  plaster 
may  require  two  measures  of  plaster  to 
one  of  water  to  make  a  proper  mix,  an- 
other may  require  as  much  as  three  and 
one-fourth  measures  of  plaster  to  one  of 
water." 

These  statements  are  contradictory 
from  the  fact  that  in  the  first  instance  a 
definite  ratio  of  plaster  and  water  are 
recommended,  and  in  the  second  instance 
the  statement  is  made  that  various  plas- 
ters require  different  quantities  of  water, 

I  agree  with  the  essayist  that  the  plas- 
ter and  water  should  be  mixed  in  definite 
proportions  to  secure  the  best  results,  and 
following  out  this  idea  I  conducted  many 
experiments  to  determine  the  proper 
quantity  of  each. 

The  following  proportions  were  found 
to  give  the  most  uniform  results : 

Plaster,  gr.  Iv ; 

Water,  40  cc. ; 

Sulfate  of  potash,  gr.  v. 

Very  slight  agitation. 

The  sulfate  of  potash  is  used  to  con- 
trol expansion  and  should  be  dissolved  in 
the  water  previous  to  sifting  in  the  plas- 
ter. 

Dr.  Wilson.  In  the  experiments  con- 
ducted by  me,  I  placed  in  a  triangular 
receptacle  6  inches  long  a  mix  of  Frenches 
dental  plaster  mixed  in  the  ordinary 
way.  Placed  in  that,  it  would  expand  ten 
one-thousandths  in  twenty-five  minutes 


and  in  the  second  expansion  not  less  than 
ten  one-hundredths.  Now,  as  compared 
with  conditions  in  which  it  has  not  been 
used,  I  am  unable  to  state.  I  know  this, 
we  have  secured  excellent  results  with 
sulfid  potassium  when  incorporated  with 
water  in  the  fitting  of  dentures,  but  when 
the  rubber  is  placed  in  the  flask  there  is 
a  certain  deterioration  of  the  face  of  the 
model  and  perhaps  of  the  entire  matrix. 
I  have  models  showing  expansion  of  at 
least  one-tenth  of  a  millimeter. 

Dr.  B.  J.  CiGEAND,  Chicago,  111.  I 
would  like  to  say  a  word  in  regard  to  this 
very  excellent  paper  of  Dr.  Wilson's.  It 
seems  to  be  the  old  story — the  subject  we 
at  times  think  we  know  the  most  about  is 
the  thing  we  really  know  least  about. 
Within  the  past  two  years  men  like  Dr. 
Wilson  and  Dr.  Prothero  have  shown  us 
that  we  did  not  know  much  about  the 
manipulation  of  plaster  of  Paris.  I 
rather  agree  with  Dr.  Prothero  that  the 
beaker  is  not  as  accurate  a  measurement 
as  would  be  the  micrometer,  for  the 
reason  that  the  glass  is  largely  affected 
by  the  temperature  of  the  plaster  poured 
into  it. 

Dr.  Wilson.     It  is  the  same  mix. 

Dr.  CiGRAND.  But  you  cannot  tell 
bow  absolutely  alike  were  the  beakers — 
you  cannot  tell  that.  The  thin  one 
would  be  the  first  one  to  fracture.  I 
believe  the  micrometer  would  be  the  bet- 
ter way  of  measuring  it. 

Another  point  Dr.  Prothero  brought 
out,  w*hich  I  appreciate  very  much,  that 
of  the  change  in  the  mouth  and  in  the 
tray,  and  third  in  'the  model,  and  possi- 
bly there  is  a  fourth. 

This  is  a  matter  we  ought  to  be  very 
much  interested  in,  because  many  a  plato 
which  has  been  carefully  constructed  has 
not  been  entirely  satisfactory  for  this 
very  reason. 
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Dr.  Wilson  (closing  the  discussion). 
As  far  as  my  experience  with  the  beakers 
was  concerned,  they  were  not  designed 
to  he  of  scientific  accuracy.  Dr.  Prothero 
has  gone  into  that  in  detail.  My  object 
in  undertaking  this  work  was  to  make  a 
simple  test  of  the  plaster  we  are  using, 
because  I  know  many  men  have  the  habit 
of  purchasing  builders  plaster;  yet  that 
expands  far  more  than  the  French  regu- 
lar dental  plaster,  although  much  harder. 

How  many  students  or  practitioners 
can  detect  a  ten-thousandth  part  of  an 
inch.  What  difference  does  a  ten  thou- 
sandth or  two  ten-thousandths  of  an  inch 
make  in  an  artificial  denture  ? 

Dr.  Prothero  compares  the  amalgam 
with  the  plaster  experiments.  In  the  case 
of  amalgam  we  must  fill  cavities  properly 
to  keep  out  microbes :  we  are  not  trying 
to  keep  out  microbes.  With  plaster  the 
case  is  different.  We  do  not  need  so  close 
an  adaptation,  but  we  do  not  want  differ- 
ences of  one-quarter,  one-eighth,  or  one- 
sixteenth  of  an  inch. 

I  say  that  the  ordinary  plaster  can  be 
worked  in  such  a  way  that  it  will  give 
good  results;  but  if  we  do  not  work  it 
properly  we  do  not  get  good  results. 

Dr.  Prothero  criticizes  the  paper  upon 
the  point  of  the  ratio  of  plaster  to  that 
of  water.  He  states  that  there  is  a  given 
ratio.  The  given  ratio  in  the  case  of 
French  regular  dental  plaster  is  two  meas- 
ures of  plaster  to  one  of  water.  I  will 
state  that  it  will  be  found  that  it  requires 
one  and  three-quarters  of  plaster  to  one 
of  water. 


Another  point  brought  up  is  that 
there  might  be  a  difference  in  the  thick- 
ness of  the  glass.  In  this  instance  I 
jDerformed  this  test  with  the  idea  that 
the  one  would  break  and  the  other  would 
not;  I  used  no  care  in  the  selection  of 
the  glasses. 

The  object  of  my  work  was  to  make  a 
practical  test.  We  cannot  all  have  a 
micrometer — could  not  all  afford  it,  but 
we  will  be  glad  to  have  Dr.  Prothero  do 
this,  work. 

Dr.  Prothero.  I  am  now  just  as 
much  in  the  dark  as  I  was  before  in  re- 
gard to  the  correct  method  of  manipu- 
lation so  that  the  plaster  will  not  expand, 
and  I  would  be  very  much  pleased  to  have 
Dr.  Wilson  enlighten  me. 

Dr.  Wilson.  I  consider  the  essential 
point  is  to  ascertain  the  proper  measure 
of  plaster,  and  to  stir  sufficiently  with  the 
proper  amount  of  water.  I  would  be 
pleased  to  have  Dr.  Prothero  test  this  and 
see  if  it  is  not  correct.  I  will  say,  in  mak- 
ing these  tesits  I  mix  a  mass  with  very 
little  stirring,  and  then  stir  in  the  rest 
until  it  begins  to  crystallize,  because  I 
consider  the  degree  of  stirring  causes 
the  difference  m  the  expansion  of  the 
plaster,  for  the  reason  that  it  was  the 
same  mix  of  plaster,  only  the  one  portion 
was  stirred  longer  than  the  other. 

Dr.  Prothero.  Yes,  I  recognize  the 
fact  that  much  stirring  will  greatly  in- 
crease the  rapidity  with  which  it  ex- 
pands. 

Adjourned  till  Wednesday  afternoon. 
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SECOND   DAY— Wednesday,  August  3 1st. 


The  session  was  called  to  order  at  2.30 
P.M.  by  the  chairman,  Dr.  Chas.  E.  Tur- 
ner. 

The  Cpiaiemax.  I  take  pleasure  in 
calling  upon  Dr.  Eeubex  C.  Beophy  of 
Chicago,  111.,  who  will  read  the  first  paper 


upon   the   program   for   this   afternoon's 
session. 

Dr.  Broph}^  then  read  his  paper,  enti- 
tled ''The  Eationale  of  Materials  Used  in 
the  Construction  of  Dental  Base-Plates/' 
as  follows : 


The  Rationale  of  Materials  Used  in  the  Construction 
of  Dental  Base-Plates. 

By  REUBEN  C.  BROPHY,  M.D.,  D.D.S.,  Chicago,  III. 


It  is  demanded  that  the  profession  of 
dentistry  be  credited  with  having  made 
great  j)rogress  in  development,  and  that 
acknowledgment  be  made  that  it  is  wpon 
a  sound  and  substantially  scientific 
basis ;  3^et,  in  my  oj)inion  there  are  some 
infractions  of  this  generally  existent 
rule,  one  of  which  I  have  the  honor  of 
considering  upon  this  occasion  under  the 
title  "The  Eationale  of  Materials  Used 
in  the  Construction  of  Dental  Base- 
Plates." 

The  profession  of  dentistry  as  a 
learned,  scientific  body,  should  not  regard 
lightly  any  phase  of  its  practice,  but  all 
subjects  should  command  equally  earnest 
thought  and  study.    The  hi'anch  of  den- 


tal practice  comprehended  in  the  sub- 
stitution of  artificial  for  natural  teeth 
through  the  use  of  plates,  is  of  sufficient 
importance  to  merit  the  earnest  and  most 
thorough  consideration  of  the  profession. 

While  it  is  true  that  the  prime  motive 
actuating  the  truly  professional  dentist 
in  his  labors  is  to  prevent  the  loss  of  the 
natural  teeth,  and  thereby  to  prevent  the 
necessity  of  plate  work,  yet  the  acknowl- 
edgment is  forced  from  us  that  with  all 
our  skill,  with  all  our  earnest  effort,  that 
demand  for  this  particular  work  will  en- 
dure perpetually. 

So  long  then  as  we  must  recognize 
plate  Avork  as  a  fixed,  permanent  depart- 
ment of  practice,  it  is  demanded  that  we 
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attach  as  mucli  importance  to  its  develop- 
ment to  a  general  standard  of  excellence 
as  we  attach  to  any  other  department  of 
practice. 

In  the  comments  which  I  shall  make 
npon  this  subject  in  this  essa}^,  I  hope  to 
cover  somewhat  broadly  the  general  adap- 
tability of  the  various  materials  in  use  in 
the  construction  of  dentures  dependent 
uj)on  contact  with  the  soft  contiguous 
tissues  for  their  retention^  from  a  stand- 
23oint  of  physiology,  hygiene,  and  influ- 
ences reflecting  upon  the  standards  of 
mechanical  skill  of  our  profession. 

I  place  physiology  first,  you  notice.  If 
my  concej)tion  of  this  matter  is  correct 
the  requirement  of  paramount  impor- 
tance for  the  dentist  is  conservation  of 
humanity's  ^physiological  interests. 

The  teeth  serve  an  imjDortant  purpose 
in  the  animal  economy ;  Ave  strive  to  pre- 
serve them,  and  when  lost  we  reproduce 
them,  with  the  well-grounded  conviction 
that  the  physical  interests  of  the  patient 
demand  it. 

Thus  far,  however,  we  have  no  direct 
connection  with  our  title  argument,  for 
any  kind  of  material  may  be  employed  in 
carrying  teeth  which  will  restore  the  den- 
tal function. 

I  have  laid  stress  upon  the  physiologi- 
cal importance  of  restoration  of  the  teeth, 
as  generally  and  rightfully  regarded, 
merely  to  more  forcibly  call  attention  to 
the  peculiarly  inconsistent  practice  em- 
ployed by  our  profession  of  using  mate- 
rials or  substances  in  making  artificial 
dentures  which  in  themselves  to  a  great 
extent  are  physiologically  incompatible. 
It  is  proper  that  we  should  first  consider 
the  properties  which  a  material  should 
possess  in  order  to  be  physiologically  com- 
patible. 

I  believe  that  a  material  to  be  com- 
patible to  animal  tissue,  when  fixed  in 


contact  with  those  tissues  as  a  base-plate 
is  fixed,  first  of  all  must  be  a  ready  con- 
ductor of  heat,  and  must  be  of  low  specific 
heat.  This,  to  my  mind,  is  the  character- 
istic of  first  importance  from  a  stand- 
point of  physiology. 

There  can  be  no  restriction  of  the 
radiation  of  the  body  heat  without  a 
physiological  effect,  and  I  think  that  it 
will  be  admitted  by  physiologists  that 
beyond  a  certain  limit  restriction  of  such 
radiation  cannot  be  maintained  without 
pathological  effects. 

The  upper  base-plate  particularly, 
when  perfectly  adapted  to  the  superior 
maxilla  is  held  in  contact  with  the  tissues 
upon  which  it  rests  through  complete  ex- 
clusion of  the  air  from  beneath  it.  We 
are  told  that  plates  are  held  in  position 
by  cajDillar}^  attraction,  but  inasmuch  as 
there  can  be  no  such  thing  as  capillary 
attraction  in  the  jjresence  of  the  atmos- 
phere it  has  always  been  a  question  with 
me  whether  it  would  not  be  fully  as 
proper  at  least  to  term  the  force  which 
retains  plates  in  position  atmospheric 
pressuie.  Atmospheric  pressure  certainly 
exists  whatever  other  forces  are  exerted. 

In  a  pajDer  read  by  me  before  the  Chi- 
cago Dental  Society  ]*^ovember  15,  1899, 
and  j)ublished  in  the  Dental  Review,  vol. 
xiii,  Xo.  11, 1  reported  experiments  I  had 
made  to  determine  heat  transmission,  or 
conductivity,  and  specific  heat  of  vul- 
canite and  of  metal.  These  experiments 
showed  that  vulcanite  conducted  heat 
very  much  slower  than  did  the  metal 
used,  which  was  aluminum.  I  made  use 
of  that  metal  because  of  the  fact  that  it 
approaches  vulcanite  more  nearly  in  the 
matter  of  cost  than  any  other  metals  in 
use  for  the  purpose  of  making  plates,  and 
because  of  the  fact  that  it  makes  invalid 
the  argument  that  the  cost  of  metal  plates 
debars  them  from  general  use. 
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Knowing  then  that  vulcanite — and 
what  is  said  of  vulcanite  may  also  bo 
said  of  the  other  vegetable  compound, 
celluloid — is  a  very  much  slower  conduc- 
tor of  heat  than  the  metals,  and  the  fur- 
ther concomitant  fact  that  it  absorbs  and 
retains  heat  to  a  greater  extent,  or  is  of 
much  higher  specific  heat,  and  knowing 
that  as  a  result  of  these  physical  charac- 
teristics the  tissues  which  are  held  in  con- 
tact with  them  are  constantly  maintained 
in  a  superheated  condition  through  ex- 
cessive prevention  of  normal  radiation  of 
the  animal  heat  through  them,  we  may 
well  conclude  that  the  uncjuestionable 
fact  that  in  the  great  majority  of  mouths 
in  which  these  plates  are  worn  the  under- 
lying tissues  are  found  to  be  in  a  patho- 
logical condition  is  most  plausible  evi- 
dence that  this  lack  of  conductivity  is 
very  largely  if  not  wholly  the  cause  of 
such  pathological  condition. 

Placing  conductivity,  then,  first  as  an 
essential  to  physiological  compatibility  of 
dental  base-plates,  I  Avould  name  as  a 
second  essential  quality,  freedom  from 
constituent  substances  which  might  in 
any  way  exert  toxic  influences  upon  ani- 
mal tissues  when  in  contact  with  them, 
or  indirectly  by  chemical  action  upon  the 
animal  physical  economy.  It  is  known 
that  the  metals  are  free  from  constitu- 
ents, and  that  those  we  may  or  would  use 
for  base-plates  are  free  in  themselves  of 
such  chemical  action;  while  it  is  also 
known  that  in  the  vegetable  compounds 
used  the  cpalities  do  exist  which  yield 
such  influences. 

In  the  characteristic  of  dental  base- 
plate materials  which  come  next  for  our 
consideration,  as  stipulated  by  me  at  the 
outset  of  my  essay,  i.e.  hygiene,  a  very 
important  connection  exists  between  it 
and  the  quality  of  physiological  compati- 
bility just  considered. 


An  unhygienic  base-plate  cannot  be 
pliysiologically  compatible.  Xature  re- 
bels against  uncleanliness.  Give  us  abso- 
liilc  cleanliness,  a  perfect  hygienic  condi- 
lioii,  and  bacteria  are  repelled.  Unclean- 
liness in  some  form  or  another  is  the 
])recursor  of  practically  all  disease. 

What  qualities  in  tlie  base-plate  are 
essential  to  hygienes- 
First,  the  material  of  which  the  base- 
])late  is  made  should  be  solid  and  dense 
and  its  surface  should  be  capable  of  re- 
ceiving and  should  receive  a  smooth  fin- 
ish and  polish  in  order  that  there  may  be 
no  mechanical  retention  of  substances 
coming  in  contact  with  it,  and  it  should 
be  made  of  material  for  which  the  oral 
secretions  have  a  minimum  aiSnity. 

The  metals  only  possess  these  qualities 
to  an  extent  desired.  Xot  only  do  the 
vc'getalile  bases  not  possess  them,  but, 
through  the  application  of  the  heat  to 
which  they  are  subjected  when  in  the 
mouth,  latent  odors  are  Ijrought  out,  and, 
through  association  with  odors  thrown 
off  by  the  fermentative  processes  of  the 
secretions  within  the  mouth,  they  are  in- 
tensified to  an  extent  approaching  very 
nearly  the  limit  of  obnoxiousness. 

I  have  considered  the  qualities  pertain- 
ing to  the  interests  of  the  laity  we  serve 
which  base-plates  should  possess — physio- 
logical compatibility,  and  hygiene.  I 
now  come  to  the  consideration  of  my 
theme  from  the  last  standpoint  from 
which  I  am  to  consider  it — that  of  the 
influences  of  materials  used  for  base- 
plates, or  more  properly  in  this  instance 
for  dental  plates,  upon  the  standard  of 
mechanical  skill  in  our  profession.  This 
is  an  important  consideration. 

At  the  outset  of  any  paper  I  said  that 
while  our  profession  had  made  great  pro- 
gress in  the  past,  there  were  some  infrac- 
tions of  tliat  generally  existent  rule.    To 
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my  mind  the  present  standard  of  skill 
made  use  of  in  our  profession  in  the  line 
of  plate  work  is  a  most  striking  infraction 
of  that  rule.  Men  of  our  profession  who 
express  themselves  honestly  will  freely 
acknowledge  that  not  only  has  the  stand- 
ard of  skill  exercised,  in  dental  plate  work 
not  advanced,  but  for  the  past  fifty  years, 
or  since  the  introduction  of  the  vegetable 
compounds,  it  has  been  constantly  de- 
generating. 

Whence  are  we  to  look  for  the  cause  of 
this  condition  ?  Wholly  to  the  fact  of  the 
metals  having  been  so  generally  super- 
seded by  vulcanite.  In  the  first  place  the 
dentists  of  half  a  century  ago  or  more 
regarded  this  branch  of  the  practice  with 
much  more  interest  than  it  is  regarded 
now;  they  regarded  it  as  of  sufficient  im- 
portance then  to  do  it  themselves,  and,  as 
a  result  of  their  individual  efforts,  they 
became  artisans  in  metal  working;  they 
felt  that  they  had  to  be;  to  construct  a 
plate  demanded  skill,  they  considered. 

What  is  the  condition  existing  today? 
You  all  know,  gentlemen;  it  is  unneces- 
sary for  me  to  dwell  u^Don  this.  With  the 
introduction  of  the  vegetable  plates  pro- 
gress in  skill  ceased,  and  interest  in  this 
particular  department  began  to  Avane. 
IN'ow  the  greater  percentage  of  dentists 
take  the  impression  and  turn  it  over  to 
someone  else  to  construct  the  plate. 
Skill  in  plate  work  and  the  application  of 
science  in  the  work  have  largely  become 
dead  letters. 

The  question  of  the  greatest  impor- 
tance before  the  dental  profession  today 
is.  Will  it  continue  to  tolerate  this  its 
greatest  and  practically  only  barrier  to 
the  title  of  a  skilled  and  scientific  pro- 
fession, and  is  it  to  indefinitely  suffer 
without  dissent  and  unopposed  the  con- 
tinued use  of  vegetable  compounds  in 
prosthesis  ? 


D 


iscussion. 


Dr.  GrEOEGE  H.  WiLSOX,  Cleveland, 
Ohio.  I  want  to  say  that  I  feel  the  paper 
is  in  the  right  direction.  The  opposition 
that  I  will  offer  is  not  with  the  purpose 
of  ojDposing  Dr.  Brophy,  but  with  the  idea 
of  possibly  having  him  work  harder  to 
bring  about  the  desired  results. 

UnqiTestionably  the  first  part  of  the 
jDaper  is  correct  in  stating  there  is  not  the 
apjDreciation  for  prosthetic  dentistry  there 
should  be.  Only  a  few  of  us  who  are 
especially  interested  in  this  branch  give 
our  direct  attention  to  it,  and  it  devolves 
upon  these  few  to  bring  about  the  perfec- 
tion that  we  desire.  So,  that  while  this 
paper  is  in  the  right  direction,  in  trying 
to  improve  and  correct  the  faults  of  the 
practitioners,  I  feel  that  the  essayist  has 
made  some  progress,  and  that  he  can  still 
improve  in  some  directions. 

There  is  no  question  as  he  states,  that 
first  of  all  the  material  must  be  a  ready 
conductor  of  heat.  He  speaks  of  certain 
undesirable  materials  being  of  a  low  spe- 
cific heat.  I  cannot  comprehend  why  this 
should  make  any  special  difference.  The 
specific  heat  is  the  property  of  absorbing- 
heat  in  carrying  it  from  one  certain  tem- 
perature to  another.  This  heat  is  so 
little,  I  cannot  see  how  that  would  of 
itself  do  harm.  I  can  comprehend  how 
the  radiation  of  heat  can  be  of  impor- 
tance, but  how  the  specific  heat  can  be  so, 
I  do  not  iullj  comprehend.  I  would  like 
to  have  Dr  Brophy  make  that  more  plain. 

Then  he  speaks  of  the  plates  being  held 
in  place  by  capillary  attraction  and  adds 
that  there  is  no  such  thing  as  capillary 
attraction  in  the  presence  of  atmosiDheric 
pressure.  As  I  understand,  capillary  at- 
traction occurs  when  two  plates  are  held 
in  quite  close  contact,  Avhen  moisture  and 
some  air  will  of  course  be  drawn  up  be- 


SKCTIOX    Vlli:       i'UOSTJiESlS. 


155 


tween  the  two  plates.  I  do  not  see  why 
we  cannot  have  capillary  attraction  be- 
tween the  soft  tissues.  He  says  that  we 
should  call  that  atmospheric  pressure. 
We  cannot  have  atmospheric  pressure  as 
long  as  there  is  to  any  great  extent  abso- 
lute contact  so  as  to  have  a  vacuum.  If 
we  have  a  space  so  the  pressure  can  be 
reduced,  then  of  course  we  have  atmos- 
pheric pressure.  If  that  space  he  filled 
in  with  moisture;,  then  I  cannot  under- 
stand how  we  can  have  atmospheric 
pressure. 

Eegarding  the  expensiveness  of  the  ma- 
terial, Dr.  Brophy  considers  that  alumi- 
num is  equally  inexpensive  as  vulcanite. 
This,  I  think,  is  a  mistake ;  the  expense  of 
labor  in  construction  is  the  great  and  im- 
portant factor.  The  labor  in  the  construc- 
tion of  aluminum  is  as  great  if  not 
greater  than  in  vulcanite,  and  if  it  is 
greater  then  it  is  more  expensive. 

I  think  I  heard  Dr.  Brophy  say  at  one 
time  that  he  could  make  nine  successful 
cases  out  of  every  ten  attempts  with  vul- 
canite. We  ought  not  to  have  any  such 
percentage — it  ought  to  be  correct  every 
time.  If  one  plate  in  ten  is  a  failure,  it 
adds  very  materially  to  the  expense  of 
construction. 

Another  thing,  I  have  my  doubts  as  to 
whether  anyone  has  yet  perfected  alumi- 
num to  the  extent  that  the  secretions  of 
the  mouth  will  not  act  in  a  detrimental 
way,  as  is  the  case  now  in  many  in- 
stances. I  have  two  cases  in  mind  that 
do  not  prove  its  durability;  in  the  sum- 
mer of  1878  or  1879  I  constructed  a 
plate,  and  in  ten  years  it  was  completely 
perforated.  Another  plate  had  to  be  re- 
placed in  five  or  six  years.  I  have  seen 
other  cases  in  other  mouths  that  were 
perforated  in  five  or  six  years.  It  is  usu- 
ally necessary  to  replace  the  plate  in  five 
or  ten  years,  which   adds  materially  to 


the  cost  of  the  material.  Aluminum  is  no 
more  expensive  than  vulcanite  so  far  as 
the  material  per  se  is  concerned. 

Dr.  Brophy  makes  two  charges  against 
vulcanite:  one  is  its  retention  of  heat, 
which  is  well  taken.  This  is  one  of  the 
greatest  objections  to  the  material.  The 
next  one  he  speaks  of  is  the  injurious 
ingredients  in  the  coloring  matter.  We 
can  obviate  this  by  using  black  rubber, 
but  pure  vermilion,  which  is  mercuric 
suKid,  is  perfectly  insoluble  in  the  fluids 
of  the  mouth  and  cannot  therefore  act 
injuriously  upon  the  tissues  of  the  mouth 
or  S3^stemically. 

Dr.  K.  M.  Sanger,  East  Orange,  ISl .  J. 
I  listened  to  Dr.  Brophy's  paper  with  a 
great  deal  of  interest  because  it  is  a 
timely  protest  on  the  part  of  Dr.  Brophy 
against  the  all  too  careless  construction 
of  artificial  dentures,  not  from  a  mechan- 
ical standpoint  but  from  a  physiological 
and  hygienic  one.  I  believe  the  purpose 
of  his  paper  is  to  call  the  attention  of  the 
profession  to  this  neglect  and  try  in  a 
measure  to  correct  it. 

Dr.  Brophy  has  only  suggested  a 
remedy,  and  I  would  like  to  supplement 
his  suggestion  by  the  statement  that  in 
my  opinion  the  rising  generation  of  den- 
tists allow  the  fee  to  stand  ahead  of  their 
better  judgment.  They  permit  the  pa- 
tient to  dictate  to  them  what  that  fee 
shall  be,  rather  than  dictating  it  to  the 
patient,  and  because  of  their  fear  they  do 
a  class  of  work  which  in  their  heart  of 
hearts  they  know  is  not  the  best  that  can 
be  done  for  the  patient  if  the  question  of 
cost  is  eliminated.  Do  you  question  the 
cost  of  the  doctor  when  your  life  is  in 
danger,  and  should  you  question  the  cost 
of  a  (](;ntist  when  your  health  is  in  dan- 
ger thei-oby  ? 

Jt  is  tiiiKi  for  us  to  array  ourselves  with 
Dr.  Bropliy  on  the  side  of  a  higher  stand- 
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ard — of  more  scientific  dental  prosthesis 
— to  have  gold,  and  platinum,  and  porce- 
lain reinstated  in  their  rightful  places  in 
dentistry.  We  do  not  need  to  compro- 
mise by  substituting  aluminum. 

Dr.  H.  J.  GosLEE,  Chicago,  111.  Pos- 
sibly you  can  now  appreciate  why  I 
wished  Dr.  Sanger  to  speak  first,  as  he 
has  so  correctly  and  beautifully  expressed 
my  sentiments.  I  am  heartily  in  accord 
with  the  paper  and  with  the  somewhat 
idealistic  views  of  the  author,  and  as  Dr. 
Sanger  has  said,  I  believe  that  we  have 
been  working  away  from  the  ideal  toward 
the  cheaper  or  more  commercial  aspect  of 
this  phase  of  dentistry  for  too  long  a 
time,  and  that  we  should  now  endeavor 
to  reinstate  a  class  of  work  which  has 
given  so  much  satisfaction  in  years  past, 
and  which  is  not  used  now  as  much  as  it 
should  be. 

Dr.  Brophy  (closing  the  discussion). 
I  want  in  the  first  place  to  express  my 
appreciation  of  the  frankness  with  which 
everyone  has  spoken  who  has  taken  part 
in  the  discussion  of  my  paper.  That  is 
one  thing  I  like  under  all  circumstances 
— frank,  honest  expression  of  views. 
While  Dr.  Wilson  does  not  agree  with  me, 
I  feel  nevertheless  that  he  is  entitled  to 
congratulations  equally  with  those  who 
have  more  nearly  agreed  with  me,  because 
I  do  not  doubt  the  honesty  of  his  convic- 
tions. 

First,  in  regard  to  specific  heat.  There 
is  a  connection  between  conductivity  and 
specific  heat;  any  material  which  is  a 
slow  conductor  of  heat  will  be  found  of 
high  specific  heat.  The  two  taken  in 
combination,  in  the  matter  of  a  base- 
plate, are  the  things  which  tend  to  main- 
tain the  underlying  tissues  in  a  super- 
heated condition. 

Upon  the  question  of  capillary  attrac- 
tion, I  said  in  my  paper  that  such  a  thing 


was  impossible  in  the  presence  of  the  at- 
mosphere. I  may  be  wrong,  but  if  so  I 
shall  have  to  ask  that  it  be  demonstrated 
to  me. 

I  feel  that  it  is  unfortunate  that  1 
spoke  of  aluminum  in  my  paper.  I  infer 
from  the  remarks  of  Dr.  Sanger  and  also 
of  Dr.  Wilson  that  they  took  it  that  I  was 
especially  championing  this  metal  as  a 
material  for  base-plates.  As  a  matter  of 
fact  I  did  not  do  so.  In  my  paper  I 
advocated  the  use  of  the  metals  in  prefer- 
ence to  vulcanite.  As  clearly  stated  by 
me,  I  referred  to  aluminum  because  it 
fairly  represented  in  desirable  character- 
istics all  metals  used  for  the  purpose  of 
making  base-plates,  and  principally  be- 
cause it  most  nearly  approaches  vulcanite 
in  the  matter  of  cost.  Dr.  Wilson  was 
wrong  in  his  inference  that  I  made  the 
claim  that  aluminum  plates  could  be 
made  cheaper  than  vulcanite  plates,  for  I 
did  not. 

The  argument  of  Dr.  Wilson  that  vul- 
canite is  durable  is  a  very  poor  argument 
in  favor  of  this  material  for  use  as  base- 
plates, for,  because  of  its  non-conductivity 
and  high  specific  heat  qualities,  absorp- 
tion is  so  furthered  by  it  that  in  order  to 
insure  constancy  of  adaptation  or  fit, 
changes  or  new  plates  are  demanded  in 
this  material  much  more  frequently  than 
in  the  metals.  In  my  opinion  the  fact 
that  a  vulcanite  plate  that  has  been  worn 
fifteen  to  twenty-five  years,  as  Dr.  Wilson 
stated,  is  not  much  of  a  recommendation. 
I  believe  that  in  every  case  these  plates 
should  be  discarded  for  the  best  interests 
of  the  wearer  long  before  the  lapse  of  that 
much  time. 

The  Chairman.  Before  announcing 
the  next  paper,  I  notice  that  Dr.  Charles 
Godon  of  Paris,  France,  president  of  the 
Internajtional   Dental   Federation,  is   in 
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the  room,  and  I  wish  to  invite  him  to 
occupy  the  chair  as  honorary  president. 

Dr.  Godon  took  the  chair. 

Dr.  Charles  Godon.  Mr.  President, 
I  thank  you  for  the  honor. 

The  Chairman.  I  have  pleasure  in 
stating  that  the  next  paper  is  a  contribu- 


tion from  Germany,  and  will  be  presented 
by  the  author  in  person.  I  am  pleased 
to  introduce  Zahnarzt  Dr.  Herrmann 
Rauhe  of  Diisseldorf,  Germany,  who  will 
read  his  paper  entitled  "A  New  Suction 
Chamber." 
Tlie  paper  was  as  follows: 


A  New  Suction  Chamber, 


By  Zahnarzt  Dr.  HERMANN  RAUHE,  Diisseldorf,  Germany. 


In  the  course  of  years,  many  kinds  of 
suction  ehamljers  have  been  recommended 
with  the  common  object  of  securing  arti- 
ficial teeth  to  the  palate  without  the  use 
of  clasps. 

First  there  were  the  chambers  formed 
in  a  rubber  plate  by  the  use  of  an  oval 
or  heart-shaped  tin  plate;  then  we  had 
pearl  and  star  plates  which  covered  the 
surface  of  the  rul^ber  with  a  number  of 
suction  chambers. 

These  were  soon  given  up  for  the  rea- 
son that  on  one  side  they  soon  lost  their 
effectiveness  because  the  pearls  sank  into 
the  meml)rane,  irritated  it,  and  shortly 
rendered  it  spongy.  Then  the  manufac- 
ture of  double  suction  chambers  came  in. 
But  they  lasted  only  a  short  time  because 
violent  irritations  took  place  even  with 
them,  and  they  were  also  unclean.  In 
the  year  1872  a  suction  chamber  was 
placed  on  the  market  which  consisted  in 
the  attachment  of  a  little  rubber  jDlate  in 
the  vault  of  the  denture  by  means  of  a 
rivet  and  small  metal  plate,  which  was 
forced  to  the  center  of  the  rubber  surface, 
giving  it  the  form  of  a  shallow  cone. 
This  possessed  great  power  of  adhesion, 
but  two  distinct  disadvantages  :  the  rubber 
plate  soon  became  spongy  and  could  only 
be  renewed  by  the  dentist  and  not  by  the 


patient,  and  the  border  of  the  rubber 
plate  pressed  so  strongly  against  the 
membrane  of  the  palate  that  irritation 
and  frequentlv  necrosis  occurred.  In  the 
beginning  of  1890  this  plate  was  im- 
proved by  a  Frenchman,  who  vulcanized 
a  little  nut  on  the  plate  instead  of  the 
rivet.  This  facilitated  the  change  of 
plates,  but  the  rubber  was  still  pressed 
hard  against  the  palate  and  the  same  irri- 
tation resulted. 

The  new  suction  chamber  that  I  wish 
to  show  you  is  similar  to  Hall's,  but  the 
defects  of  the  old  are  avoided,  and  the 
replacement  of  the  rubber  disk  is  made 
very  simple.  On  the  center  of  the  plate 
(Fig.  1),  in  the  circular  depression,  we 
have  placed  a  button-like  addition,  over 
which  is  placed  a  disk  of  ruljber.  The 
button  is  so  constructed  that  the  rubber 
disk  assumes  a  slightly  concave  shape 
whereby  it  may  be  readily  pressed  up 
tight  against  the  mucous  membrane,  but 
without  any  injurious  effect.  It  works 
as  a  leather  sucker  instead  of  as  a  suck- 
ing bowl.  As  it  almost  fills  the  circular 
depression,  the  membrane  is  prevented 
from  being  drawn  into  this  cavity,  and 
thus  irritation  is  avoided. 

The  replacing  of  the  button  is  accom- 
plisliod  by  means  of  a  plate  that  we  have 
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designed.  This  plate — Figs.  2  and  3.  the 
latter  much  enlarged — consists  of  three 
j)arts  which  in  Fig.  2  are  marked  with  the 
letters  A.  B,  and  C.  The  parts  B  and  C 
are  zinc,  and  by  a  slight  pressiire  are 
joined  together.  Part  A,  between  them, 
is  made  of  gold. 

This    plate   is    placed   as   the    former 
heart-shaped  tin  plate  upon  the   center 


now  under   the  button  plate,   is  partly 
divided  to  permit  its  easy  removal. 

With  an  excavator  bend  the  ring,  and 
then  slowly  withdraw  it  from  beneath  the 
button.  Part  A,  the  gold  plate,  is  now 
bound  fast  to  the  rubber,  as  the  hole  in 
the  center  of  the  plate  (D)  is  filled  with 
hard  rubber.  This  hard  rubber  and  the 
little  gold  plate  formed  the  button  over 


Fig.  1. 


Fig.  2. 


Fig.  3. 


of  the  plaster  cast  with  the  opening  up- 
ward, and  is  held  by  three  little  pins. 
In  order  not  to  injure  the  plate  it  is 
recommended  that  a  piece  of  tin  foil  be 
laid  over  the  cast,  which,  of  course,  must 
be  removed  subsequently.  Xow  the  case 
is  packed  with  rubber  as  usual,  paying 
particular  attention,  however,  that  the 
center  of  the  vault  has  an  abundance  of 
rubber.  After  vulcanizing,  remove  the 
zinc  plate  and  then  the  part  C.  which  has 
the  pins  in  it.    The  zinc  ring  B.  which  is 


which  is  stretched  the  rubber  ring.  The 
position  of  the  rubber  ring  after  button- 
ing is  shown  by  the  dotted  line  in  Fig.  2. 
After  removing  the  zinc  parts  B  and  C, 
the  button  is  flattened  and  polished,  and 
after  a  rubber  ring  is  put  on  the  chamber 
is  completed.  So  far  as  the  shape  of  the 
chamber  is  concerned,  for  different  jaws, 
it  is  important  to  look  first  of  all  for  the 
fiat  portions  of  the  palate — ^looking  for 
the  best  location.  Wlien  the  palate  is 
high  and  vault-like,  or  has  a  hard  center. 
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two  chambers  may  be  used.  In  plates  for 
mouths  in  which  the  canines  remain  the 
chamber  should  be  placed  far  back  in  the 
mouth  to  avoid  a  tilting  of  the  plate  dur- 
ing incision. 

'The  advantages  of  this  appliance  are 
as  follows :  The  jA&te  is  easily  adapted 
to  the  model  and  the  button  plate  stands 
away  from  the  palatal  surface  of  the  plate 
to  the  extent  of  about  one-fifth  of  a  milli- 
meter, that  is  the  thickness  of  the  base 
of  part  C.  By  this  means  irritation  of 
the  tissues  by  the  button  is  prevented. 

It  is  possible  to  button  and  unbutton 
the  rubber  ring  without  the  use  of  tools. 

The  rubber  disk  will  not  irritate  the 
palate  because  of  its  vaulted  shape. 

After  a  few  days  the  rubber  ring  tills 
the  concavity  so  perfectly  that  the  mu- 
cous membrane  cannot  be  drawn  into  it. 
Finally,  the  easy  method  of  adapting  the 
dd'sk  is  an  advantage  which  must  not  be 
undervalued,  and  the  use  of  clasps  is  ren- 
dered entirely  unnecessary. 

This  appliance  does  not  possess  its  full 
adhesive  property  at  first,  but  after  n 
little  use  it  becomes  very  strong.  This 
should  be  explained  to  the  wearer,  and 
also  that  the  rubber  ring  must  be  fre- 
quently changed  and  always  as  soon  as 
it  becomes  larger  than  its  corresponding 
chamber.  As  a  suggestion,  it  is  best  to 
have  two,  keeping  the  one  not  in  use 
quite  dry  and  alternating  daily. 


Discussion. 

Dr.  E.  M.  Sakger,  East  Orange,  IST.  J. 
The  device  which  the  essayist  has  shown 
us  is  a  clever  one,  but  in  this  country  it 
is  not  new.  It  miay  be  new  in  Germany, 
but  here  it  is  not.    We  knew  of  the  same 


principle  under  the  heading  of  the  Scott 
suction  disk.  Wliether  you  have  all  be- 
come familiar  with  it  or  not,  I  do  not 
know,  but  Dr.  Scott  introduced  the  same 
principle  in  the  seventies.  Dr.  Rauhe  has 
made  a  slight  improvement  on  Dr.  Scott's 
idea,  in  that  he  makes  the  disk  smaller 
and  in  that  he  protects  his  disk  pretty 
nearly  to  the  rim,  so  that  the  objection  to 
the  Scott  disk  is  in  a  measure  overcome — 
that  is,  that  it  will  not  become  ball- 
shaped  until  the  plate  no  longer  comes 
in  contact  with  the  mucous  membrane. 

Now  the  fact  that  this  is  interchange- 
able, is  not  new,  for  Dr.  Scott's  disk  was 
equally  interchangeable  and  it  had  the 
same  objection  which  Dr.  Rauhe's  inven- 
tion will  have  in  a  modified  form.  In 
the  first  place,  partially  vulcanized  rub- 
ber is  affected  by  the  mucous  secretions, 
and  in  a  little  while  it  becomes  soft  and 
foul.  He  provides  for  this  by  putting  in 
a  new  disk.  In  the  second  place,  when 
this  rubber  begins  to  deteriorate  there  is 
a  gathering  of  the  secretions  of  the 
mouth,  wdiich  makes  it  ofEensive. 

N'ow  there  are  mouths  to  which  this 
device  would  be  a  godsend;  fortunately 
for  us,  they  are  few,  and  consequently  I 
should  say  that  while  this  device  from 
my  standpoint  would  be  applicable  in 
those  exceptional  cases,  I  would  hesitate 
to  recommend  it  in  general  practice. 

The  secretary.  Dr.  H.  W.  Campbell, 
here  took  the  chair. 

Dr.  C.  R.  Turner,  Philadelphia,  Pa. 
I  differ  in  general  with  Dr.  Rauhe  upon 
the  principle  on  which  the  use  of  the  ap- 
pliance is  based.  But,  granting  as  Dr. 
Sanger  has  said,  that  there  are  a  few 
cases  which  arise  in  practice  in  which  a 
device  of  this  type  is  about  the  last  resort, 
I  feel  that  the  method  which  Dr.  Rauhe 
lias  presented  will  be  of  considerable  as- 
sistance to  us. 
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I  wish  to  particularly  call  attention  to 
the  careful  detail  with  which  the  tech- 
nique of  the  placing  of  the  device  in  the 
denture  has  been  worked  out.  The  tin 
plate  for  holding  the  gold  head  of  the 
pin,  which  has  been  passed  around  just 
now,  makes  a  depression  of  fixed  size 
in  the  palatal  surface  of  the  vulcanite 
denture,  and  the  soft  rubber  disks  are  cut 
carefully  to  fit  this,  so  that  when  the  tin 
plate  has  been  removed,  and  the  rubber 
disk  inserted,  there  is  no  space  left  into 
which  the  mucous  membrane  may  be 
drawn. 

The  ease  with  which  the  soft  rubber 
disk  is  taken  off  and  replaced  seems  to 
me  to  be  also  a  valuable  phase  of  the  use 
of  this  device,  inasmuch  as  it  is  possible 
for  the  patient  to  be  supplied  with  a  box 
of  the  disks  and  to  remove  and  replace 
them  at  will  without  the  necessity  of 
consulting  the  dentist. 

I  wish  to  express  my  personal  thanks 
to  Dr.  Eauhe  for  being  present  and  for 
reading  the  communication  in  person,  and 
I  trust  the  device  he  has  presented  to  us 
will  find  its  proper  field  of  usefulness  in 
this  country. 

Dr.  H.  J.  GosLEE,  Chicago,  111.  I  do 
not  like  to  lose  the  opportunity  of  ex- 
pressing to  the  gentleman  who  has  come 
so  far  to  give  us  this  little  idea,  my  per- 
sonal appreciation  of  it  in  the  very 
limited  number  of  cases  in  which  it  might 
be  applicable. 

As  Dr.  Sanger  has  said,  however,  in 
America  there  is  no  longer  much  use  for 
this  or  other  similar  methods,  and  it  is 


only  in  extreme  cases  that  we  can  utilize 
it. 

With  Dr.  Turner,  I  appreciate  the 
cleverness  of  the  technique  and  construc- 
tion of  Dr.  Kauhe's  device — it  is  better 
than  the  Scott  method  and  will  be  more 
permanent. 

Along  this  line,  however,  I  am  in  favor 
of  the  retention  of  dentures  by  other 
means,  and  am  of  the  firm  opinion  that 
the  sooner  we  get  away  from  all  such 
devices  and  work  toward  securing  a  close 
and  uniform  adaptation  of  the  denture 
to  the  tissue  upon  which  it  rests,  the 
sooner  we  will  be  contributing  to  the 
successful  wearing  of  artificial  dentures. 

Dr.  Eauhe  (closing  the  discussion). 
I  have  little  more  to  say  in  closing  the 
discussion  of  my  paper.  I  have  used  the 
little  invention  in  many  cases  within  the 
past  two  years  with  the  greatest  satis- 
faction. 

Dr.  Turner  then  resumed  the  chair. 

The  Chairman.  We  have  another 
paper  on  the  program  for  this  afternoon, 
the  author  of  which  is  not  here;  as  we 
shall  be  much  pressed  for  time  I  should 
be  disposed  to  read  this  paper  by  title. 

Dr.  GosLEE.  I  move  that  the  next 
paper  be  read  by  title. 

This  motion  being  duly  seconded  was 
unanimously  carried,  and  the  secretary 
read  the  paper  by  title — "Which  is  the 
Ideal  Crown — the  Banded  or  the  Band- 
less  Crown  ?"  by  Edward  G.  Christian- 
sen, Drammen,  Korway.  The  paper  here 
follows : 
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Which  is  the  Ideal  Crown — the  Banded  or  the 
Bandless  Crown? 

By  EDWARD  G.  CHRISTIANSEN,  Drammen,  Norway. 


When  I  received  the  kind  invitation  to 
read  a  paper  before  this  section  of  the 
Fourth  International  Dental  Congress  I 
gladly  availed  myself  of  the  opportunity 
in  order  to  bring  about  a  discussion  upon 
a  theme  that  I  have  been  occupied  with 
for  a  long  time — and  which  all  present, 
I  am  sure,  have  puzzled  their  brains 
about — well  knowing  that  here  in  the 
native  country  of  fine  prosthetic  work 
this  theme  would  create  a  prolific  dis- 
cussion among  the  first  masters  in  this 
domain. 

The  crowns  mostly  used  have  been  the 
barrel  and  the  collar  crowns,  as  well  as 
single  crowns  used  as  abutments  for 
bridge  work,  and  I  am  sure  that  it  will 
create  a  great  sensation  to  try  to  reduce 
the  applicability  of  these  appliances  to  a 
minimum  of  what  they  are  now.  In  fact, 
this  is  what  I  intend  to  do.  I  am  sur- 
prised that  nobody  has  hitherto  urged 
this,  especially  in  view  of  the  literature 
yearly  published  on  the  subject  of  crown 
and  bridge  work. 

Most  people  have  surely  taken  it  for 
granted  that  a  crown  always  ought  to 
have  a  band  about  the  root  in  order  to 
strengthen  it  and  to  support  the  crown. 
Only  in  cases  where  the  root  has  so  de- 
teriorated that  it  is  impossible  to  place  a 
band  around  it,  have  other  methods  of 
making  a  crown  without  a  band  been 
mentioned.  From  the  time  when  ready- 
made  crowns  such  as  BonwilPs,  Logan's, 
etc.,  have  been  used,  we  have  seen  excel- 


lent work — crowns  that  have  remained  in 
the  mouth  for  years,  and  are  still  doing 
good  service.  It  is  therefore  natural  to 
ask  why  we  have  abandoned  these  crowns 
when  their  record  is  so  commendable. 
The  question  is  easily  answered — the 
work  of  inserting  them  was  too  trouble- 
some and  the  assortment  from  which  to 
select  them  too  limited. 

The  Logan  crown  is  mostly  used,  but 
everyone  who  desires  precise  work  must 
admit  that  it  is  an  exceedingly  laborious, 
not  to  say  impossible,  task  to  grind  it  so 
that  it  will  adapt  itself  accurately  to  the 
surface  and  circumference  of  the  root. 
The  work  was,  therefore,  as  a  rule,  badly 
accomplished  and  dissatisfaction  the  re- 
sult. 

As  to  the  collar  crown  the  root  is 
plainly  covered  by  the  cap  and  therefore 
not  so  exposed  to  be  injured  by  caries. 
This  therefore  looks  ideal  in  the  begin- 
ning, but  after  some  experience  we  will 
find  that  the  collar  crown  also  has  its 
defects  and  that  its  applicability  is  highly 
overestimated.  In  the  first  place,  how 
difficult  it  is  to  prepare  the  root  in  such 
a  way  that  it  is  fit  for  the  reception  of  the 
band.  The  root  ought  to  have  a  slightly 
conical  form  in  order  to  prevent  the  band 
from  standing  out  from  it  anywhere  and 
thus  irritating  the  gum;  but  how  often 
is  not  this  impossible,  when  we  at  the 
same  time  are  to  have  the  band  well  under 
the  margin  of  the  gum !  Plow  many 
feetli  do  not  slope  down  against  the  apex 


n 


11;6S 


FOUETH   INTERNATIOlSrAL   DENTAL    CONGRESS. 


of  the  tooth  directly  under  the  margin  of 
the  gum — and  in  such  cases  the  fashion- 
ing is  at  an}^  rate  very  difficult  besides 
being  inconvenient  for  both  operator  and 
patient.  The  adjustment  of  the  band  re- 
quires in  many  cases,  I  may  say  in  most 
cases,  an  ability,  a  preciseness,  and  a  pa- 
tience greater  than  most  dentists  possess. 
For  this  reason  alone  the  collar  and 
barrel  crowns  are  in  many  cases  contra- 
indicated.  In  the  second  place,  though 
the  work  be  done  as  well  as  possible  we 
nevertheless  see  in  many  patients  that  the 
o'um  does  not  bear  the  contact  with  the 
,metal,  but  that  the  gum  recedes  from  the 
metal,  the  consequence  being  that  the 
band  appears  and  the  root  is  laid  bare. 
As  a  rule  we  see  this  unacceptable  conse- 
quence of  the  collar  and  barrel  crown 
where  the  gum  as  a  thin  film  only  covers 
the  neck  of  the  tooth,  i.e.  on  the  labial 
or  buccal  sides. 

Thus  I  think  that  apart  from  the  in- 
convenience to  the  patient  and  the  waste 
of  time,  there  are  sufficient  reasons  to 
limit  the  use  of  these  crowns  to  very  few 
cases,  such  as  where  the  force  of  mastica- 
tion will  be  exerted  in  one  direction  only, 
or  where  the  root  is  very  weak  or  short, 
precluding  the  placing  of  a  sufficiently 
long  post  within  the  canal. 

Everybody  will  no  doubt  admit  that 
from  an  absolutely  ideal  point  of  view  a 
crown  forming  a  direct  continuation  of 
the  root  is  the  most  'correct,  i.e.  a  crown 
filling  only  the  place  that  was  occupied 
by  the  lost  substance.  From  the  fore- 
going it  follows,  that  in  the  case  of  the 
molars  the  barrel  crown  as  a  rule  is 
contra-indicated,  as  the  pressure  here 
comes  vertically  on  the  occlusal  plane,  for 
which  reason  it  is  unnecessary  to  have  a 
band  around  the  root,  which  strengthens 
the  erown  against  lateral  pressure.  Most 
of  vou  will  no  doubt  admit  that  it  is  very 


seldom  that  we  find  the  interproximal 
space  absolutely  normal  between  two 
barrel  crowns.  On  the  bicuspids,  espe- 
cially in  the  upper  jaw,  the  band  will 
often  be  necessary,  namely,  where  the  root 
is  exceedingl}^  weak  and  where  the  oppos- 
ing teeth  have  grown  up  so  that  the 
crown  has  to  be  prepared  more  like  a 
canine,  and  thus  the  pressure  is  directed 
particularly  lingually  and  buccally.  But 
here,  as  with  canines  and  incisors,  a  half- 
band  is  sufficient,  and  the  inconvenient 
consequence  of  the  gum  receding  on  the 
labial  part  is  prevented. 

May  I  here  add  that  the  term  "half- 
band"  is  not  precisely  correct,  as  it  is 
three-quarters  of  a  ring  that  is  used,  the 
band  extending  from  the  mesio-buccal 
angle  round  the  lingual  side  and  to  the 
disto-buccal  angle  of  the  tooth.  As  the 
term  half-band  has,  however,  become 
firmly  established  in  literature,  I  do  not 
want  to  alter  it.  The  band  is  to  be  there 
either  in  order  to  strengthen  the  root  or 
the  post,  and  at  all  events  three-quarters 
of  a  band  will  be  sufficient  for  that  pur- 
pose. When  we  have  carried  the  band 
round  tlie  entire  circumference  of  the 
root  I  think  it  has  been  with  a  conserva- 
tive view,  although  the  result  is  in  most 
cases  a  failure. 

A  half-band  is  also  much  easier  to  ad- 
just than  a  full  band,  as  the  half -band 
can  be  polished  down  to  the  root  when 
'Soldered  to  the  root-plate.  I  hold  there- 
fore that  a  usual  band  is  contra-indicated 
in  any  and  every  case,  and  that  only  the 
half-band  should  be  used — i.e.  half -bands 
always  ought  to  be  used  where  the  crown 
is  to  become  an  abutment  for  a  bridge, 
also  where  molars  'are  wanting,  so  that 
the  mastication  is  performed  by  the  front 
teeth,  and  briefly,  wherever  the  root  has 
to  bear  more  than  usual  heavy  pressure. 
It  will  be  seen  that  we  have  innumerable 
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examples  in  support  of  iny  tlieory ;  every- 
thing depends  upon  the  accuracy  with 
which  the  details  of  the  work  are  carried 
out,  and  this  only  requires  patience  on 
the  part  of  the  practitioner.  N"o  greater 
difficulty  is  connected  with  the  work. 
This  alone  gives  it  a  great  advantage  over 
the  usual  banded  crown.  In  most  cases 
where  a  crown  without  a  band  would  bo 
too  weak,  the  error  is  that  the  post  has 
been  too  weak  or  that  the  root-plate  is 
not  regularly  adjusted  to  the  root,  or  that 
proper  attention  lias  not  been  paid  to  the 
articulation. 

The  post  must  be  quadrangular  and 
flattened,  absolutely  not  round  or  square, 
as  is  usually  the  case.  Further,  the  post 
must  be  placed  in  the  root  in  such  a  way 
that  the  pressure  when  clinching  the  teeth 
influences  the  short  side,  as  the  post  has 
its  greatest  strength  in  that  direction. 

How  to  prepare  root-plates  that  ex- 
actly fit  the  root  is  nothing  new.  I  shall, 
however,  with  your  permission  explain 
the  method  I  have  used  for  years,  and 
by  means  of  particular  instruments. 
Some  of  my  colleagues  have  perhaps  heard 
of  Messrs.  Ash  &  Sons'  Christiansen's 
crown-swaging  outfit,  or  the  American 
imitation  of  the  same,  the  Ajax  s wager. 
I  still  use  this  outfit,  but  of  eourse  with 
an  altered  working  method,  as  it  is  con- 
structed with  the  barrel  crown  in  view. 
In  the  first  place  the  root  is  polished 
down  to  at  least  one-half  mm.  below  the 
margin  of  the  gum  and  care  is  taken  that 
the  gum  is  well  pressed  away  in  order  to 
get  an  exact  impression  of  the  surface  of 
the  root.  This  is  the  next  stage,  and  is 
made  by  means  of  Stent's  composition. 
The  best  method  of  making  it  is  to  roll 
the  mass  to  a  point  between  the  fingers 
and  to  ))ring  it  np  to  the  root  in  a  semi- 
stiff  condition.  Tbc  impression  is  well 
cooled   and   trimmed,   and   is   afterward 


placed  in  one  of  the  rings  or  cups  which 
forms  part  of  the  outfit.  The  ring  is 
filled  with  sand  mixed  with  oil;  the  sand 
is  laid  round  the  impression  in  such  a 
way  that  the  surface  rises  about  one-half 
mm.  A  second  ring  is  placed  on  the  top 
of  the  first  and  Spence  metal  is  poured 
into  it.  Thus  we  obtain  a  model  of  the 
surface  of  the  root,  and  then  we  quickly 
swage  a  gold  plate  by  means  of  the  com- 
press. The  whole  work  requires  only  a 
few  minutes.  For  myself,  I  always  leave 
it  to  my  assistants  to  accomplish  every- 
thing when  the  impression  is  taken,  while 
I  myself  drill  out  the  root-canal  in  the 
desired  fashion.  For  incisors,  canines,  or 
single-rooted  bicuspids  the  canal  is  made 
to  fit  a  flattened  square  post.  When 
ready  the  root-plate  is  placed  on  the  root 
surface  and  fastened  to  place  by  means 
of  a  strong,  sharp  instrument  (a  tin  or 
gold  plugger  answers  the  purpose)  while 
a  hole  for  a  square  post  is  made  by 
means  of  another  instrument  of  such  a 
shajDe  that  the  hole  can  be  made  to  fit  the 
post  accurately,  being  conically  pointed 
and  in  accordance  to  the  shape  of  any  of 
the  four  sizes  of  posts  that  I  use.  When 
the  hole  is  ready  a  post  is  put  through 
and  the  whole  thing  is  taken  out  and  sol- 
dered, after  which  it  is  replaced  and  a 
new  hole  is  made  either  in  front  of  or 
behind  the  first  hole;  then  a  post  is  car- 
ried into  it  and  soldered  to  the  plate  and 
first  post.  In  this  manner  I  obtain  a 
flattened,  strong  post.  Of  course  the  last 
post  may  be  smaller  than  the  first  in  the 
proportion  that  we  desire  the  first  post 
more  or  less  strengthened.  Kow  the  ex- 
act adjustment  of  the  root-plate  is  to  ba 
made.  The  plate  is  polished  and  finished 
so  tliat  it  completely  adapts  itself  to  the 
surface  and  circumference  of  the  root, 
'^riie  root-plate  is  made  of  0.21  mm.  pure 
gold,  or  of  0.1S  111  in.  platiiniin,  if  a  crown 
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with  porcelain  backing  is  to  be  used.  The 
posts  are  made  of  iridio-platinum.  If  a 
half-band  is  to  be  used  a  strip  of  23-k. 
2-old  0.2  mm.  thick  and  as  wide  as  the 
band  is  soldered  to  the  outside  of  the 
plate,  but  with  care  that  no  surplus  of 
solder  runs  down  to  the  underside  of  the 
plate.  The  soldering  finished,  the  plate 
is  replaced  in  the  mouth,  where  the  half- 
band  is  polished  exactly  to  the  root, 
whereupon  the  whole  thing  is  taken  out 
and  the  half-band  strengthened  by  means 
of  solder. 

The  same  method  applies  to  incisors 
and  canines,  but  for  bicuspids  and  for 
molars  it  is  essentially  different.  I  here 
use  an  entirely  new  and,  as  I  think,  ex- 
cellent method.  Formerly  I  employed 
porcelain  teeth  as  found  in  the  market 
for  this  purpose,  filling  the  space  between 
the  root-plate  and  the  tooth  with  porce- 
lain, but  after  having  practiced  this 
method  for  several  years  I  have  now 
abandoned  it.  I  had  found  out  that  the 
porcelain  bodies  that  we  can  now  pur- 
chase are  not  strong  enough  for  tha 
building  up  of  crowns  except  in  very  few 
cases,  where  the  bite  is  exceptionally  high. 
However,  this  method  did  not  satisf}^  my 
desires  because  I  could  not  always  trust 
the  durability,  and  further  because  these 
teeth  are  far  from  having  an  ideal  shape 
and  size.  I  therefore  employ  this  method 
luore  seldom  now.  ^Vhen  constructing 
bicuspid  or  molar  crowns  after  the  new 
method  I  do  it  in  this  manner :  The  root- 
plate  with  the  post  being  in  position,  witb 
Stent's  composition  the  bite  is  taken  and 
the  crown  is  completely  modeled  in  the 
composition.      This   done,   the   crown   is 


tried  in  the  mouth  in  order  to  examine  if 
the  articulation  be  correct,  the  patient 
being  asked  to  masticate,  to  ascertain 
whether  the  contact-points  are  correctly 
adjusted,  as  it  is  impossible  by  means  of 
an  articulator  only  to  carry  out  all  these 
movements  of  mastication.  Finally,  the 
crown  is  placed  in  sand,  as  mentioned 
before,  with  the  impression  of  the  root 
and  front  side  up,  so  that  this  part  may 
be  later  on  substituted  by  porcelain  for 
the  sake  of  appearance.  Over  this  a  ring 
is  placed  and  Spence  metal  is  poured  into 
it.  In  the  mold  obtained  by  this  means 
a  gold  plate  of  24-k.  gold  0.21  mm.  thick 
is  swaged.  A  drawing  plate  as  used  in 
the  making  of  seamless  crowns  renders 
in  this  connection  valuable  assistance. 
The  gold  cap  thus  obtained  is  soldered  to 
the  root-plate,  a  correct  articulator  hav- 
ing been  previously  obtained.  The  porce- 
lain body  is  now  applied,  thus  adding 
strength  and  beauty  to  the  finished  piece. 
For  the  soldering  22-k.  gold  is  used,  as 
this  does  not  melt  at  the  fusing-point  of 
Jenkins'  enamel,  which  is  the  one  I  pre- 
fer for  this  work.  In  this  way,  in  an  easy 
manner  I  arrange  to  make  a  crown  form- 
ing a  direct  continuation  of  the  root  and 
exceptionally  strong,  with  a  good  exterior, 
and  last  but  not  least,  with  a  correct 
articulation. 

Dr.  F.  EwiNG  EoAOH,  Chicago,  111., 
read  a  paper  entitled  "A  'New  System 
of  Anchorage  for  Partial  Dentures," 
after  discussion  ot  which. 

The  section  adjourned  until  Thursday, 
September  1st,  at  2.30  p.m. 
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THIRD  DAY— Thursday,  September  1st. 


Tjie  isection  was  called  to  order  at  2.30 
P.M.J  Dr.  Chas.  K.  Turner,  chairman, 
presiding. 

The  Chairman.  I  have  great  pleasure 
in  announcing  that  the  usual  program  for 
this  afternoon  has  been  slightly  changed 
so  that  a  paper  may  he  presented  by  Dr. 
Ch.  Godon  of  Paris,  France,  in  behalf 
of  his  confrere  Dr.  Leon  Delate,  on 
"An  Artificial  Larynx  and  Glottis."  The 
paper  will  not  be  read,  as  it  has  not  been 
translated  into  English.  Dr.  Godon  will 
give  a  brief  description  of  the  appliance 
with  which  Dr.  Delair's  paper  deals. 


Dr.  Ch.  Godon^  Paris,  France.  I  am 
sorry  this  paper  has  not  been  put  into 
English,  because  it  is  very  interesting; 
I  bring  it  to  you  from  Professor  Delair, 
of  L'Ecole  Dentaire  de  Paris.  He  has 
made  many  appliances  for  the  restoration 
of  the  tissues  of  the  face.  He  is  well 
known  in  Europe  on  this  sort  of  work. 
One  of  the  latest  things  he  has  made  is 
an  artificial  larynx  and  glottis  for  a  man 
who  had  to  have  those  organs  removed. 

(Dr.  Godon  then  gave  a  resume  of  the 
paper  illustrated  with  lantern  slides.) 

The  paper  was  as  follows: 


Larynx  et  Glotte  Artificiels. 


Par  LEON  DELAIR,  Paris,  France, 

PROFESSEUR  SUPPLEANT  A  l'ECOLE   DENTAIRE   DE   PARIS. 


AvANT  de  passer  a  la  description  de 
I'appareil  phonateur  qui  fait  Tobjet  de 
cette  communication,  je  vais  brievement 
mentionner  les  travaux  anterieurs  entre- 
pris  dans  un  but  analogue  pour  le  rem- 
placement  post-operatoire  d'un  organe 
aussi  essentiel  que  le  larynx. 

Billroth,  le  premier,  pratique  I'ablation 
totale  f1u  larvnx  et  ce  fiit  Gnssembauer 


qui  eut  I'idee  de  remplacer  Torgane  sup- 
prime  par  un  appareil  resonnant,  en 
forme  de  fuseau.  La  partie  superieure 
de  ce  larynx  artificiel  etait  constituee 
par  une  anche  formee  de  deux  lames  de 
raetal  extremement  minces  que  faisait 
vibrer  le  passage  de  la  colonne  d'air 
sortie  des  poumons.  La  partie  inferieure 
de   I'appareil   consistait   en   un    tube  oii 
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venait  s'aboucher  la  canule  traeheale. 
Pendant  les  repas,  pour  eviter  la  penetra- 
tion des  aliments  dans  les  voies  respira- 
toires  on  obturait  a  Faide  d'un  bouction 
Forifice  inferieur  de  I'appareil. 

A  ce  larynx  rudimentaire  Bruns  ap- 
porta  deux  modifications  primordiales : 
tout  d'abordj  il  remplaga  le  tube  inferi- 
eur rigide  par  une  genouillere  articulee 
permettant  a  la  base  de  Fappareil  de 
suivre  les  mouvements  du  pharynx  et  du 
cou,  puis  il  supprima  Fanche  metallique 
pour  mettre  a  sa  place  une  piece  simi- 
laire  en  caoutchouc  mou  plus  douce  a 
actionner. 

Julius  Wolff  vint  ensuite  qui  modifie 
a  son  tour  I'appareil,  en  enfermant 
Fanche  dans  une  sorte  de  gaine  qu'ob- 
turait  un  grillage  de  toile  metallique 
s'opposant  a  Fintroduction  des  particules 
alimentaires  et  des  mucosites:  Cepen- 
dant  ce  larynx  necessitait  tou jours  Fem- 
ploi  d'un  bouchon  inferieur  pendant  les 
repas. 

C'est  an  Docteur  CI.  Martin  de  Lyon 
que  revient  Fhonneur  d'avoir  apporte  a 
Fappareil  combine  de  Gussembauer,  de 
Bruns  et  de  Wolff  un  dernier  perfection- 
nement.  II  y  ajouta  un  tube  oesophagien 
qui  permet  aux  liquides  et  mucosites 
ayant  penetre  dans  la  hoite  de  phona- 
tion  de  passer  dans  le  tube  digestif,  et 
cela  sans  nuire  au  bon  fonctionnement 
de  Finstrument,  ainsi  sont  assurees  la 
phonation  et  la  deglutition  simultanees 
que  les  inventeurs  precedents  n'avaient 
pu  realiser. 

Le  larynx  perfectionne  par  le  Docteur 
CI.  Martin  neoessite  une  piece  de  prothese 
immediate  insonore  en  caoutchouc  mou. 
EUe  est  introduite  dans  la  plaie  aussitot 
apres  la  laryngectomie  jusqu'a  la  cica- 
trisation complete  des  tissues  et  main- 
tient  la  communication  entre  la  bouche  et 
la  trachee,  enfin  elle  reserve  la  place  du 


larynx  artificiel  en  caoutchouc  durci  qu'on 
posera  quelques  semaines  apres.  Ce  der- 
nier, affecte  a  pen  pres  la  forme  de  For- 
gane  naturel,  il  en  a  les  memes  dimen- 
sions. C'est  une  sorte  de  boite  conique 
dont  la  base  superieure  est  bouchee  ob- 
liquement  par  un  grillage  metallique  qui 
s'oppose  a  Fintroduction  des  aliments. 

L'appareil  est  termine  a  la  partie  in- 
ferieure  par  un  tube  articule,  perce  d'un 
trou  transversal,  pour  Fintroduction  de 
la  canule  traeheale.  A  Finterieur  est 
placee  Fanche  vibrante  qu'avait  imagine 
Bruns.  Cette  anche  en  tube  de  caout- 
chouc mou  mince,  est  maintenue  par  une 
cage  metallique  conique  et  rectangulaire ; 
Fair  expire  s'y  engoufre  en  quelque  sorte 
et  son  passage  fait  vibrer  Fanche,  le  son 
produit  est  alors  transforme  en  mots  ar- 
ticules  par  les  organes  accessoires  de  la 
phonation. 

Enfin  un  tube  ovale  long  de  30  mm. 
environ,  se  branche  a  la  partie  inferieure 
et  posterieure  de  la  boite,  et  selon  Fex- 
pression  du  Docteur  CI.  Martin :  "ce  con- 
duit a  cheval  sur  Feperon  tracheo-oesoph- 
agien  descend  dans  Foesophage.^' 

Aussi  le  porteur  de  cet  appareil  pent 
a  la  fois  respirer  parler  et  deglutir.  Les 
aliments  solides  glissent  facilement  sur 
la  grille  oblique  et  penetrant  dans 
Foesophage,  les  liquides  la  traversent  mais 
s'ecoulent  sur  Fanche  conique,  ils  vien- 
nent  retomber  dans  Foesophage  par  le 
tube  inferieur,  ingenieux  perfectionne- 
ment  qui  fait  le  plus  grand  honneur  au 
si  distingue  prothesiste  le  Docteur  CI. 
Martin.  La  seule  critique  qui  puisse 
etre  faite  de  cet  appareil  c'est  qu'il  f aut  le 
retirer  souvent,  manoeuvre  qui  ne  laisse 
pas  que  d'etre  tres  delicate.  II  est  ne- 
cessaire  en  effet  de  nettoyer  Finterieur  de 
la  boite  ou  fermentent  les  debris  alimen- 
taires qui  y  penetrent  a  chaque  repas, 
d'autre   part   Fappareil   etant   en   caout- 
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cliOLie  durcij  ne  pout  elre,  par  crainte  de 
deterioration,  sterilise  a,  Feau  fcouillante. 

Un  autre  appareil  phonateur  est  celui 
invente  par  le  Doeteur  Gluck.  II  est  tres 
simple  mais  plutot  destine  aux  trache- 
otomisc's  pendant  la  periode  de  giieri^on. 
II  consiste  en  un  tube  de  caoutchouc  long 
de  25  cm.  et  de  8  mm.  de  diametre 
s'adaptant  a  la  canule  tracheale  et  dont 
I'autre  extremite  penetre  juscjue  dans  le 
pharynx  nasal. 

L'appareil  producteur  du  son  est  place 
immediatement  a  I'ouverture  de  la  canule. 
C'esit  Tin  tube  metalldq'ue  a  la  partie  in- 
ferieure  duquel  est  menagee  une  ouver- 
ture  ronde  fermee  par  un  mince  clapet 
de  metal.  A  I'instant  seulement,  ou 
Fopere  veut  parler  il  fixe  I'appareil  sur 
sa  canule,  alors,  a  chacjue  inspiration  le 
clapet  s'eleve  et  laisse  penetrer  dans  la 
trachee  une  certaine  quantite  d'air,  I'ex- 
piration  le  referme  et  refoule  Tair  dans 
le  tube.  En  outre,  en  travers  du  tube, 
se  trouve,  tendue  transversalement  une 
mince  et  etroite  bandelette  de  caoutchouc 
flexible  qui  entre  en  vibration  au  moment 
de  Texpiration  et  le  son  produit  est  con- 
duit dans  le  pharynx  nasal.  Get  ap- 
pareil exterieur  pent  rendre  de  grands 
services  aux  tracheotomises  mais  la  phon- 
ation  obtenue  est  forcement  tres  faible. 
De  plus  certains  sons  articules  qui  exi- 
gent pour  etre  emis  dans  la  cavite  de 
resonnance  bucoale  1' occlusion  normale 
complete  du  naso-pharynx  sont  produits, 
en  sortant  du  tube,  par  la  seule  reson- 
nance des  sons  dans  Farriere  cavite  dee 
fosses  nasales  et  dans  les  .sinus,  car  le 
bord  posterieur  du  voile  du  palais  ap- 
plique centre  la  parol  du  pharynx  s^ op- 
pose a  leur  passage.  lis  ont  done  une 
tonalite  sourde  et  sont  peu  eomprehen- 
eibles.  II  faut  cependant  reconnaitre 
que  les  sons  articules  gutturaux  sont  plus 
en  usage  dans  la  langue  allemande  que 


ebc'z  Jious.  Aiisrii  I'appareil  de  Glucic 
peut-il  rendre  de  plus  grands  services  a 
ceux  qui  s'expriment  en  allemand  qu'aux 
individus  parlant  des  langues  latines. 

En  terminant  ce  court  historique  je 
inentionnerai  une  ingenieuse  tentative  de 
Hoehenegg  cj^ui  imagina  une  machine  a 
parler  externe,  sorte  de  boite  contenant 
une  anche  bruyante  entrant  en  action 
grace  a  une  souflflerie  que  mettent  en 
mouvement  soit  les  mains,  soit  le  bras. 
Get  appareil  perfectionne  depuis  par 
d'autres  a  ete  peu  employe,  car  Fim- 
mobilisation  continuelle  d'au  moins  une 
main  ne  le  rend  gmere  pratique. 

Maintenant  c^ue  nous  connaissons  les 
differents  moyens  employes  pour  faire 
parler  de  malheureux  laryngectomises 
nous  passerons  a  la  description  de  mon 
appareil  dont  le  principe  original  differe 
absolument  de  ceux  decrits  ci-dessus. 

Le  17  Mars  1904  M.  le  Professeur 
Pierre  Sebileau  faisait  dans  son  service 
d'oto-rhino-laryngologie  a  I'hopital  Lari- 
boisiere,  une  laryngectomie  totale  sur  un 
homme  de  44  ans,  ouvrier  plombier,  at- 
teint  d'epithelioma  du  larynx.  Puis 
quelc^ues  semaines,  apres,  il  presentait  a 
la  Societe  de  Ghirurgie  son  malade  par- 
faitement  gueri,  et  decrivait  son  precede 
operatoire.  A  la  suite  de  cette  commu- 
nication il  me  faisait  Thonneur  de  me 
poser  ce  probleme : 

1°.  Faire  parler  son  laryngectomise 
dont  la  bouche  ne  communiquait  plus  avec 
la  trachee,  sans  qu'il  soit  necessaire  de 
lui  faire  meme  la  plus  petite  operation. 

3°.  De  ne  pas  employer  le  larynx  arti- 
ficiel  issu  des  combinaisons  de  Grussem- 
bauer,  Bruns,  Wolff,  et  Gl.  Martin,  la 
pose  de  eelui-ci  necessitant  dans  le  cas 
present  une  operation. 

3°.  Ne  pas  utiliser  I'appareil  de  Gluck, 
ce  dernier  ne  pouvant  guere  etre  utilise 
comme  lui  appareil  definitif. 
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4°.  Imaginer  un  systeme  permettant  tivement  et  qui  m'a  semble  repondre  aux 
simultanement  la  deglutition  et  la  phona-  conditions  qui  m'avaient  ete  posees.  Je 
■tion.  dois  dire  tout  d'abord  que  je  n'ai  voulu 
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5°.  Faire  un  mecanisme  pouvant  fonc-  faire  ni  un  larynx,  ni  une  machine  a  par- 

tionner  sans  Faide  des  mains  ni  soufflerie.  ler ;  je  me  suis  arrete  en  derniere  analyse, 

Je  passerai  sous  silence  mes  recherches  a  la  combinaison  d'une  glotte  artificielle 

et  mes  nombreux  essais  pour  decrire  Tap-  dont  le  principe  m'a  ete  inspire  par  le 

pareil,  auquel,  je  me  suis  arrete  defini-  simple  appeau  qu'emploient  les  oiseleurs 
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pour  attirer  leurs  victimes.  L'appareil 
se  compose  do  trois  elements:  TJn  ex- 
terne  (a), la  boite  a  clapet  tracheal;  deux 
intra  buccaux  (b),  la  piece  palatine  (c) 
la  glotte  artificielle. 


derriere  laquelle  se  trouve  tendu,  en  ri- 
deau,  le  clapet  de  caoutchouc  (g)  ;  par 
cette  issue  Tair  penetre  dans  la  boite  et 
de  la,  dans  la  trachee.  La  partie  superi- 
eure  est  terminee  par  un  tube  cylindrique 


La  boite  a  clapet  est  en  argent  fin ;  elle 
est  rectangulaire  et  renf  erme  hermetique- 
ment  un  clapet  de  caoutchouc  extra- 
mince;  a  sa  paroi  posterieure  est  sonde 
un  tube  (d)  de  13  mm.  s'emboitant  exacte- 
ment  dans  la  canule  tracheale  (e)  pour 
rintroduction  de  Fair  dans  les  poumons ; 
en  f ace,c'est-a-dire  ala  paroi  anterieure,est 
menagee  une  ouverture  rectangulaire  (f) 


(h)  de  7  mm.  de  diametre,  pour  la  sortie 
et  le  refoulement  de  Fair  dans  la  piece 
palatine;  au  fond  inferieur  de  la  boite, 
un  petit  bouchon  rectangulaire  a  char- 
nieres  (i)  facilite  le  nettoyage;  enfin 
deux  autre.?  bouchons  lateraux  (j)  per- 
mettent  I'introduction  du  clapet  et  de  son 
support  (k)  ainsi  que  le  vissage  des  deux 
hoLilons  (I'arrf't    (l).    On   congoit  facile- 
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ment  le  fonctionnement  de  cet  appareil; 
a  chaque' inspiration  Fair  souleve  le  clapet 
tendu  verticalement  en  avant  de  la  boite 
et  envaliit  la  trachee  et  les  poumons.  A 
Fexpiration,  le  clapet  repousse  par  Fair 
obtnre  hermetiquement  ronverture  an- 
terieure  et  ce  dernier  vient  ressortir  par 
le  tube  superieur.  De  celui-ci  part  un 
tube  de  caoutchouc  de  5  mm.  de  grosseur 
qui  contourne  le  menton,  passe  dans  la 
■barbe^  et  penetre  a  gauche  par  la  commis- 
sure de  la  levre  dans  la  bouche  ou  son 
extremite  s'adapte  a  la  piece  palatine. 
L'appareil  est  en  or.  II  est  forme  de 
deux  plaqaies  de  15  mm.  de  largeur  et 
soudees  ensemble  sur  le  rebord  (m). 
Entre  cex  deux  plaques  est  menage  un 
vide  de  8  mm.  de  largeur  sur  le  milieu 
de  cet  espace,  les  plaques  sont  ecartees  de 
2  mm.  pour  etre  reunies  a  zero,  en  m  sur 
les  bords.  C'est  en  somme  une  sorte  de 
tube  fusiforme  tres  aplati  pour  ne  dormer 
a  la  langue  que  le  minimum  de  gene. 
Cette  tubulure  est  appliquee  transversale- 
ment  centre  la  voute  palatine  immediate- 
ment  au  dessous  de  la  portion  aponevro- 
tique  du  voile.  La  piece  est  maintenue 
en  place  par  quatre  anneaux  d'or  soudes 
a  la  plaque.  A  droite  sur  deux  premo- 
laires  restantes  (n)  a  gauche  sur  la  sec- 
onde  premolaire  et  la  seconde  grosse  mo- 
laire.  De  chaque  cote,  manque  la  molaire 
de  six  ans.  Cex  deux  vides  sont  utilises 
pour  la  passage  des  deux  extremites  de  Pap- 
pareil  creux  qui  se  termine  cylindrique- 
ment  au  niveau  de  la  face  jugale  des 
dents  voisines,  et  qui  ont  subi  un  filetage 
de  6  mm.  de  longueur  sur  5  mm.  de  dia- 
metre  (o).  Sur  un  de  ces  filetages  vient 
se  visser  un  coude  de  metal  (p)  de  1  cm. 
de  longueur.  C^est  sur  ce  eoude  articule, 
grace  au  taraudage,  que  vient  oblique- 
ment  s'adapter  I'extremite  du  tube  d^ar- 
rivee  de  Fair.  A  la  partie  posterieure  de 
Fappareil  une  ouverture  ovale  de  10  mm. 


de  long  sur  2  mm.  de  large  est  menagee 
pour  la  sortie  du  souffle.  On  congoit 
maintenant  que  Fair  expire  et  refoule  par 
le  tube  dans  la  plaque  creuse  vient  ressor- 
tir avec  pression  par  cette  petite  issue. 

C'est  a  cette  ouverture  que  se  fixe  Fap- 
peau  de  caoutchouc.  Cet  appeau  est  con- 
stitue  d"un  tuteur  en  forme  de  croissant 
mince  en  or  (q)  ;  il  est  enveloppe  cFun 
troncon  de  tube  de  caoutchouc  extreme- 
ment  mince  (e)  .  A  la  partie  posterieure 
est  soudee  un  tube  ovale  de  3  mm.  de 
longueur  et  de  9  mm.  de  diametre  pour 
Femboitage  de  la  piece  dans  Fouverture 
correspondante  menagee  a  I'arriere  de  la 
plaque  palatine  (s).  L'appeau  (t)  a 
22  mm.  de  large  et  20  mm.  de  long. 
Les  deux  branches  du  tuteur  ecartent 
Fappeau  de  caoutchouc  dont  les  deux 
levres  restent  intimement  accolees  ainsi 
d^ailleurs  que  le  tube  de  caoutchouc  tout 
entier. 

Que  le  soutHe  soit  projete  par  Fopere 
dans  Fappareil  avec  plus  ou  moins  de 
puissance,  selon  la  tonalite,  qu'il  vent 
donner  a  sa  parole,  les  deux  lamelles  de 
caoutchouc  s'ecartent  jAns  ou  moins  de 
leur  base  a  leur  extremite  dont  les  bords, 
agissant  comme  une  veritable  giotte  se 
mettent  a  vibrer  vivement  au  passage  de 
Fair  qui  entre  en  vibration  a  son  tour. 

Ce  phenomene  se  produit  a  I'extremite 
centrale  du  voile  du  palais  immediate- 
ment  en  avant  de  la  luette.  L'ouverture 
de  Fappeau  est  done  placee  obliquement 
en  arriere  du  voile  du  palais.  Ainsi  le 
son  produit  est  projete  du  cote  du 
joharynx,  et,  selon  les  sons  articules  a 
produire  il  est  dirige  soit  du  cote  de  la 
cavite  de  resonnance  nasale  soit  du  cote 
de  la  bouche  oil  les  organes  secondaires 
de  la  phonation  le  transforment  en  parole. 
De  plus,  les  levres  de  la  giotte  etant  in- 
timement accolees  s'opposent  a  la  pene- 
tration des  aliments  dans  Fappeau  pen- 
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(lant  la  deglutition,  ce  qui  permet  au  sujet 
de  parler  et  de  manger  sans  quitter  I'in- 
strument. 

Cependant  cet  appareil  tres  simple  en 
prineipe,  ne  fonctionnerait  que  tr^s  im- 
parfaitement  s'il  ne  lui  etait  applique  un 
petit  perfectionnement.  Nous  savons  que 
pendant  remission  des  quatre  cinquienies 
environ  des  sons  articules  le  voile  du 
palais  s'eleve  en  se  contractant  et  vient 
s'appliquer  centre  la  paroi  posterieure  du 
pharynx,  formant  ainsi  cloison  entre  la 
bouche  et  les  fosses  nasales. 

Pendant  ce  plienomene  physiologique, 
I'appeau  se  trouve  isole  entre  la  langue  le 
pharynx  et  le  voile.  La  glotte  artificielle 
dans  ce  cas,  pent  done  vibrer  sans  ob- 
stacle. II  n'en  est  plus  de  meme  au  con- 
traire  lorsque  des  sons  simples  et  des  sons 
articules  nasaux  sent  produits;  car  pour 
cela  le  voile  du  palais  s'abaisse  afin  de 
laisser  la  colonne  d^air  expire  vibrer  libre- 
ment  a  la  fois  dans  les  deux  cavites  de 
resonnance  nasale  et  buccale. 

L^appeau  pendant  remission  de  ces 
derniers  sons  se  trouve  en  meme  temps 
comprime  par  le  voile  du  palais  et  par  la 
langue.  Un  dispositif  special  imite  de 
mon  appareil  pour  voile  du  palais  arti- 
ficiel  et  articule  sur  la  piece  palatine 
evite  le  contact  du  voile  contre  lequel 
il  s'applique. 

C'est  une  plaquette  mince  autour  de 
laquelle  est  soudee  un  fil  rond  pour  en 
rendre  le  contact  plus  doux  a  la  mu- 
queuse  (u).  Un  petit  ressort  de  caout- 
chouc lui  imprime  des  mouvements  d' ele- 
vation et  d'abaissement  suivant  ceux  du 
voile  (v).  Cet  isolateur  est  de  2  mm. 
plus  large  que  I'appeau.  Au  dessous  de 
celui-ci  deux  tige.s  paralleles  (x)  vissees 
sur  I'appareil  palatin  soutiennent  une 
petite  grille  de  metal  (y)  qui  empeche  a 
la  langue  d'entrer  en  contact  avec  Fex- 
tremite  de  I'appeau  c'est-a-dire  la  glotte 
artificielle   (z). 


Comme  on  Fa  eompris  par  la  descrip- 
tion ci-dessus,  j'ai  sur  tout  cherche  a  com- 
biner un  appareil  pouvant  etre  execute 
par  le  chirurgien  dentiste. 

En  effet  rappelons  nous  les  travaux  de 
prothese  executes  par  les  Kingsley,  les 
Delalain,  les  Michaels,  les  CI.  Martin, 
nous  nous  rendrons  compte  qu'ils  n'ont 
guere  fait  ecole;  et  precisement  a  cause 
des  extremes  difficultes  de  toutes  sortes 
qu'il  ont  vaincu  dans  Fexecutiondeleurs 
ingenieux  appareils  ilsn'ont  reussi  souvent 
qu'a  eloigner  de  la  prothese  restaura- 
trice  ceux-la  meme  qui  auraient  eu  des 
aptitudes  pour  I'executer.  Simplifions 
done  le  plus  possible  la  conception  et  la 
production  de  ces  pieces  delieates  et  le 
chirurgien  .dentiste  pourra  s'y  adonner 
davantage  pour  le  plus  grand  soulage- 
ment  de  nombreux  mutiles  et  conseqiiern- 
ment  pour  I'honneur  de  I'art  dentaire. 

Lorsque  M.  Sebileau  et  moi  nous  avons 
presente  notre  malade  a  la  Societe  de 
Chirurgie,  puis  a  TAcademie  de  Mede- 
cine  une  seule  objection  serieuse  a  ete 
faite:  la  glotte  se  trouverait  trop  pro- 
fondement  placee.  Eh  bien!  Cette  sit- 
uation nous  ne  nous  Tetions  pas  imposee. 
C'est  la  seule  qui  corresponde  aux  de- 
siderata physiologiques  et  physiques  de 
mon  appareil,  nos  etudes  dans  ce  sens  et 
nos  patientes  recherches  nous  Font  am- 
plement  prouve. 

En  effet,  ne  I'oublions  pas,  le  mecan- 
isme  de  la  parole  exige  que,  pour  la  pro- 
duction de  celle-ci,  plusieurs  organes  ac- 
cessoires  entrent  simultanement  en  ac- 
tion (langue,  voile  du  palais,  joues,  levres, 
dents,  pharynx).  Rappelons  nous  aussi 
que  physiologiquement  le  son  phonique 
est  produit  par  la  pression  de  la  colonne 
d'air  expire  des  poumons  yenant  froler  la 
glotte  et  la  faisant  entrer  en  vibrations 
de  meme  que  I'archet  fait  vibrer  la  corde 
d'un  violoncelle.  Mais  pour  la  trans- 
formation des  d liferents  sons  simples  a, 
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e^  i,  0^  u,  et  leurs  composes  qui,  eux,  peu- 
vent  etre  produits  par  le  plus  ou  moins 
grande  eoartement  des  cordes  vocales  su- 
perieures  sans  aide  d'autres  organes,  le 
son  est  arrete  en  trois  points  definis  de  la 
eavite  buccale :  les  levres,  le  bord  palatin, 
le  voile  du  palais.  Je  ne  m'etendrai  pas 
davantage  sur  les  lois  de  la  phonetique 
qui  out  fait,  de  ma  part,  I'objet  d'une 
communication  en  1902  a  Montauban  au 
Congres  de  I'Association  Francaise  pour 
Favancement  des  sciences.  J'insisterai 
cependant  sur  ce  fait  qu'ajores  avoir  es- 
sa3^e  de  placer  ma  glotte  artificielle  a  la 
voute  palatine  j'ai  du  me  resoudre  a  la 
fixer  plus  en  arriere  pour  I'obtention  des 
sons  que,  ke,  gue,  xe,  et  de  leurs  derives ; 
Ceux-ci  ne  peuvent  etre  emis  que  si  le 
son  produit  par  la  glotte  eclate,  apres 
avoir  ete  arrete  dans  Farriere  bouche, 
dans  une  eavite  de  resonnance  formee 
par:  en  avant,  la  base  de  la  langue  en 
contact  avec  le  voile  du  palais  releve,  en 
arriere  par  le  pharynx.  XI  etait  done  in- 
dispensable de  placer  la  glotte  artificielle 
le  plus  loin  possible  pour  obtenir  les 
memes  resultats  phonetiques  qu'avec  le 
larynx  humain  dont  le  son  arrive  dans  le 
pharynx  de  has  en  haut  alors  que  eelui 
de  ma  glotte  y  est  projete  en  haut  et 
d'avant  en  arriere.  Le  son  obtenu  ainsi 
pent  varier  selon  les  dimensions  donnees 
au  tuteur  de  I'appeau,  plus  en  effet,  les 
levres  de  la  glotte  sont  longues  plus  le 
son  est  grave,  c'est  au  prothesiste  a  regler 
la  tension  de  I'appeau  pour  donner  a  son 
sujet  un  timbre  de  voix  en  rapport  avec 
son  age,  son  sexe,  sa  force,  ses  occupa- 
tions. II  pent  sembler  a  I'examen  de 
I'appareil  qu'il  soit  difficile  d'habituer  un 
sujet  a  une  piece  en  apparence  etendue 
et  genante.  II  n'en  a  rien  ete  dans  le 
cas  present  et  je  pense  que  ce  la  ne  doit 
pas  etre  si  la  plaque  palatine  creuse  est 
parfaitement   appliquee   au   palais   et  si 


ses  moyens  de  fixation  ont  ete  minuti- 
eusement  regies  d'avance.  Obtenir  sem- 
blable  resultat  n'est  pas  difficile  pour  le 
chirurgien  dentiste  et  tous  ceux  qui  se 
sont  occupe  de  prothese  velo-palatine 
savent  combien  les  sujets  porteurs  d'ap- 
pareils  voient  vite  disparaitre  I'effet  des 
reflexes,  c'est  ce  qui  se  passe  notamment 
pour  I'accoutumance  de  mon  voile  physi- 
ologique  a  clapet.  J'ai  pose  d'abord  a 
mon  sujet  une  large  plaque  palatine  en 
caoutchouc  durci  s'arretant  a  la  portion 
aponevrotique  du  voile.  C'est  porteur 
de  ce  premier  appareil  d'accoutumance 
que  j'eus  I'honneur  de  presenter  mon 
sujet  a  la  clinique  speciale  de  prothese 
restauratrice  bucco-f aciale,  Jors  de  la  re- 
cente  visite  officielle  a  I'Ecole  Dentaire 
de  Paris  du  "Directeur  et  des  principaux 
membres  du  Conseil  d' Administration  de 
I'Assistance  publique.  Je  leur  exprimai 
alors  la  conviction  que  j 'avals  de  par- 
venir  a  faire  parler  le  laryngectomise  et 
j'ai  regu  d'eux  a  cette  occasion  de  pre- 
cieux  encouragements.  Quinze  jours  apres 
j'ai  remplace  cette  plaque  par  une  sem- 
blable  piece  s'etendant,  cette  fois,  jusqu'a 
la  luette  et  terminee  transversalement 
par  un  bourrelet  de  la  grosseur  d'un 
craj^on.  Sitot  le  sujet  habitue  a  deglutir 
sans  quitter  cette  piece  tres  genante  je 
lui  posai,  le  25  Juin,  un  appareil  definitif 
en  caoutchouc  creux  auquel  etait  fixe  I'ap- 
peau. II  le  supporta  immediatement 
bien  et  ne  fut  gene  au  debut  que  par  les 
vibrations  de  la  glotte  contre  son  voilcj 
par  moments  meme  le  contact  de  celui-ci 
empechait  I'appeau  de  fonctionner  pen- 
dant la  production  de  certaines  articula- 
tions. Cest  alors  que  j'imaginai  d'isoler 
I'appeau  du  coile  par  une  plaque  articulee 
intermediaire.  Puis  je  fus  amene  a  pro- 
teger  aussi  I'appeau  contre  la  pression  de 
la  langue  ce  qui  nuisait  a  la  sonorite  des 
sons. 
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Afin  raccoutuniance  obtenue,  la  phona- 
tion  retablie,  la  (h'sglutition  perriiise  avec 
I'appareil  je  pensai  que  le  sujet  devrait 
se  trouver  plus  a  False  avec  une  piece 
plus  mince  et  plus  legere  que  le  caout- 
chouc. J'exeeutai  done  celui-ci  en  or 
pour  la  presentation  du  malade  par  M.  le 
Professeur  Sebileau  et  moi  a  la  Societe 
de  Chirurgie  le  19  Juillet  et  a  I'Academie 
de  Medecine  le  26. 

Au  point  de  vue  esthetique,  le  passage 
du  petit  tube  sur  le  cote  du  menton, 
laisse  certes,  a  desirer,  raais  comparative- 
ment  au  resultat  phonetique  obtenu,  c'est, 
on  en  conviendra,  un  bien  petit  inconve- 
nient. D'ailleurs  mon  sujet,  quelque  pen 
coquet,  sait  tres  bien,  a  la  promenade,  dis- 
simuler  avec  sa  main  gauche  maintenant 
un  fume  cigare  a  la  commissure  de  sa 
levre,  le  tube  que  sa  barbe  cache  un  peu 
deja. 

En  resume  nous  pensons  avoir  cree  un 
appareil  appele  a  rendre  d^importants 
services;  il  permet  de  faire  parler  un 
laryngectomise  sans  lui  imposer  une 
operation  si  petite  soit  elle.  Nous  avons 
satisfait  a  toutes  les  conditions  du  prob- 
]hme  qui  nous  avait  ete  pose  par  M.  Sebi- 
leau.  Nous  sommes  surtout  heureux 
d^avoir  execute  cet  appareil  dans  des  con- 
ditions telles  que  tout  chirurgien  dentiste 
est  capable  d'etablir  le  semblable,  faisant 
en  quelque  sorte  du  travail  du  prothesiste 
le  complement  necessaire  a  I'oeuvre  du 
chirurgien  pour  le  plus  grand  bien  des 
malheureux. 


Discussion. 

A  Member.  I  think,  as  Dr.  Godon 
states,  that  this  appliance  will  have  a 
wider  application  than  ever  before. 
There  are  many  instances  where  the  pos- 


terior walls  become  diseased  and  ulcer- 
ated, and  the  back  of  the  throat  may 
become  attenuated.  I  had  a  gentleman 
in  my  oflfice  a  year  or  so  ago  whose  soft 
palate  had  become  adherent  to  the  back 
part  of  his  throat  so  that  the  only  aper- 
ture was  about  the  size  of  a  lead  pencil. 
I  found  within  my  own  province  I  could 
do  nothing  for  him,  because  the  throat 
was  defective  and  the  slightest  occlusion 
prevented  him  from  breathing.  This  box 
appliance  would  have  served  as  an  occlu- 
sion for  him  and  afforded  a  passage  of 
air.  There  is  going  to  be  a  tremendous 
use  for  this  most  ingenious  appliance. 

Dr.  Hart  J.  Goslee,  Chicago,  took  the 
chair. 

Dr.  Turner.  One  feature  of  the  ap- 
pliance which  Dr.  Godon  did  not  enlarge 
upon  should  not  be  overlooked.  He  has 
stated  that  by  the  use  of  this  appliance  it 
is  possible  for  one  to  have  a  tenor  voice 
at  one  time  and  at  another  a  basso  pro- 
fundo. 

I  think  the  attachment  of  a  vocal  ap- 
paratus to  an  artificial  denture  is  an  en- 
tirely original  idea.  I  am  not  acquainted 
with  the  use  of  this  means  of  attachment 
in  any  previous  case.  I  wish  to  express 
my  own  appreciation  of  the  presentation 
which  Dr.  Godon  has  made  of  the  valua- 
ble work  of  his  confrere. 

Dr.  Turner  then  resumed  the  chair. 

The  Chairman.  Is  there  anything 
further  to  be  said  in  the  discussion  of  this 
paper  ?  If  not,  I  will  call  upon  Dr.  Godon 
to  close  the  discussion. 

Dr.  Godon  (closing  the  discussion).  I 
have  only  to  thank  you  for  your  attention 
to  this  paper ;  I  will  'be  pleased  to  tell  my 
friend  Dr.  Delair  of  your  kind  reception 
of  his  paper ;  he  has  devoted  many  years 
to  this  work.  He  has  retired  from  the 
active  practice  of  dentistry  and  for  the 
past  few  years  lias  been  devoting  his  time 
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exclusively  to  this  line  of  w6rk.  He  does 
a  great  deal  for  the  working  people  of  his 
country  and  does  not  charge  anything  for 
his  services.  This  is  a  new  and  interest- 
ing work.  He  has  made  many  devices 
that  I  could  not  present  to  you.  I  will 
be  pleased  to  talk  to  any  of  you  on  this 
subject.  I  thank  you  very  much  for  the 
words  of  appreciation  3'ou  have  spoken 
in  regard  to  the  paper  of  my  friend  Dr. 
Delair. 

Dr.  E.  Ottolengui,  ISTew  York.  I  am 
sure  we  all  appreciate  very  much  Dr. 
Godon's  presentation  of  the  paper  by  Dr. 
Delair,  and  I  move  that  a  special  vote  of 
thanks  and  congratulations  be  sent  to  our 


confi-ere  Dr.  Delair  through  Dr.  Godon. 
(This  motion  being  duly  seconded  was 
unanimously  carried. ) 

Dr.  Godon.  I  thank  you,  gentlemen, 
for  your  kindly  expression  in  this  matter. 

The  Chairman.  The  next  paper  on 
the  program  for  today  is  by  Dr.  Hart  J. 
Goslee.  Dr.  Goslee  needs  no  introduc- 
tion. I  have  great  pleasure  in  calling 
upon  him  to  read  his  paper  on  "The  Me- 
chanical Requirements  and  Cosmetic  Pos- 
sibilities of  Modern  Artificial  Crown 
Work." 

Dr.  Hart  J.  Goslee,  Chicago,  111., 
then  read  the  following  paper : 


The  Mechanical  Requirements  and  Cosmetic  Possi- 
bilities of  Modern  Artificial  Crown  Work. 

By  HART  J.  GOSLEE,  D.D.S.,  Chicago,  III. 


In  view  of  the  more  or  less  exhaustive 
contributions  to  our  periodical  literature 
which  have  been  published  during  the 
past  ten  or  fifteen  years  relating  espe- 
cially to  the  methods  of  restoring  the 
crowns  of  natural  teeth,  it  would  perhaps 
seem  to  the  casual  observer  that  the  sub- 
ject in  general  must  have  been  so  well 
covered  as  to  almost  preclude  the  further 
presentation  of  views  possessing  any 
features  of  intrinsic  value. 

And  yet,  notwithstanding  the  con- 
spicuous evidence  of  the  progress  made 
in  this  particular  field  which  is  so  forcibly 
manifested  by  the  splendid  character  of 
much  in  our  current  literature,  and  by 
the  class  of  operations  now  being  per- 
formed as  compared  with  similar  efforts 
of  even  a  decade  ago,  the  field  is  in  a 
measure  so  broad  and  so  diversified  as  to 


doubtless  always  offer  possibilities  of  still 
greater  advancement. 

Indeed,  when  opportunity  for  improve- 
ment in  any  line  of  human  effort  ceases, 
then  progress  ceases,  and  therefore,  in 
consonance  with  common  philosophy, 
since  we  cannot  rest  permanently  at  an- 
chor on  the  turbulent  waters  of  the  sea 
of  human  activity,  retrogression  must 
otherwise  be  inevitable. 

The  practice  of  truly  modern  dentistry 
in  its  composite  specialties,  however, 
offers  an  opportunity  for  combining  art 
and  mechanics  which,  while  limited  in 
scope,  is  yet  of  so  high  an  order  and  of 
such  a  diversified  range  as  to  warrant  the 
assertion  that  the  millennium  has  by  no 
means  yet  been  reached. 

Of  the  specialties  which  go  to  make 
up  our  young,  vigorous,  and  useful  pro- 
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fession,  no  individual  one — unless  per- 
haps it  be  that  of  orthodontia — affords 
greater  or  even  equal  opportunities  for 
the  closer  blending  of  these  two  impor- 
tant phases  of  human  endeavor — art  and 
mechanics — or  contributes  so  largely  to 
the  development  of  a  higher  conception 
of  the  possibilities  incident  to  their  com- 
bined application,  than  is  afforded  in  the 
methods  which  pertain,  from  a  mechani- 
cal aspect,  to  the  preservation  of  the  roots 
of  teeth  and  to  their  more  or  less  per- 
manent restoration  to  a  normal  degree  of 
usefulness;  and,  from  a  cosmetic  aspect, 
to  the  close  simulation  of  or  improvement 
upon  the  natural  organ  to  a  degree  such 
as  to  defy  detection  in  the  substitute. 

While  "dental"  mechanics  has  perhaps 
not  contributed  much  to  the  fundamental 
principles  of  this  particular  science  upon 
which  all  of  our  efforts  are  so  largely 
based,  yet  a  review  of  the  advent  and 
development  of  artificial  crown  work  in 
itself  will  afford  convincing  evidence  that 
in  the  natural  progress  of  the  profession 
it  has  contributed  liberally  to  the  arts 
and  to  many  of  the  other  sciences  of 
modern  times,  and  that  it  has  at  least  in 
no  way  retarded  nor  proved  a  barrier  to 
the  natural  advancement  of  all  mechani- 
cal pursuits. 

Since  it  is  the  very  highest  achieve- 
ment of  true  art  to  copy  nature,  we  have 
contributed  liberally  thereto  by  the  devel- 
opment of  procedures  which  enable  us  in 
our  particular  field  to  so  closely  simulate 
nature  in  her  perfections  and  imperfec- 
tions as  to  be  able  to  substitute  the  natu- 
ral with  the  artificial  in  such  manner  as 
to  preclude  detection. 

While  I  make  the  statement  that  we 
are  now  able  to  accomplish  this  in  a  large 
degree,  yet  I  must  also  acknowledge  with 
profound  reluctance  that  many  of  us  do 
not  do  so,  and  that  still  more  do  not  even 


try.  Hence,  I  find  a  logical  excuse  for 
this  effort  in  the  attempt  to  stimulate 
others  to  aid  in  the  elevation  of  the  pro- 
fession in  general,  and  of  dental  art  and 
dental  mechanics  in  particular,  to  a 
sphere  beyond  that  of  the  mere  artisan, 
and  more  in  accord  with  the  higher  de- 
gree of  art  which  modern  possibilities 
offer. 

Such  possibilities,  however,  are  not  the 
product  of  the  day,  but  are  the  outgrowth 
of  a  gradual  process  of  development,  and 
a  knowledge  of  the  various  stages  of  this 
development  should  constitute  a  portion 
of  the  education  of  everyone  whose  ambi- 
tion is  to  achieve  results  beyond  the  ordi- 
nary. 

In  reviewing  the  development  of  this 
particular  class  of  work,  it  will  be  ob- 
served that  the  cosmetic  requirements 
were  early  recognized  by  our  progenitors, 
and  that  their  primitive  efforts  were 
largely  concentrated  upon  the  production 
of  a  substitute  for  the  natural  crown 
which  would,  first  of  all,  closely  resemble 
it;  and,  secondly,  be  capable  of  more  or 
less  universal  application. 

To  this  quite  laudable  ambition  may  be 
attributed  the  advent  of  porcelain,  and 
subsequently  of  porcelain  crowns ;  but  as 
the  art  side  encompasses  only  one  phase 
of  the  requirements,  and  as  the  efforts 
were  for  some  little  time  directed  mainly 
toward  this  phase,  the  more  or  less  tem- 
porary nature  of  the  results  quite  natu- 
rally caused  an  awakening  to  the  fact 
that  the  very  highest  artistic  achievement 
was  practically  but  wasted  energy,  unless 
constructed  with  due  observation  of  those 
aseptic  requirements  which  afford  com- 
fort and  immunity  from  subsequent  dis- 
turbances, and  with  a  further  observation 
of  the  mechanical  requirements  which  in- 
sure a  high  degree  of  permanence  in  the 
operation. 
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This  demanded  the  adoption  of  proce- 
dures based  more  largely  upon  the  funda- 
mental principles  of  mechanics,  and 
hence  was  recognized  the  inadequacy  of 
the  former  crude  methods  of  root-prepa- 
ration and  of  crown-attachment. 

The  cosmetic  possibilities  were  then  for 
a  time  subordinated  to  the  mechanical  re- 
quirements, and  soon  the  era  of  the  glar- 
ing gold  crown  was  upon  us.  While  this 
practice  has  reigned  to  a  more  or  less 
flagrant  extent  ever  since,  yet,  as  the  pro- 
fession advanced,  the  desire  for  higher 
artistic  attainment  increased,  and  in  pro- 
portion as  this  tendency  advanced  among 
the  more  conscientious  members  of  the 
profession,  so  also  did  it  develop  among 
their  patrons,  until  now  the  employment 
of  the  gold  crown  on  any  tooth  within  the 
range  of  immediate  vision  is  generally 
considered  an  offense  against  the  refine- 
ment and  culture  of  the  patient,  and  an 
acknowledgment  that  the  professional 
and  ethical  standing  of  the  dentist  is  not 
of  the  very  highest  order. 

Since  the  application  of  gold  crowns 
offers  a  useful  and  highly  indestructible 
method  of  preserving  the  teeth,  however, 
and  since  there  are  some  teeth,  of  course, 
which  are  not  within  the  range  of  imme- 
diate vision,  the  employment  of  such 
methods  will  doubtless  always  be  often  in- 
dicated. Indeed,  when  properly  adapted 
to  roots  which  have  previously  been  placed 
in  a  condition  favorable  to  permanent 
comfort  and  usefulness,  and  when  the  ap- 
plication is  confined  to  such  posterior 
teeth  as  are  beyond  the  range  of  vision, 
there  is  no  other  method  of  procedure 
which  offers  so  great  a  degree  of  general 
adaptability,  and  of  opportunity  for  ob- 
taining reasonably  permanent  results,  as 
the  gold  crown. 

In  view  of  the  combined  requirements, 
however,   the  field   of  adaptability  em- 


braces but  a  small  area  of  the  normal 
denture,  and  hence  we  may  ask  how  and 
by  what  method  may  the  remaining  teeth 
in  the  denture  be  restored  and  preserved 
in  a  manner  which  will  conserve  to  the 
maximum  degree  of  perfection  in  all  of 
the  requirements? 

That  the  cosmetic  requirements  de- 
mand the  employment  of  porcelain  is 
acknowledged,  and  that  the  mechanical 
requirements  also  demand  a  pronounced 
degree  of  strength  in  the  crown  and  of 
stability  in  the  attachment  is  also  con- 
ceded, and  yet  again  how  may  the  com- 
posite of  these  requirements  be  best  ob- 
tained ? 

An  effort  in  this  direction  was  marked 
by  the  advent  of  the  porcelain  facing,  and 
its  use  in  combination  with  gold,  and  the 
so-called  "Eichmond"  crown  with  its 
various  modifications  was  suggested  and 
is  still  much  employed.  While  this  gen- 
eral style  of  construction  embraces  ad- 
vantageous features  in  line  with  both  of 
the  general  classes  of  requirements,  still  it 
involves  detail  which  is  necessarily  some- 
what circuitous,  and  possesses  disadvan- 
tageous features  so  pronounced  as  to  pre- 
clude its  universal  employment. 

While  the  mechanical  requirements  are 
perhaps  adequately  conserved  in  so  far  as 
attachment  to  and  protection  of  the  root 
is  concerned,  the  particularly  objection- 
able features  are  that  a  thin  veneer  of 
porcelain  can  never  possess  that  degree  of 
translucency  necessary  to  closely  resemble 
the  natural  teeth  when  it  is  placed  in 
contact  with  a  surface  of  metal ;  and  that 
a  maximum  degree  of  strength  in  its  at- 
tachment to  the  metal  can  scarcely  be 
expected  from  the  simple  attachment  af- 
forded by  the  pins. 

These  very  objectionable  features, 
when  combined  with  the  necessarily  cir- 
cuitous detail  incident  to  the  construe- 
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tion  of  this  style  of  crown,  and  when 
further  supplemented  by  the  apparently 
innate  desire  of  an  unfortunately  large 
proportion  of  practitioners  to  avoid  the 
expenditure  of  as  much  effort  and  energy 
as  possible,  soon  led  to  the  suggestion  and 
manufacture  of  ready-made  porcelain 
crowns. 

The  stupendous  sales  of  some  forms  of 
this  particular  style  of  crown  which  the 
manufacturers  have  recorded  each  year 
since  their  introduction,  silently  attest  to 
the  willingness  of  a  large  proportion  of 
the  profession  to  use  and  of  the  manu- 
facturers to  supply  and  to  create  and  in- 
crease the  demands  for  those  methods 
which  offer  only  the  advantage  of  sim- 
plicity in  application. 

In  this  particular  connection,  is  the 
employment  of  any  ready-made  style  of 
crown  for  immediate  adjustment  con- 
ceded to  afford  the  same  opportunity 
for  obtaining  a  maximum  degree  of  per- 
manence incident  to  the  preservation  of 
the  roots  of  teeth,  as  is  offered  by  the 
crown  which  is  skilfully  constructed  for 
the  special  ease?  Is  it  possible  to  secure 
as  close  an  adaptation  between  the  base 
and  periphery  of  the  crown  and  root  by 
grinding  the  one  to  fit  the  other,  as  is 
obtainable  by  the  burnishing  or  swaging 
of  a  metal  base  ?  Is  the  joint  secured  by 
the  former  procedure  as  impervious  to  the 
penetration  of  the  secretions  of  the  mouth 
as  is  the  joint  which  may  be  obtained  by 
the  latter?  Do  we  not  depend  largely 
upon  the  closeness  of  this  joint  for  per- 
manence in  the  operation?  and  are  the 
opportunities  for  the  protection  and  pre- 
servation of  the  root  as  favorable  by  the 
former  method  as  by  the  latter? 

My  answer  to  all  of  these  manifestly 
logical  queries  is  emphatically  negative, 
and  I  can  scarcely  believe,  in  view  of  the 
present  methods  for  obtaining  a  maxi- 


mum of  all  of  the  combined  requirements 
incident  to  the  application  of  artificial 
crowns,  that  the  continued  more  or  less 
extensive  employment  of  ready-made 
products  is  indicative  of  the  progress 
which  the  profession  is  making. 

Indeed,  it  occurs  to  me  that  the  general 
use  of  ready-made  crowns  by  the  ambi- 
tious and  conscientious  practitioner  of 
today  is  as  deplorable  a  practice  as  the  em- 
ployment of  the  so-called  "shotgun"  pre- 
scription by  the  modern  physician;  and 
I  believe  that  the  sooner  the  progressive 
practitioner  arrives  at  this  conclusion, 
and  abandons  the  use  of  all  forms  of 
ready-made  crowns — except  perhaps  in 
rare  instances — the  sooner  will  he  be 
adopting  more  conservative  and  reliable 
methods,  putting  forth  better  efforts,  and 
conducing  to  more  permanent  results. 

In  order  that  we  may  more  fully  ap- 
preciate the  possible  logic  of  these  con- 
clusions, that  such  efforts  may  be  made, 
and  that  such  results  may  obtain  from 
our  efforts,  it  is  necessary  that  we  should 
first  carefully  consider  and  analyze  the 
requirements  of  modern  artificial  crown 
work. 

As  applied  particularly  to  the  ten — or 
possibly  twelve — anterior  teeth,  where  the 
use  of  gold  is  contra-indicated,  these  con- 
stitute in  the  composite,  first,  a  degree  of 
adaptability  which  will  make  the  appli- 
cation more  or  less  universal,  and  which 
will  offer  opportunity  for  the  reasonably 
permanent  protection  and  preservation  of 
the  root ;  and,  second,  the  substitute  must 
possess  that  degree  of  translucency  which 
will  impart  a  harmonious  and  life-like 
appearance,  and  thus  enable  it  to  closely 
simulate  the  natural  teeth.  Thus  it  will 
be  observed  that  while  each  of  these  two 
classes  is  of  equal  importance  with  the 
other,  one  pertains  only  to  the  mechanical 
phase  of  the  question,  while  the  other  ap- 
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plies  more  exclusively  to  the  cosmetic 
side. 

While  it  is  true  that  one  or  two  styles 
of  ready-made  porcelain  crowns  are  so 
constructed  as  to  (make  it  possible  to 
achieve  cosmetic  results  in  their  use,  it  is 
also  equally  true  that  their  employment 
in  the  usual  manner  of  adjustment  for 
which  they  are  designed,  does  not  in  a 
similar  manner  conform  to  the  mechani- 
cal requirements.  Hence  the  principal 
advantage  claimed  for  them,  that  of 
"simplicity  of  adaptation  and  attach- 
ment," can  only  be  regarded  as  an 
affront  to  the  ambition  and  skill  of 
that  class  of  practitioners  who  are  dili- 
gently striving  for  the  best  rather  than 
for  the  easiest  methods.  And,  indeed, 
these  are  the  practitioners  who  are  doing 
the  most  to  elevate  the  profession,  and  to 
make  it  possible  for  themselves  as  well  as 
others  to  do  better  operations  and  in  turn 
to  procure  better  fees. 

Because  of  their  inherent  cosmetic 
qualities,  however,  such  crowns  may  be 
employed,  but  not  in  the  simple  and  ex- 
peditious manner  for  which  they  were 
originally  designed,  because  this  adjust- 
ment does  not  insure  the  maximurm  de- 
gree of  permanence  which  is  demanded. 

As  pertains  to  the  class  of  require- 
ments which  have  been  and  are  thus 
designated  in  the  composite  as  being  me- 
chanical, and  upon  which  depend  the 
protection  and  preservation  of  the  root, 
and  consequently  the  permanence  of  the 
operation,  I  have  already  emphasized  the 
importance  of  securing  the  very  highest 
degree  of  accuracy  in  the  adaptation  of 
the  crown,  and  asserted  that  this  essential 
feature  may  be  accomplished  only  by  con- 
forming a  metal  cap  or  base  to  the  ex- 
posed end  of  the  root. 

Early  recognition  of  this  fact  led  to 
the  construction  of  crowns  with  a  metal 


base  adapted  directly  to  the  end  of  the 
root,  and  subsequently  to  the  employment 
of  a  cap  entirely  encompassing  a  short 
projecting  end.  This  procedure  was  ad- 
vocated as  a  means  of  carrying  the  imme- 
diate joint  between  crown  and  root  to  a 
point  where  it  would  be  less  accessible  to 
the  secretions,  and  thus  more  immune  to 
their  deleterious  action,  as  well  as  for 
the  purpose  of  adding  increased  stability 
to  the  attachment  between  the  two,  and 
of  insuring  greater  protection  to  the  root. 

The  advisability  of  such  a  procedure 
has  precipitated  much  vigorous  discus- 
sion, and  has  always  been  more  or  less  a 
debatable  question,  and  the  fact  that  it 
continues  to  be  so  regarded  by  many, 
probably  accounts  for  the  extensive  use 
of  ready-made  crowns. 

This  question  seems  logically  debat- 
able on  the  ground  that  the  presence  of 
a  band  often  detracts  from  the  cosmetic 
appearance  of  the  crown  by  being  more  or 
less  conspicuous;  and  further,  and  more 
important,  that  it  almost  invariably  be- 
comes a  source  of  irritation,  inducing 
gingivitis  and  subsequent  recession  of 
the  soft  contiguous,  tissues,  not  infre- 
quently to  an  injurious  extent. 

While  some  have  contended  that  this 
condition  when  present  is  caused  by  an 
electro-chemical  action  induced  by  con- 
tact between  the  metal  and  the  soft  tis- 
sues, through  the  medium  of  the  secre- 
tions, it  is  the  belief  of  the  large  majority, 
and  of  myself,  that  such  a  theory  is  only 
hypothetical,  and  that  the  true  cause  of 
such  manifestations  may  invariably  be 
traced  to  mechanical  irritation.  It  is  my 
further  belief,  however,  that  when  such 
conditions  do  present,  the  fault  is  not 
with  the  principle,  but  in  its  application. 

Hence  I  maintain  that  if  the  periphery 
of  the  projecting  end  of  the  root  is  prop- 
erly and  skilfully  prepared — a  procedure, 
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however,  which  is  usually  performed  in 
the  most  flagrantly  perfunctory  manner 
— and  then  if  a  narrow  band  made  of  a 
gage  of  metal  sufficiently  heavy  to  retain 
its  given  shape  under  the  stress  of  fitting 
is  well  and  closely  adapted  to  the  sides  of 
the  root,  and  allowed  to  pass  only  a  short 
but  uniform  distance  within  the  free  cer- 
vical margin  upon  all  surfaces,  so  as  to 
closely  follow  the  cervical  curvature  of 
the  gum  and  offer  no  impingement  upon 
the  peridental  membrane,  the  presence  of 
a  band  will  offer  no  mechanical  irritation, 
and  the  objections  to  this  style  of  con- 
struction will  thus  be  largely,  if  not  en- 
tirely, removed. 

In  proportion,  then,  as  these  state- 
ments seem  to  be  logical,  the  employment 
of  a  band  in  the  manner  indicated  is 
practicable  and  warrantable,  and  in  a 
large  percentage  of  cases  will  afford  a 
type  of  construction  which  will  without 
question  offer  the  most  permanent  results. 
Where  it  may  not  be  so  adapted,  however, 
its  employment  i<  contra-indicated,  and 
the  adaptation  of  a  simple  plate  to  the 
end  of  the  root  will  doubtless  offer  the 
next  best  means  of  conserving  this  phase 
of  the  requirements. 

In  recapitulation,  the  requirements 
classed  as  mechanical,  demand,  first,  the 
construction  of  a  well-adapted  base,  and 
second,  the  possession  of  sufficient  in- 
herent strength  to  sustain  the  stress  of 
mastication;  and  those  classed  as  cos- 
metic demand  the  employment  of  porce- 
lain in  accordance  with  the  indications 
mentioned. 

With  this  conservative  analysis  of  the 
respective  requirements,  let  us  now  con- 
sider how  they  may  be  so  combined  as  to 
be  productive  of  the  highest  and  most 
modern  type  of  construction.  These  re- 
quirements may  be  obtained  by  the  em- 
ployment of  such  crowns  as  the  Davis, 


Logan,  and  Justi  designs,  when  the  em- 
ployment is  made  in  conjunction  with  a 
base  of  either  gold  or  platinum,  or  other- 
wise perfectly  adapted,  and  such  method 
of  procedure  is  the  only  means  by  which 
reasonable  permanence  may  be  obtained 
in  their  use. 

This  may  seem  a  somewhat  radical 
statement,  in  view  of  the  fact  that  such 
crowns,  mounted  without  such  an  obser- 
vation of  the  combined  requirements, 
have  been  known  to  restore  the  function 
and  usefulness  of  roots  for  almost  a  score 
of  years. 

It  must  be  conceded,  however,  that 
such  instances  are  the  rare  and  ex- 
traordinary occurrences,  not  the  aver- 
age experience  and  observation  of  the 
general  practitioner.  Also,  that  the  long- 
est service  has  probably  been  with  bicus- 
pids, where  the  occlusion  favors  their  re- 
tention, whereas  with  the  six  anterior 
teeth  mastication  provides  a  stress  con- 
stantly tending  toward  their  labial  dis- 
placement. Furthermore,  irrespective  of 
how  long  such  crowns,  so  mounted, 
may  do  service  when  they  are  finally  lost 
through  failure  from  whatever  source,  it 
will  be  observed  that  the  root  itself  is 
usually  beyond  redemption.  This  is  not 
true,  however,  of  the  root  which  has  sup- 
ported a  crown  having  a  well-adapted 
base,  and  when  the  removal  of  such 
crowns  is  for  any  reason  demanded,  the 
fact  that  the  supporting  root  is  usually 
found  to  be  in  a  good  state  of  preserva- 
tion should  serve  to  prove  the  logic  of  my 
contention. 

Incident  to  the  use  of  these  crowns  in 
the  proper  manner,  however,  and  for 
other  than  temporary  purposes,  it  may  be 
said  that  the  variety  of  molds  and  colors 
in  which  they  are  now  manufactured 
offer  favorable  opportunities  for  a  close 
simulation  of  the  natural  teeth.     And 
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yet,  in  justice  to  the  varied  requirements 
in  this  connection,  their  employment  does 
not  offer  the  same  opportunity  for  selec- 
tion, nor  for  a  close  adaptation  of  the 
peripheral  outline  of  the  crown  to  the 
base,  which  is  afforded  by  the  use  of  sim- 
ple facings,  for  the  reason  that  such 
crowns  are  made  in  a  far  more  limited 
number  of  molds  than  are  the  ordinary 
facings.  Neither  can  we  as  accurately 
secure  the  necessary  circumferential  ap- 
proximation when  compelled  to  use  a 
ready-made  porcelain  substitute  having 
the  proportions  of  a  complete  crown. 

For  these  reasons,  then,  it  would  seem 
that  the  combined  mechanical  and  cos- 
metic requirements  may  be  best  obtained 
in  the  large  proportion  of  cases  by  the 
employment  of  facings  and  the  construc- 
tion of  modern  porcelain  crowns. 

The  advent  and  development  of  porce- 
lain work;  the  recognition  of  its  possi- 
bilities and  limitations;  the  large  range 
of  adaptability  of  the  compounds  now 
prepared,  and  the  improved  facilities  for 
their  employment  now  at  our  command, 
make  it  possible  for  every  progressive 
practitioner  to  achieve  results  which  com- 
bine both  of  these  general  classes  of  re- 
quirements to  the  highest  possible  degree, 
and  to  an  extent  not  to  be  attained  by 
any  other  modes  of  procedure. 

The  special  advantages  to  be  obtained 
from  the  application  of  porcelain  crowns 
lie  in  the  artistic  manner  and  facility 
with  which  the  natural  conditions  and 
varying  characteristics  may  be  closely 
simulated,  together  with  the  increased 
possibilities  for  securing  a  degree  of 
strength  exceeding  any  other  style  of 
construction.  For  these  highly  impor- 
tant reasons  I  beg  to  submit  that  the  con- 
struction and  application  of  porcelain 
crowns  is  destined  to  become  the  univer- 
sal, if  not  the  exclusive,  practice  of  the 


future,  as  applied  to  restoring  the  ten 
anterior  teeth. 

In  conclusion,  I  desire  to  call  your  at- 
tention to  the  various  principles  under- 
lying the  construction  of  this  particular 
class  of  work,  with  the  aid  of  models,  and 
to  assure  you  that  the  possibilities  of 
porcelain  work,  as  pertains  to  this  appli- 
cation, are  only  limited  by  the  ability  of 
the  operator  to  acquire  skill,  and  by 
his  desire  to  adopt  laodern  progressive 
methods. 

As  the  time  of  this  session  is  so  well 
taken  up,  I  shall  not  go  into  a  detailed 
description  of  these  models.  They  sim- 
ply illustrate  the  variations  of  principles 
underlying  the  construction  of  porcelain 
crown  work,  and  I  will  be  glad  to  pass 
them  around  and  have  you  observe  the 
principles  and  possibilities  which  I  have 
mentioned. 


Discussion. 

Dr.  W.  A.  Capon,  Philadelphia,  Pa. 
In  this  paper  I  have  nothing  to  oppose, 
nor  is  there  anything  of  much  importance 
that  I  can  add,  for  the  essayist  has  stated 
all  that  can  be  said  as  to  what  is  the 
besit  practice  derived  from  an  expe- 
Tience  gained  from  constant  and  the 
best  attention  to  these  important  points. 
There  cannot  be  a  difference  of  opinion 
as  to  the  relative  value  of  a  crown  with 
band  or  without,  nor  can  there  be  a  com- 
parison between  the  metal  and  porcelain 
crown  when  used  individually. 

There  are  those  who  use  ready-made 
crowns  from  choice,  and  there  are  others 
who  use  ready-made  crowns  from  force  of 
circumstances.  To  those  using  them 
from  choice,  I  have  nothing  to  say  in 
their  defense.    There  are  others  who  use 
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ready-made  crowns  because  their  patients 
will  not  allow  them  for  financial  reasons 
to  perform  the  higher  grade  work.  I 
allude  to  the  hosts  of  dentists  who  cater 
to  that  class  of  patients  who  demand  a 
lower  grade  of  work.  This  applies  to 
dentists  who  operate  on  people  who  work 
in  mills  or  where  time  is  not  paid  for  ac- 
cording to  its  real  value. 

In  making  bands  for  crowns,  of  course 
that  work  has  my  undivided  support  be- 
cause I  do  not  think  there  are  many  here 
who  have  worked  any  longer  than  I  have 
in  that  line.  I  am  speaking  of  band 
crowns  with  porcelain  attachment.  It 
may  not  be  just  the  same  as  the  essayist 
has  described,  but  there  are  other  methods 
of  great  value,  and  I  am  only  too  glad  to 
be  able  to  support  what  he  has  said.  The 
band  crown  is  one  that  can  never  be  done 
away  with,  in  spite  of  the  many  beautiful 
operations  which  have  been  done  in  the 
clinics  today,  where  platinum  has  been 
done  away  with  entirely.  Much  can  be 
said  in  favor  of  platinum  as  a  band.  I 
advise  it  in  my  different  visits  to  cities 
all  over  the  country,  because  the  irrita- 
tion of  the  platinum  band  is  very  small,  in 
fact  almost  nil,  although  there  is  tissue 
that  will  be  disturbed  by  anything  that 
may  come  in  contact  with  it;  but  the 
platinum  band,  or  iridio-platinum,  which 
is  the  same  or  almost  the  same  thing, 
has  the  advantage  of  stability  and  cannot 
be  praised  too  highly. 

I  have  a  crown  in  my  own  mouth 
which  has  been  there  eleven  years.  There 
is  not  the  slightest  irritation  of  gum  tis- 
sue, and  there  is  no  drawing  back  from 
the  edges.  If  a  band  crown  must  be  used 
in  connection  with  solder  work,  I  think 
the  advice  of  all  of  us  would  be  to  use 
platinum  as  the  first  base,  which  will 
amply  repay  us  in  after  years,  for  there 
is  very  seldom  recession.     I  have  a  thou- 


sand crowns  in  use  today  with  platinum 
bands,  and  it  is  decidedly  pleasant,  and  it 
makes  me  feel  better  to  see  the  majority 
of  these  crowns  free  from  any  irritation 
in  the  use  of  platinum.  I  say,  All  hail  I 
to  platinum  wherever  it  can  be  used. 
All  colleges  should  teach  such  work  in 
preference  to  the  gold  work.  I  believe  in 
teaching  students  the  work  advocated  by 
this  essayist.  The  work  should  be  com- 
pulsory, otherwise  the  student  is  not 
properly  equipped  for  his  work,  nor  is  he 
able  to  compete  with  those  who  have  this 
knowledge. 

The  future  of  porcelain  and  its  many 
branches  has  never  been  outlined  to  such 
an  extent  as  in  these  clinics  within  the  past 
few  days — all  proving  that  the  evolution 
of  this  branch  of  our  art  is  most  active. 

Dr.  E.  Paemly  Beown^  JSTew  York.  It 
seems  almost  superfluous  to  say  anything 
on  this  paper  which  is  so  up-to-date,  or 
on  this  exhibit  which  is  up  to  the  very 
minute.  ISTothing  that  has  ever  been  pre- 
sented in  a  paper  or  exhibit  has  com- 
pared in  its  completeness  and  its  perfec- 
tion and  in  its  artistic  detail  with  this 
of  Dr.  Goslee's.  But  it  is  no  more  than 
I  expected  from  him  when  I  knew  that 
he  was  coming  here  from  Chicago. 

Twenty  years  ago  I  introduced  this 
porcelain  work  before  the  First  District 
Dental  Society,  and  the  report  was  pub- 
lished in  the  Cosmos.  I  showed  two  or 
three  models,  all  porcelain  bridged  and 
all  porcelain  crowned,  and  after  reading 
my  paper  the  wise  men  looked  at  each 
other  and  laughed  a  little;  but  they  are 
not  laughing  now.  They  are  coming- 
round  to  find  me.  I  got  a  little  hysteri- 
cal then,  but  upon  second  thought  I  said 
to  myself,  "You  can't  drive  things  into 
men's  heads;  it  will  not  be  twenty-five 
years  before  this  system  of  mine  will  be 
right  on  deck." 
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Taking  up  Dr.  Capon's  remarks,  there 
is  only  one  thing  I  want  to  say  in  ex- 
planation in  regard  to  platinum:  They 
will  be  using  platinum  on  the  teeth  of 
the  angels  of  heaven^ — and  no  other 
metal. 

I  never  put  in  one  Eichmond  crown, 
nor  a  single  gold  band  around  any,  ex- 
cept where  I  insert  gold  crowns  on  pos- 
terior teeth. 

Dr.  K.  S.  Jeneins,  Dresden,  Germany. 
I  can  only  congratulate  the  essayist  on  his 
most  instructive  paper  and  with  all  my 
heart  agree  with  all  of  his  propositions. 
I  rejoice  to  see  that  he  has  emancipated 
himself  from  the  indiscriminate  use  of 
bands.  My  friend  Dr.  Capon  is  an  advo- 
cate for  the  use  of  bands,  but  only  in 
certain  cases.  Dr.  Capon  always  avoids 
a  band  when  he  can  consistently  do  so; 
is  it  not  so,  Dr.  Capon? 

Dr.  Capon.  When  I  speak  of  a  band, 
I  mean  the  same  as  the  essayist  has  in  his 
model.  I  use  the  same  pattern;  it  does 
not  hurt  the  tissue  in  any  way. 

Dr.  Jenkins.  It  has  come  to  be  my  ex- 
perience that  in  the  great  majority  of 
cases  it  is  wholly  unnecessary  to  have  any 
band  whatever,  for  the  reason  that  after 
long-continued  experiment  I  have  reached 
what  I  believe  to  be  an  absolutely  irresist- 
ible strength  in  the  iridio-platinum  pin, 
when  of  appropriate  size  and  exactly  fitted 
to  the  root.  That  strength  is  reached  by  a 
20  per  cent,  alloy  of  iridium  with  plati- 
num. Ten  per  cent,  with  platinum  af- 
fords the  most  desirable  alloy  for  caps 
and  in  the  infrequent  cases  where  bands 
or  half-bands  are  indicated.  But  with  a 
pin  of  20  per  cent,  alloy — a  pin  which 
accurately  fits  a  countersunk  root  to  which 
a  thin  10  per  cent,  iridio-platinum  cap 
has  been  exactly  fitted — a  band  is  very 
seldom  desirable. 

Lastly,  I  would  say  that  the  making  of 


an  all-porcelain  crown  or  an  all-porcelain 
bridge  is  an  operation  which  every  dentist 
ought  to  make  as  his  regular  daily  work, 
not  as  an  exception  but  as  the  only  thing 
which  a  civilized  dentist  should  put  in 
the  mouth  of  a  civilized  patient. 

Dr.  E.  Ottolengui^  New  York,  IST.  Y. 
We  get  the  idea  in  entering  in  a  discus- 
sion that  one  is  a  disputant.  It  is  as  diffi- 
cult to  get  up  a  discussion  on  this  paper 
as  it  would  be  to  discuss  a  sermon  on  the 
projDOsition  that  "Honesty  is  the  best 
policy." 

This  paper  is  simply  an  apj)eal  for 
ethical  endeavor,  and  I  cannot  argue 
against  that.  It  is  an  appeal  for  the 
standard  that  a  man  must  do  the  best 
that  is  in  him  in  every  operation  in 
crown  and  bridge  work. 

I  will  only  make  one  additional  re- 
mark, and  that  is  the  only  point  which 
the  essayist  has  left  out.  I  had  the  pleas- 
ure of  reading  this  paper  in  my  camp  this 
summer  at  the  Adirondacks.  I  could 
have  told  the  doctor  then  about  this  point, 
but  I  was  afraid  I  would  have  nothing 
left  to  say  for  myself  in  this  discussion. 

When  we  make  a  gold  plate  with  porce- 
lain attachments,  we  find  the  gold  itself 
is  not  cleanly.  The  worst  place  is  the 
crevice  between  the  porcelain  and  the  gold 
to  which  it  is  attached — and  it  is  doing 
away  with  the  space  between  the  backing 
and  the  porcelain  which  is  the  most  im- 
portant feature  of  the  all-porcelain  crown, 
making  it  absolutely  instead  of  only 
moderately  hygienic. 

Dr.  E.  L.  Simpson,  Eichmond,  Va.  It 
was  not  my  intention  to  try  to  add  any- 
thing to  Dr.  Goslee's  most  excellent 
paper.  I  came  here  to  sit  at  the  feet  of 
these  skilful  and  learned  gentlemen,  and 
become  a  humble  learner.  But  while 
sitting  here  the  thought  came  to  me 
that    those    whose    patients    have    sum- 
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mer  homes  in  the  Adirondacks  can  well 
afford  to  use  platinum  and  porcelain; 
but  it  is  another  matter  to  the  practi- 
tioner who  is  giving  his  services  to  the 
mass  of  the  American  people — the  great 
middle  class  who  are  only  moderately 
able  to  pay  for  dental  restorations  of 
any  kind.  Can  he  in  duty  to  himself 
and  them  take  up  this  more  artistic  and 
more  expensive  work,  and  is  it  best  for 
the  patient  from  the  standpoint  of  dura- 
bility? 

I  had  the  pleasure  of  seeing  Dr. 
Family  Brown's  beautiful  specimens  sev- 
eral years  ago,  and  from  that  time  have 
held  them  up  as  ideals.  And  today  when 
I  look  at  the  work  of  Dr.  Goslee  I  can 
only  wish  I  were  as  skilful. 

Porcelain  and  gold  are  used  in  an  en- 
tirely different  manner.  With  porcelain 
we  have  to  do  an  immense  amount  of 
artistic  guessing,  for  we  do  not  know  how 
much  it  is  going  to  shrink  in  the  baking, 
and  we  must  add  just  exactly  as  much 
as  is  needed  and  no  more ;  but  those  who 
use  gold  have  a  great  deal  more  liberty 
and  latitude  to  overcome  defects.  With 
gold  we  can  copy  nature's  cusps  perfectly, 
knowing  the  gold  duplicate  will  neither 
shrink  nor  change  its  shape;  whereas 
with  the  other  material  we  must  do  ail 
the  carving,  and  have  to  guess  at  the 
size. 

My  efforts  have  been  to  perfect  the  pros- 
thesis of  gold  and  flatbacks  and  saddle- 
backs, making  the  gold  stiff  enough  to 
stand  the  strain.  You  will  find  that 
porcelain  workers  use  saddle  bridges  to 
add  strength  to  their  porcelain  by  bulk. 
So  much  bulk  to  gold  is  not  needed, 
and  self-cleansing  bridges  seem  to  be 
the  best  in  my  experience. 

A  great  deal  of  discussion  has  taken 
place  about  the  use  of  bands,  or  half- 
bands,  or  none  at  all,  but  the  difficulty 


to  my  mind  is  that  they  are  improperly 
made. 

The  only  point  I  would  leave  with  you 
in  making  gold-porcelain  bridges  is  to  so 
grind  your  facings  that  they  will  be  sup- 
ported both  at  the  cutting  edge  and  the 
cervix  by  a  kind  of  cup,  and  not  to  de- 
pend on  pins  alone.  Then  add  enough 
solder  to  make  the  bridge  inflexible. 

Dr.  E.  A.  Bryant,  Washington,  D.  C. 
I  took  great  pleasure  in  listening  to  this 
paper.  It  pleases  me  equally  as  much  if 
not  more  to  see  before  us  almost  the  en- 
tire foreign  delegation  to  this  congress 
listening  to  the  subject  and  interested  in 
the  papers  on  prosthesis. 

Some  of  the  discussion  in  regard  to  the 
use  of  porcelain  has  gone  a  little  bit  far- 
ther than  I  think  is  entirely  safe  for  the 
average  man  to  attempt.  My  friend  Dr. 
Brown  who  taught  me  in  my  school  days, 
and  who  first  reached  out  the  hand  of 
fellowship  to  me  when  I  came  to  New 
York  from  the  Eocky  Mountains,  when 
bringing  out  my  system  pertaining  to 
gold  bridge  and  crown  work,  has  for 
twenty  years  at  least  confined  his  prac- 
tice to  porcelain  work,  and  has  attained 
that  proficiency  which  gives  him  the 
ability  to  construct  porcelain  dentures 
strong  enough  to  stand  perhaps  the  great- 
est strain  of  mastication;  but  the  point 
I  wish  to  bring  out,  and  which  I  have 
followed  in  my  own  practice  entirely,  is 
to  attain  a  structure  which  under  any 
condition  can  be  repaired  in  every  part, 
generally  without  removal  from  the 
mouth. 

If  a  facing  is  broken  from  a  porcelain 
bridge,  it  has  to  be  removed  in  order  to 
be  repaired.  In  a  great  many  instances, 
perhaps  in  a  majority  of  the  cases,  the 
breakage  of  any  portion  of  that  bridge 
requires  a  removal  and  the  making  of  a 
new  bridge.    That  is  not  so  in  the  use  of 


184 


FOURTH    IjSTTEENATIONAL    DENTAL    CONGRESS. 


gold  bridges  and  replaceable  facings  or 
removable  bridges. 

I  think,  gentlemen,  we  should  always 
put  into  a  patient's  mouth  a  denture  as 
strong  as  can  be  made  and  as  artistic  as 
we  can  make  it,  and  one  according  to  a 
method  which  the  man  himself  is  able  to 
handle  intelligently  in  all  the  phases  of 
his  work. 

Dr.  M.  Kraus^  Vienna,  Austria.  It 
afforded  me  great  pleasure  to  listen  to 
the  reading  of  the  paper  and  also  to  the 
discussion  that  followed.  I  am  from 
Vienna,  a  city  where  a  civilized  public 
resides.  (Laughter.)  I  perfectly  agree 
with  Dr.  Parmly  Brown  that  a  civilized 
people  feel  disinclined  to  carry  jeweler's 
work  in  their  mouths  for  show. 

During  my  education  in  dentistry  at 
Chioago  I  had  the  good  fortune  to  see 
and  to  admire  the  exquisite  work  of 
my  present  friends  Drs.  Parmly  Brown 
of  ISTew  York,  George  Schwartz,  Haskell, 
and  Goslee  of  Chicago,  and  Dr.  Capon  of 
Philadelphia,  as  also  that  of  many  other 
men  whom  I  have  since  learned  to  admire. 
My  utmost  endeavor  was  to  acquire  the 
knowledge  of  that  art  I  appreciated  so 
well,  inasmuch  as  I  am  convinced  that 
porcelain  work  is  the  only  art  by  which 
the  deficient  natural  tooth,  or  parts  of  it, 
can  be  best  artificially  supplied. 

I  only  wish  to  warn  my  fellow-prac- 
titioners against  the  use  of  low-fusing 
bodies  in  the  making  of  porcelain  crowns. 
I  thank  my  friend  Dr.  Goslee  for  his  in- 
structive exhibition  and  paper,  which  in- 
deed is  an  excellent  and  charming  piece 
of  art. 

Dr.  G.  D.  Sitherwood,  Bloomington, 
111.  I  want  to  say  that  Dr.  Goslee  has 
not  only  written  a  paper  that  is  up  to  the 
very  minute,  but  he  has  also  written  an 
up-to-date  book,  and  every  man  who  has 
not  read  that  book  is  not  up  to  date.    Dr. 


Goslee  did  not  know  I  was  going  to  say 
this. 

I  am  an  eclectic  in  practice,  but 
rarely  ever  put  on  any  sort  of  crown  ex- 
cept a  porcelain  crown.  It  takes  no 
longer  to  make  a  porcelain  crown  than  a 
gold  one.  It  is  merely  a  matter  of  prac- 
tice. The  smallest  amount  of  metal  con- 
sistent with  strength — ^the  narrower  the 
band  the  better.  There  are  cases  in  which 
I  make  a  porcelain  crown  without  a  band, 
but  I  advocate  the  band;  it  makes  a 
better  adaptation. 

Attention  has  been  well  called  to  the 
singular  facility  with  which  the  gum  tis- 
sues take  to  ithe  burnished  metal  plati- 
num in  place  of  gold. 

Bear  this  fact  in  mind,  as  stated  in  the 
paper:  A  porcelain  crown  is  as  readily, 
as  easily,  and  as  quickly  made  as  any 
other  crown.  It  is  artistic  and  permanent, 
and  it  is  the  up-to-date  crown. 

Dr.  Brown.  I  understand  the  state- 
ment has  been  made  that  porcelain  work 
cannot  be  ground,  cannot  be  added  to, 
and  cannot  be  taken  from.  This  is  an 
error.  You  can  cut  and  polish  the  sur- 
faces of  porcelain  work  and  add  to  it  to 
an  unlimited  extent. 

Dr.  Goslee  (closing  the  discussion). 
Permit  me  to  assure  you  of  my  gratitude 
for  the  manner  in  which  you  have  re- 
ceived and  discussed  my  paper.  I  should 
like  to  feel  that  I  would  be  justified  in 
taking  this  opportunity  to  close  the  dis- 
cussion in  a  fitting  manner,  particularly 
after  listening  to  the  closing  remarks  of 
some  of  my  confreres,  but  such  is  quite 
out  of  the  question. 

I  want  to  agree  with  what  Dr.  Parmly 
Brown  has  just  said  in  reference  to  the 
grinding  or  the  adding  to  or  subtracting 
from  the  previously  glazed  surfaces  of 
porcelain.  If  the  body  is  properly  packed 
and  manipulated  it  can  be  ground  and 
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polished  and  the  result  will  he  a  smooth 
and  well-vitrified  surface. 

With  reference  to  the  advantage  of 
placing  platinum  next  to  the  soft  con- 
tiguous tissues  of  the  mouth,  I  believe 
that  these  tissues  take  more  kindly  to 
platinum,  or  the  alloy  of  iridio-platinum, 
than  to  any  other  metal,  even  pure 
gold. 

Dr.  Jenkins  has  refen-ed  to  the  employ- 
ment of  a  band,  hut  I  believe  he  slightly 
misunderstood  my  paper.  I  said  that  I 
employed  a  band  in  a  large  proportion  of 
my  cases,  and  I  do,  even  on  the  anterior 
teeth  wherever  there  is  to  be  any  lateral 
strain.  Where  the  strain  is  to  be  more 
direct,  however,  all  that  is  necessary  is  a 
close  and  accurate  adaptation  between  the 
base  and  periphery  of  the  crown  and  the 
root.  Especially  on  the  upper  anterior 
teeth,  however,  I  regard  a  very  narrow, 
w^ell-finished  band  as  a  decided  advan- 
tage. But  its  success  depends  upon  its 
accurate  adaptation  to  the  root  on  which 
it  rests. 

Dr.  Simpson  has  said  something  re- 
garding the  use  of  porcelain  by  the  coun- 
try practitioner,  or  by  those  who  may  not 
have  every  facility  for  doing  this  work. 


In  this  connection  permit  me  to  say  that 
from  an  economical  viewpoint  you  can 
construct  a  porcelain  crown  at  an  expense 
not  very  much  greater  than  the  cost  of 
ready-made  crowns,  and  it  does  not  take 
much  longer  to  make  a  suitable  cap,  prop- 
oi'ly  adapted  to  the  root,  than  it  would 
take  to  prepare  your  root,  select  a  ready- 
made  crown  and  then  properly  adjust  it. 
Dr.  Brown  referred  to  the  statement 
that  porcelain  could  not  be  ground  or 
altered  like  gold  after  finishing.  I  do 
not  think  it  should  be  necessary  to  grind 
gold  any  more  than  it  would  be  to  grind 
porcelain.  I  think  that  we  can  and  should 
do  our  work  in  either  instance  so  that 
it  will  not  need  grinding. 

The  Chairman.  The  next  paper  on  the 
program  is  a  contribution  by  Mons.  B. 
Platschick  of  Paris,  France,  entitled 
"Tube  Teeth,  and  Their  Modern  Applica- 
tions.^' This  paper  will  be  illustrated  by 
stereopticon  views.  I  take  pleasure  in 
introducing  my  confrere,  Mons.  B.  Plats- 
chick  of  Paris. 

Dr  Ottolengui  was  invited  to  occupy 
the  chair. 

The  paper  here  follows : 


Tube  Teeth,  and  Their  Modern  Applications. 

By  Mons.  B.  PLATSCHICK,  Paris,  France. 


EvEiiY  time  that  I  have  undertaken 
the  study  of  the  history  of  dental 
prosthesis  I  have  been  surprised  to  see 
that  one  of  the  most  fertile  inventions 
of  our  specialty,  tube  teeth,  have  not 
found  a  greater  field  for  application  in 
practice  either  in  Europe  or  in  America. 
America  w^as  in  ignorance  of  this  method 
for  more  than  fiftv  vears.    Harris'  "Prin- 


ciples and  Practice  of  Dentistry"  con- 
tains but  two  pages  and  Litch's  text- 
book hardly  ten  lines  on  this  subject. 
It  was  only  at  the  time  of  the  World's 
Columbian  Dental  Congress,  held  in  Chi- 
cago in  1893,  that  Dr.  Grirdwood  of  Scot- 
land gave  some  valuable  suggestions.  Yet 
notwithstanding  this  remarkable  commu- 
nication, the  literature  on  tube  teeth  is 
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very  limited.  The  articles  published  oc- 
casionally in  reviews  and  such  standard 
treatises  as  Essig's,  Eichardson's,  etc., 
merely  quote  Dr.  Girdwood's  suggestions, 
and  the  work  of  the  last  mentioned  is 
only  fundamental.  It  is  due  to  this  lack 
of  knowledge  relative  to  the  use  of  tube 
teeth  in  the  practice  and  theory  of  pros- 
thesis that  I  thought  it  would  be  interest- 
ing to  address  you  these  few  notes  and 
to  call  your  attention  to  this  old-fash- 
ioned method  which  is  worthy  of  resum- 
ing its  place  in  the  laboratory.  In  fact, 
is  the  abandonment  of  this  procedure 
since  1837,*  as  if  it  were  worthless  and 
incompatible  with  the  modern  progress 
of  prosthesis,  Justifiable?  Cannot  new 
and  artistic  results  be  obtained  by  the 
use  of  tube  teeth  in  combination  with  the 
latest  scientific  invention  ?  These  are  the 
questions  I  shall  endeavor  to  answer. 

The  abandonment  of  tube  teeth  is  not 
justifiable,  but  is  explained  by  a  study  of 
the  evolution-of  prosthesis  in  the  last  fifty 
years.  Eubber — a  new  invention — op- 
posed the  development  of  this  method  al- 
most at  its  beginning.  Everyone  may 
have  had  an  opportunity  of  observing  in 
some  historic  collection  the  first  "terro- 
metallic"  teeth  of  Fonzi.  Compared  with 
those  manufactured  today  they  are  sim- 
ply horrible,  being  badly  carved,  dull, 
and  black.  They  possess  features  which 
destroy  their  purpose  of  imitating  the 
natural  organs.  Successive  improvements 
finally  placed  at  our  disposal  teeth  that 
were  certainly  superior  to  Fonzi's  from 


*  According  to  the  details  furnished  by  the 
firm  of  Ash  &  Sons,  Claudius  Ash,  founder  of 
that  house,  manufactured  for  the  first  time 
tube  teeth  with  a  gold  sheath.  We  have 
analyzed  the  metal  of  these  sheaths  with  the 
following  result :  Gold,  9.32  per  cent. ;  silver, 
8  per  cent. ;  platina,  52  per  cent. ;  other  metals, 
8  per  cent. 


the  standpoint  of  the  quality  of  the  porce- 
lain and  from  an  esthetic  point  of  view; 
but  all  have  continued,  as  is  the  case  with 
those  of  today,  to  present  the  defects  due 
to  the  pins  inserted  in  the  body  of  the 
teeth,  whereby  the  resistance  to  shock 
has  been  diminished.  The  bicuspids  and 
molars  for  metal  plates  have  the  same 
crude  form,  with  a  narrow  masticating 
surface.  The  invention  of  tube  teeth  in 
1837  remedied  in  an  admirable  manner 
all  the  defects  of  pin  teeth.  At  last  we 
had  front  teeth  and,  above  all,  molars 
that  from  the  point  of  view  of  form  and 
resistance  possessed  a  real  superiority 
over  all  those  hitherto  produced.  There 
were  to  be  no  more  horrible  teeth — non- 
anatomical,  fragile,  breaking  under  the 
slightest  force  of  mastication — in  short, 
we  now  have  perfect  teeth  approximating 
in  form  the  natural  teeth  and  strong 
enough  for  all  uses. 

It  is  interesting  to  know  that  at  the 
time  of  the  appearance  of  tube  teeth  they 
presented  another  timely  advantage, 
namely,  that  of  replacing  those  made  of 
hippopotamus  ivory.  Even  in  the  case  of 
considerable  absorption  the  shape  of  the 
neck  portion  of  the  tube  tooth  could  be 
made  to  replace  the  absent  tissues.  Later 
on,  before  the  use  of  vulcanite  had  become 
general,  the  upper  portions  of  these  teeth 
were  notched  and  a  little  gutta-percha 
was  inserted  to  represent  the  gum;  but 
often  the  row  of  teeth  was  left  untouched, 
as  the  exaggerated  length  could  be  hidden 
by  the  beard  or  lips.  In  view  of  these  ad- 
vantages tube  teeth  found  at  once  extraor- 
dinary favor  with  prosthetic  dentists. 

I  am  sure  that  many  of  you  have  had 
occasion  to  see  full  sets  made  with  tube 
teeth  mounted  upon  a  metallic  base,  with- 
out any  other  substance  to  take  the  place 
of  the  absorbed  tissue.  These  full  sets, 
with  springs  and  tube  teeth,  were  then  in 
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frequent  use.  The  pin  tooth  was  de- 
throned and  the  tube  tooth  earned  its 
place  throughout  Europe. 

Some  time  after  their  invention,  tube 
teeth  were  in  general  use  in  France,  Ger- 
many, Spain,  and  Italy,  and  particularly 
in  England — the  land  of  their  birth.  It 
is  surprising  that  America  did  not  adopt 
the  method  so  universal  in  Europe,  and 
it  is  astonishing  that  the  Atlantic  should 
limit  its  spread  to  the  confines  of  Europe 
precisely  at  a  time  when  relations  rich  in 
results  between  the  old  and  the  new  world 
were  becoming  closer. 

We  are  justified  in  believing,  although 
literature  gives  no  evidence,  that  this 
novelty  of  all  others  ought  to  have  been 
placed  within  the  reach  of  the  American 
dentist;  and  although  some  voices,  not 
impartial  perhaps,  attribute  this  to  their 
English  origin,  the  reason  has  appeared 
insufficient  to  me,  and  I  am  desirous  that 
American  dentists  clear  up  this  historic 
point.  Although  the  date  of  first  manu- 
facture is  remote,  I  was  inclined  to  think 
that  Americans,  preferring  teeth  of  their 
own  manufacture,  for  reasons  which  I 
shall  not  go  into  in  this  paper,  did  not 
wish  to  use  the  English  teeth,  and  were 
therefore  forced  to  renounce  the  tube 
teeth,  being  restrained  from  manufac- 
turing them  in  America  on  account  of 
patents.  Particulars  obtained  from  Ash 
lead  me  to  believe  that  such  was  not  the 
case,  as  this  firm  say  that  patents  were 
never  taken  out  on  the  tube  teeth. 

The  introduction  of  vulcanite  in  dental 
prosthesis  dealt  tube  teeth  their  death- 
blow. Winderling's  invention  stopped 
the  development  of  the  method  intro- 
duced by  the  Ash  firm.  The  novelty  of 
the  new  substance  forced  all  other  less 
useful  inventions  into  oblivion,  mainly 
by  reason  of  its  ease  of  manufacture  and 
cheapness  of  production.    Vulcanite  once 


discovered,  everybody  used  it  in  every 
possible  case.  Metal  plates  became  rare 
and  were  substituted  entirely  by  vul- 
canite plates.  Let  us  add  that  the  im- 
provements in  porcelain  teeth  introduced 
at  about  that  time  contributed  largely  to 
this.  Tube  teeth,  even  in  cases  of  exten- 
sive absorption,  were  considered  useless 
inasmuch  as  rubber  would  substitute  the 
missing  parts  to  better  advantage. 

For  these  reasons  many  metal  plates 
were  substituted  by  rubber  plates,  and 
tube  teeth  continued  to  be  less  used  and 
were  even  al^andoned  in  cases  in  which 
their  use  might  have  been  preferal^le.  It 
was  a  pity.  JSTo  one  could  reasonably  ques- 
tion this  class  of  work  from  the  esthetic 
and  hygienic  point  of  view,  as  well  as 
its  strength  and  ease  of  replacement.  I 
do  not  insist  upon  their  value;  the  ex- 
perience of  this  honorable  assembly  obvi- 
ates the  necessity  of  entering  into  a  more 
detailed  exposition  of  the  subject.  I  shall 
confine  myself  to  reminding  you  that  the 
opinion  of  writers  is  unanimous  upon  the 
advantages  of  tube  teeth,  and  that  the 
few  faults  attributed  to  them  may  be 
easily  overcome.  Let  us  now  determine 
whether  the  reasons  which  prevented  the 
propagation  of  the  use  of  tube  teeth  still 
exist,  or  whether  they  have  been  modified, 
and  if  there  is  still  room  for  the  method 
in  the  present  condition  of  dental  pros- 
thesis. 

We  shall  see  that  if  rubber  was  detri- 
mental to  its  development  on  the  one 
hand,  on  the  other  the  continuous  pro- 
gress in  dental  prosthesis  facilitates  the 
renaissance  of  that  method  by  entirely 
modern  applications.  Conditions  have 
changed  vastly  in  the  last  fifty  years; 
prosthesis  has  become  of  more  general 
use.  If  the  progress  of  operative  dentis- 
try permits  us  to  save  a  great  many  teeth 
which  formerly  were  sacrificed,  that  of 
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dental  prosthesis  permits  us  to  replace 
better  than  formerly  the  masticating  or- 
gans of  persons  who  have  lost  them 
through  age  or  in  spite  of  the  services  of 
the  dentist.  These  conditions,  united 
with  the  general  culture  of  a  more  en- 
lightened public,  can  tend  only  to  in- 
crease the  number  of  prosthetic  appli- 
ances. The  tube  tooth  finds  itself,  on  ac- 
count of  very  favorable  conditions,  suited 
to  a  large  field  of  usefulness  in  prosthesis. 
The  difficulties  in  its  use  should  not  be 
taken  into  consideration  inasmuch  as 
they  have  been  exaggerated,  and  besides 
may  be  overcome  by  that  knowledge 
which  is  the  result  of  familiarity  with 
their  use.  Habit  eventually  renders  the 
most  difficult  manipulation  quite  easy. 
Although  matters  of  commercialism 
should  not  be  alluded  to  in  an  assembly 
where  scientific  questions  are  discussed,  I 
think  it  necessary  in  order  to  study  the 
subject  in  all  its  phases,  to  say  one  word 
regarding  its  economy.  While  the  tube 
tooth  now  costs  double  the  price  of  the 
pin  tooth,  I  am  convinced  that  were  manu- 
facturers to  lower  the  price  to  that  of 
other  teeth  they  would  be  working  to 
their  own  interest,  to  ours,  and  to  that 
of  the  public.  In  my  opinion,  this  is 
a  very  important  point.  The  profit  on  a 
piece  of  work  should  not  be  considered, 
and  only  the  experience  of  several  years 
of  labor  should  influence  the  price.  Still 
more,  the  unwillingness  of  dental  depots 
and  of  dentists  themselves  to  carry  a  con- 
siderable stock  of  materials,  the  pur- 
chase value  of  which  is  far  superior  to 
the  intrinsic  value,  should  be  taken  into 
consideration.  I  trust  that  the  manufac- 
turers will  agree  with  my  views,  and  thus 
earn  the  gratitude  of  the  dentists. 

In  regard  to  this,  I  beg  to  mention  an 
idea  which  I  believe  the  manufacturers 
could  utilize.     It  consists  in  the  use  of  a 


nickel  alloy  similar  to  that  used  for  some 
time  in  a  certain  kind  of  pin  tooth.  It 
does  not  enter  into  the  theme  of  my  paper 
to  discuss  the  advantages  or  conveniences 
of  this  new  invention,  but  I  believe  that 
it  would  be  of  service  to  us  when  applied 
to  tube  teeth.  Laboratory  experiments 
have  confirmed  the  fact  that  a  nickel  or 
gold  post  attached  with  sulfur  in  a  nickel 
sheath  would  hold  just  as  well  if  not 
better  than  in  a  platinum  sheath.  Theo- 
retically, there  is  no  objection  on  the 
ground  of  any  chemical  change  that  tube 
teeth  with  nickel  sheath  might  undergo  in 
the  mouth,  the  sulfur  playing  the  role,  as 
it  did  with  the  former  teeth,  of  a  filling, 
and  the  oral  fluid  could  not  thus  pene- 
trate between  the  two  metallic  parts. 

I  shall  not  further  insist  upon  the 
different  methods  of  employment  of  tube 
teeth,  nor  repeat  their  manifold  advan- 
tages. Neither  shall  I  linger  to  refute 
the  unusual  disadvantages  which  are 
found  only  by  those  who  have  erred  in 
trying  to  apply  them  in  all  cases  without 
distinction.  But  the  resolution  I  formu- 
lated, and  which  was  adopted  in  the  Con- 
gress of  1900,  encourages  me  to  urge  the 
return  to  the  use  of  tube  teeth  in  continu- 
ous gum  dentures,  their  employment  for 
this  purpose  being  the  object  of  my  com- 
munication to  the  congress.  I  am  forced 
to  treat  the  matter  in  a  complete  way  and 
will  try  and  make  it  as  short  as  possible. 

But  few  of  our  colleagues  here  pres- 
ent had  opportunity  to  admire  the  first 
application  of  continuous  gum  for  tube 
teeth  made  by  M.  Feuvrier  at  the  Ex- 
position of  I'Ecole  dentaire  de  Paris 
in  1889,  and  probably  few  of  you  know 
of  his  communication  presented  by 
our  lamented  Dubois  to  the  Societe 
d'Odontologie  de  Paris  May  7,  1889.  It 
is  therefore  indispensable  to  a  thorough 
understanding  of  my  work  to  recall  in  a 
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few  words  that  first  and  brilliant  essay. 
M.  Feuvrier  prepared  his  plate  with  the 
usual  rim  employed  in  continuous  gum 
work.  The  teeth  were  adjusted  and  the 
pin  soldered  as  for  an  ordinary  piece. 
After  having  determined  the  position  of 
the  teeth  and  finished  their  adjustment 
they  were  withdrawn  from  the  pins,  and 
soft  platinum  rings  were  placed  around 
their  necks,  and  when  they  had  been  re- 
placed the  rings  were  duly  soldered.  The 
teeth  were  then  replaced  in  order  to  be 
absolutely  sure  that  none  was  out  of 
alignment  and  that  the  setting  was  still 
perfect.  Nothing  further  is  necessary 
except  the  placing  of  the  body  and 
enamel,  and  subsequent  baking.  After 
the  teeth  have  been  removed,  when  the 
baking  is  finished,  they  have  only  to  be 
cemented  in  place.  I  need  only  mention 
that  what  started  Feuvrier  on  the  right 
road  in  his  technique  was  his  desire  to 
make  a  continuous  gum  plate  superior  to 
all  others  obtained  by  the  use  of  the  old- 
style  teeth;  and  also  the  impossibility  of 
leaving  the  teeth  on  the  plate  during  the 
baking  of  the  Allen  body,  as  they  would 
have  fused  during  this  procedure.  At 
this  time  this  was  the  only  way  that  could 
be  employed  by  the  practitioner  who  was 
in  love  with  his  art  and  was  desirous  of 
making  a  continuous  gum  denture  with 
tube  teeth.  Today  Feuvrier's  method  is 
the  only  one  available  when  using  Allen's 
body  or  others  similar  to  it.  But  for 
some  years  past  the  manufacturers  have 
furnished  us  with  a  tooth  body  which 
enables  us  to  employ  tube  teeth  in  a  sim- 
pler way  than  that  of  Feuvrier.  It  is  pre- 
cisely this  method  that  I  desire  to  de- 
scribe in  a  few  lines,  taking  as  an  exam- 
ple a  full  upper  plate.  It  is  well  no  note 
that  this  same  method  may  be  employed 
with  partial  upper  and  lower  plates. 
Still,  before  describing  the  technique  of 


the  making  of  the  plate,  a  little  digres- 
sion is  necessary  to  throw  some  light  upon 
one  important  point.  For  this  kind  of 
work,  the  platinum  tube  in  the  tooth  is 
entirely  unnecessary. 

Recognizing  the  value  of  a  tube  tooth 
without  the  tube,  my  colleagues  at  the 
congress  of  1900,  passed  the  following 
resolution  that  I  had  the  honor  to  pre- 
sent: "That  the  manufacturers  should 
make  teeth  of  the  form  of  natural  teeth 
with  a  canal  extending  longitudinally 
through  them  as  in  the  tube  tooth,  but 
omitting  the  platinum  tube.  These  teeth 
should  have  in  addition  to  the  neck,  a 
large  portion  representing  the  root. 
These  permit  the  construction  of  con- 
tinuous gum  plate — very  pretty,  prac- 
tical, economic,  and  not  so  heavy  as  those 
made  with  any  other  teeth."* 

It  is  my  duty  to  state  that  Mr.  Cun- 
ningham had  already  theoretically  de- 
vised this  tube  in  1890  at  the  annual 
meeting  of  the  British  Dental  Associa- 
tion. That  suggestion  has  not  as  yet  had 
its  merited  success ;  but  I  do  not  despair, 
and  I  believe  that  the  American  manu- 
facturers will  not  delay  entering  this 
field  which  is  so  full  of  promise,  and  will 
give  us  teeth  which  outside  of  their  other 
qualities  will  permit  us  to  employ  the 
high-fusing  bodies,  of  which  I  am  an 
ardent  advocate. 

To  resume  the  description  of  the  plate : 
A  platinum  plate  of  the  desired  size  is 
swaged  up  as  usual.  Then  swage  a 
narrow  plate  covering  the  first  only  where 
the  pins  are  to  be  soldered.  The  plate  is 
then  tried  in,  which  is  done  with  a  view 
of  ascertaining  in  the  mouth  itself  where 
tlie  plate  should  be  cut  to  give  free  play 
to  the  muscles  of  the  cheek  and  the  fre- 


*  Proceedings    of    the    Third    International 
Dental   Conj?ress    (Paris),  vol.  i.  page  424. 
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nuni  of  the  lip.  Solder  all  along  the 
buccal  and  labial  margins  of  the  plate  a 
wire  of  special  form,  that  obtained  from 


Fig 


a  draw-plate  (Fig.  1)  made  for  the  pur- 
pose. As  you  see,  the  wire  (Fig.  2)  pre- 
sents, first,  a  convex  part.  A,  on  tho 
external  side  in  contact  with  the  cheek 


or  lip;  second,  on  the  internal  side 
the  half,  B,  slightly  flattened  and  des- 
tined to  be  soldered  to  the  extremity  of 
the  plate;  third,  a  groove  part,  C^  that 
has  the  same  function  as  a  turned  rim; 
that  is  to  say,  to  receive  and  maintain 
the  margins  of  the  porcelain  (Fig.  3). 
The  next  figure  (Fig.  4)  shows  the  cut 
of  the  plate,  the  wire  being  soldered. 
It  is  unnecessary  to  insist  upon  the  ad- 
vantages of  this  wire,  which  can  be  of 
any  given  diameter  by  reason  of  the  use 
of  the  special  draw-plate.  Besides  form- 
ing the  border  this  wire  serves  to  rein- 
force the  plate,  and  it  likewise  permits 

Fig.   2. 


any  adjustment  that  might  be  necessary 
notwithstanding  the  careful  trial  of  the 
plate.  This  adjustment  is  impossible 
with  a  plate  with  a  turned  rim,  which  in 
addition  could  not  have  been  tested  in 
the  mouth. 

The  teeth  are  then  adjusted  roughly  on 
the  plate.  I  say  roughly  advisedly,  as  a 
careful  adjustment  would  mean  a  loss  of 
time.  As  the  small  interstices  between 
the  teeth  and  the  plate  would  be  easily 
filled  with  body  and  baked  at  the  same 
time  with  the  body,  that  will  serve  to  fill 
the  holes  in  the  tube  teeth  on  the  masti- 
cating side.  The  teeth  having  been  ad- 
justed to  the  plate  with  wax  to  maintain 
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them  in  alignment,  a  plaster  wall  is  made      slipped  on  the  pins,  which  have  been  left 
over  the  external  surface,  and  after  the     a  little  short  so  that  they  cannot  be  seen 
wax  is  removed  the  teeth  are  replaced,      on  the  masticatino;  surface,  which  will  he 
which,  thanks  to  the  plaster  wall,  are  held 
in  correct  position,  and  you  may  with  a 


Fig.  5. 


Fig.  3. 


Fig.  4. 


sharp  point  mark  the  place  to  which  the 
pins  are  to  be  soldered.  After  soldering 
the  pins  (Fig.  5)  and  after  all  due  pre- 
caution to  free  the  plate  of  plaster  and  to 
clean  it  and  the  teeth,  begin  to  apply  the 
body.  (Fig.  6.)  The  pins  should  be 
slightly  painted  with  the  porcelain  body 
and  a  small  quantity  placed  at  the  base. 
This  will  serve  to  fill  the  gaps  left  by  the 
rough  adjustment.     The  teeth  are  then 


filled  anyhow  with  a  small  amount  of 
porcelain  as  said  above.  One  or  two  bak- 
ings will  definitely  fix  the  teeth  to  their 
places,  establish  perfect  contact  with  the 


Fig.  6. 


plate  and,  finally,  fill  the  hole  in  the  sur- 
face. We  have  nothing  further  to  do 
except  to  apply  body  and  enamel  as  for 
other  continuous  gum  plates.     (Fig.  7.) 


Fig.   7. 


The  lingual  side  of  the  plate  may  be 
covered  or  not,  as  you  choose,  although  it 
is  useless  in  most  cases.  In  this  way  you 
obtain  a  plate  which  answers  all  esthetic 
requirements  and  which  besides  having 
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all  the  good  qualities  of  continuous  gum 
work  is  much  lighter,  of  much  simpler 
execution,  and  lends  itself  to  greater  ease 
of  repair. 

If  this  new  application  of  tube  teeth 
is  capable  of  interesting  the  eminent  col- 
leagues forming  part  of  this  congress,  I 
am  sure  it  will  succeed  in  convincing  the 
manufacturers  of  teeth  that  they  should 
work  for  the  progress  of  our  profes- 
sion. 


Discussion. 

Dr.  N.  S.  Jenkins^  Dresden,  Germany. 
Our  thanks  are  due  to  the  essayist  for 
calling  attention  to  an  invention  which 
has  had  and  may  still  continue  to  have 
great  usefulness.  Tube  teeth  were  de- 
signed to  be  attached  to  metal  plates 
through  pins  soldered  to  the  plate.  These 
pins  were  to  pass  through  the  tubes  and 
the  teeth  were  to  be  attached  to  the  plates 
by  melting  sulfur  to  fill  up  the  inter- 
stices. Very  beautiful  and  very  cleanly 
work  could  be  done  by  this  method,  but  it 
possessed  certain  disadvantages.  These 
disadvantages  were.  First,  instability.  It 
was  not  possible  to  solder  a  pin  suitable 
to  the  caliber  of  a  tube  tooth  which, 
through  the  slight  attachment  of  sulfur, 
should  always  permanently  endure  the 
force  of  mastication.  In  many  cases 
either  the  tooth  broke  away  from  the  pin, 
or,  which  was  a  worse  disaster,  the  pin 
broke  from  the  plate.  In  the  latter  case 
repair  was  a  serious  undertaking. 

Second,  the  adjustment  of  the  teeth 
was  hampered  by  the  unavoidable  perpen- 
dicularity of  the  pin.  Bound  by  this  un- 
changeable condition  it  was  not  always 
possible  to  place  the  tooth  in  the  desired 
position. 


Third,  the  spaces  between  the  necks  of 
the  teeth  could  not  be  filled  up  to  advan- 
tage, for  the  teeth  would  not  endure  the 
heat  then  necessary  to  add  and  fuse  porce- 
lain for  increased  strength,  beauty,  and 
cleanliness.  Tube  teeth,  although  very 
dense,  often  of  very  natural  color,  and 
always  of  great  strength,  cannot  endure 
a  temperature  much  beyond  the  fusing- 
point  of  gold,  and  therefore  have  been 
unfit  for  such  continuous-gum  work  as 
has  hitherto  been  advocated. 

It  is,  therefore,  not  surprising  that 
with  the  advent  of  vulcanite  these  teeth 
should  so  generally  have  passed  out  of 
use.  "The  day  of  their  destiny  was  over, 
and  the  star  of  their  fate  had  declined." 
In  spite  of  their  beauty  of  form  and  color 
and  that  density  which  allowed  of  grind- 
ing and  polishing  without  serious  detri- 
ment to  the  surface,  they  were  easily  dis- 
placed by  teeth  of  coarser  texture  which 
could  be  advantageously  set  upon  a  vul- 
canite base. 

It  is  difficult  to  speak  justly  of  the 
introduction  of  vulcanized  rubber  into 
dental  practice.  It  greatly  simplified  and 
cheapened  prosthesis,  but  at  the  expense 
of  destroying,  for  a  time,  worthier  and 
more  artistic  work.  It  supplied  the 
masses  with  practical  substitutes  for  the 
natural  organs,  but  it  led  in  many  in- 
stances to  the  reckless  extraction  of  teeth 
which  could  have  been  preserved  in  health 
and  comfort  for  a  lifetime,  and  to  the 
general  degradation  of  the  standard  of 
prosthesis. 

But  at  the  present  day  there  is  an  al- 
most universal  revolt  against  this  un- 
hygienic and  inartistic  prosthesis;  a  re- 
volt to  which  the  concluding  paragraphs 
of  this  interesting  paper  gives  welcome 
evidence.  The  essayist  gives  us  a  graphic 
description  of  his  method  of  employing 
tube  teeth  to  make  what  is  practically  a 
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piece  of  continuous-gum  work,  and  this 
ingenious  process  excites  only  admira- 
tion. 

But  here  I  would  venture  to  mention 
what  I  have  at  last  achieved  in  this  same 
direction.  For  years  I  have  been  working 
to  produce  a  porcelain  which  should  do 
for  prosthesis  what  porcelain  enamel  has 
done  for  inlays,  viz,  to  bring  continuous- 
gum  and  porcelain  crown  and  bridge 
work  within  the  scope  of  the  practice  of 
every  skilful  dentist.  This  has  been  ac- 
complished by  the  recent  completion  of  a 
body  which  I  have  called  "prosthetic 
porcelain/'  as  it  has  been  designed  only 
for  prosthetic  purposes.  Through  its  use 
tube  teeth  can  be  attached  to  iridio-plati- 
num  plates  after  the  manner  of  M. 
Platschick,  with  the  greatest  ease  and 
certainty;  and  also  the  teeth  of  all  other 
manufacturers  can  if  desired  be  united 
and  combined  in  the  same  denture.  This 
universally  applicable  porcelain  fuses 
sufficiently  below  the  melting-point  of 
gold  to  permit  the  use  of  pure  gold  solder, 
a  matter  of  great  importance.  I  earnestly 
hope  that  this  or  some  similar  body  may 
so  far  fulfil  the  wishes  of  M.  Platschick 
as  to  still  further  advance  the  use  of  tube 
teeth  which  he  justly  commends  so 
highly. 

Dr.  E.  Paemly  Brown,  New  York. 
The  gentleman  from  the  other  side 
has  presented  a  most  excellent  paper ;  as 
I  understand,  it  relates  to  continuous- 
gum  work. 

I  wish  to  describe  a  method  of  making 
porcelain  plates  which  in  my  opinion  is 
extremely  valuable.    I  take  a  No.  34  gage 


or  thinner  iridio-platinum  plate,  whether 
making  full  upper  bridge,  partial  bridge, 
or  continuous-gum  work;  I  make  two 
dies,  a  zinc  die  and  a  lead  die.  I  swage 
up  that,  anneal  it,  make  a  duplicate,  and 
then  cover  the  upper  side  of  the  first  one 
with  pure  gold,  and  the  inner  side  of  the 
duplicate — using  blowpipe.  I  place  be- 
tween these  two  four  or  five  thicknesses 
of  No.  4  pure  gold  foil,  use  wet  flux 
between  those  two,  solder  and  swage,  re- 
peating that  three  or  four  times,  and  then 
have  a  third  plate,  soldering  as  before, 
getting  a  stiffer  plate  than  ever  has  been 
made.  The  third  plate  is  punched  full 
of  holes,  about  500,  like  a  sieve,  to  receive 
the  porcelain,  and  when  that  is  under 
white  heat  you  have  something  like  cast 
steel — ^you  can't  budge  it — the  gold  and 
platinum  have  mingled. 

M.  Platschick.  I  must  thank  Dr. 
Jenkins  and  the  other  speakers  for  their 
kind  remarks,  but  it  astonished  me  to 
hear  Dr.  Jenkins'  suggestions  against  the 
use  of  the  tube  teeth.  He  consequently 
does  not  agree  with  all  the  authors  and 
writers  mentioned  in  my  paper,  who  have 
successfully  employed  the  variety  of  teeth 
under  discussion. 

Dr.  Turner  resumed  the  chair. 

The  Chairman.  The  next  paper  on 
our  program  is  one  by  Dr.  Feancisque 
Martin,  Lyons,  France,  entitled  "Imme- 
diate Prosthesis  in  Cases  of  Eesections  of 
the  Jaws,  According  to  the  Method  of 
Dr.  Claude  Martin."  The  paper  will  be 
read  by  Dr.  Masson. 

The  paper  was  then  read,  as  follows : 
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Immediate  Prosthesis  in  Maxillary  Resections : 
Method  of  Claude  Martin  of  Lyons. 

By  Dr.  FRANCISQUE  MARTIN,  Lyons,  France. 


Gentlemen  :  I  wish  to  revert  to  the 
question  of  immediate  prosthesis  after 
maxillary  resections,  and  to  lay  before 
you  the  present  state  of  my  father's  prac- 
tice and  my  own. 

The  question,  as  you  are  of  course 
aware,  is  not  a,  new  one.  Dr.  Claude 
Martin's  work  on  "Immediate  Prosthe- 
sis," giving  a  summary  of  twelve  years' 
practice,  dates  from  1889 ;  the  work  also 
gives  technical  details  on  the  construc- 
tion and  application  of  the  apparatus, 
and  makes  numerous  observations.  Five 
years  later,  Claude  Martin  published  a 
new  work,  giving  the  later  results  of  his 
method. 

It  is  not  my  intention  to  reproduce 
here  the  numerous  and  conclusive  obser- 
vations presented  by  Claude  Martin  at 
different  congresses  and  learned  societies. 
I  wish  simply  to  recall  to  your  minds  the 
essential  points  of  the  method  and  lay 
before  you  the  state  of  my  father's  prac- 
tice which  has  varied  but  little  since 
1893,  the  date  of  his  last  work  on  "Re- 
sultats  eloignes  de  la  Prothese  immedi- 
ate," and  also  to  refute  certain  objections 
that  are  continually  being  made,  several 
of  which  appear  to  us  to  be  unfounded. 

I  will  not  dwell  at  length  on  the  con- 
struction of  apparatus  of  the  immediate 
prosthesis  class;  all  the  details  referring 
to  this  question  are  fully  explained  in 
the  treatise  on  "Immediate  Prosthesis." 
I  shall  refer,  therefore,  in  a  cursory  way 
to  the  molding  of  a  natural  maxilla  of 


average  size.  This  operation  gives  us  a 
hollow  mold,  which  we  fill  with  melted 
wax,  and  as  this  mold  is  composed  of  sev- 
eral parts  it  is,  easy,  as  soon  as  the  wax 
is  cold,  to  remove  it  without  injury.  We 
thus  obtain  a  wax  maxilla  absolutely 
identical  with  the  natural  one,  and  which 
may  be  modified  by  molding  it  according 
to,  requirements.  We  now  hollow  out 
canals  in  the  middle  of  the  thick  part 
of  this  maxilla,  two  for  the  ascending 
branches  and  one  for  the  horseshoe.  In 
these  canals  are  placed  zinc  tubes  filled 
with  flake-white,  the  ends  of  which  are 
stopped  with  wax.  We  afterward  put  it 
into  a  muffle  as  an  ordinary  ret  of  teeth. 
To  render  the  filling  easier,  we  only 
make  a  three-quarter  maxilla,  that  is, 
the  horseshoe  and  one  ascending  branch. 
When  we  have  to  place  a  complete  max- 
illa we  take  two  halves,  which  we  join 
together  with  plates  and  screws.  These 
apparatus  being  very  thick  and  of  black 
india-rubber,  we  bake  at  a  low  tempera- 
ture, 145°  C.  for  three  hours.  We  after- 
ward soak  in  diluted  hydrochloric  acid 
for  one  or  two  days  in  order  to  dissolve 
the  zinc  tubes,  and  we  now  have  an  appa- 
ratus for  immediate  prosthesis.  We  have 
only  to  pierce  the  surface  with  several 
holes  communicating  with  the  canals 
made  by  the  zinc  tubes;  through  one  of 
these  holes  in  the  front  and  upper  part 
of  the  horseshoe  and  which  has  been 
made  a  little  larger,  we  drive  a  metal 
tube   that   joins   a    second    india-rubber 
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tube  by  which  we  make  our  irrigation  at 
high  pressure. 

We  now  prepare  our  plates  and  screws 
for  fixing  the  apparatus  ready  for  use 
at  the  moment  of  operation. 

Such,  gentlemen,  is  a  rough  outline  of 
the  way  we  make  the  apparatus,  and  for 
many  years  we  have  only  modified  some 
of  the  minor  details. 

As  regards  the  first  application  of  the 
prosthetic  apparatus  during  the  opera- 
tion, I  shall  not  go  into  minute  details, 
but  simply  insist  on  certain  points  of  the 
operative  manual, 

( 1 )  As  to  the  choice  of  an  apparatus : 
Before  making  an  immediate  prosthesis 
apparatus,  it  is  indispensable  to  take  the 
impression  of  the  patient's  upper  max- 
illa, especially  if  it  be  a  question  of  re- 
placing the  mandible,  so  as  to  establish 
an  apparatus  of  such  a  size,  that  what 
will  be  the  alveolar  border  in  the  pros- 
thetic piece  corresponds  as  exactly  as  pos- 
sible with  the  normal  articulation  of  the 
patient.  It  is  therefore  most  important 
to  make  an  apparatus  of  a  proper  size,  so 
that  when  it  is  replaced  by  the  definitive 
piece  there  is  no  risk  of  establishing  a 
defective  articulation  of  the  artificial 
teeth  with  the  upper  teeth ;  this  is  a  miat- 
ter  to  be  well  considered  from  the  out- 
set and  which  has  a  definite  value. 

(2)  The  manner  of  fixation :  As  soon 
as  the  apparatus  is  completely  finished 
we  screw  on  to  it  the  plates,  which  must 
also  be  fixed  by  screws  to  the  remaining 
fragments.  Here  I  beg  to  call  your  at- 
tention to  a  new  arrangement  that  Claude 
Martin  presented  and  explained  at  the 
Munich  congress  in  1892.  He  used  to 
fix  his  apparatus  to  the  bones  behind  with 
a  large  metal  plate  bearing  on  the  lingual 
face  of  the  maxilla,  and  before  by  two 
horizontal  lamellae.  These  two  latter  he 
has  modified  by  placing  longer  ones  and 


crossing  them  like  an  X,  so  that  the 
lamella  which  is  fixed  to  the  lower  part 
of  the  apparatus  is  screwed  to  the  upper 
part  of  the  remaining  fragment  and  in- 
versely. 

This  arrangement  prevents  all  move- 
ment of  the  apparatus,  which  conse- 
quently no  longer  rubs  against  the  re- 
maining fragment  in  the  movements  of 
the  jaw,  and  it  insures  an  absolute  fixity 
even  if  there  be  but  one  fragment.  We 
shall  see  farther  on  the  importance  of 
this  fixity  of  the  apparatus,  when  we 
consider  the  question  of  a  relapse  after 
prosthesis. 

(3)  Another  point  on  which  we  have 
insisted  for  many  years,  although  prac- 
titioners do  not  appear  to  attach  the 
importance  to  it  that  it  deserves,  is 
the  absolute  necessity  of  making  dur- 
ing the  days  following  the  operation, 
frequent  irrigations  under  high  pres- 
sure. When  we  have  been  able  to  at- 
tend very  closely  to  our  patients  we  have 
not  allowed  a  single  day  to  pass  without 
calling  several  times  to  see  that  these 
washings  have  been  carried  out  by  reli- 
able persons  accordingto  our  instructions; 
we  have  thus  been  able  to  form  an  opin- 
ion of  what  may  be  expected  from  our 
method. 

An  objection  has  been  made  that  these 
washings,  begun  immediately  after  the 
operation,  cause  hemorrhage  in  displa- 
cing the  clots  of  blood.  We  do  not  con- 
sider this  objection  well  founded;  fre- 
quent washings  do  not  appear  to  us  to 
injure  the  hemostasis,  especially  if  they 
are  made  with  a  very  warm  antiseptic 
solution;  and  besides,  by  preventing  in- 
fection, they  also  prevent  secondary 
hemorrhage.  In  fact,  we  have  only  ob- 
served hemorrhage  in  two  cases,  in  which 
instances  the  surgeons  had  forgotten  a 
plug  in   the   wound.     Hemorrhage  may 
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also  take  place  through  the  laceration  of 
one  of  the  temporal  arteries,  which  are 
not  always  sufficiently  obliterated  by 
torsion  in  the  disarticulation  of  the  as- 
cending branch  of  the  maxilla.  Pros- 
thesis, however,  cannot  be  held  respon- 
sible for  this  accident. 

(4)  Another  objection  made  to  im- 
mediate prosthesis  is  the  difficulty  expe- 
rienced in  replacing  the  primitive  ap- 
paratus and  the  length  of  time  required 
before  it  may  be  substituted  by  the  per- 
manent one.  I  do  not  think  this  objec- 
tion is  justified,  even  in  the  case  of  an 
operator  of  even  average  skill.  In  fact, 
if  the  screws  are  near  the  ascending 
branch  and  consequently  somewhat  dis- 
tant from  the  commissure  of  the  lips,  it 
is  sufficient  to  use  a  chisel  as  a  lever  on 
the  head  of  the  screw  in  order  to  easily 
remove  it. 

In  other  cases  we  have  resorted  to  the 
following  plan:  As  frequently  the  two 
halves  of  the  apparatus  are  fixed  to  the 
median  line  by  a  screwed  plate,  all  that  is 
required  is  to  unscrew  the  four  screws 
that  fasten  it  in  order  to  set  the  two 
halves  of  the  maxilla  free,  and  then  by 
grasping  with  the  left  hand  one  of  these 
halves  it  is  possible,  without  causing 
much  pain  to  the  patient,  to  pull  forward 
the  branch  of  the  corresponding  bone, 
bringing  it  sufficiently  in  front  to  enable 
one  to  easily  remove  the  screws  that  fix 
it  to  the  apparatus. 

The  provisional  apparatus  once  re- 
moved, the  permanent  one  has  to  be 
placed.  The  following  is  the  technique 
usually  followed  by  Claude  Martin :  Be- 
fore changing  the  apparatus  we  take  an 
impression,  of  the, mouth  of  the  .pa±ient, 
of  the  remaining  fragment  or  fragments, 
and  the  upper  edge  of  the  temporary  ap- 
paratus. We  cast  this  impression,  and 
then  construct  an  apparatus  in  such  a 


way  that  it  will  have,  by  means  of  clasps 
and  laminae,  a  solid  hold  on  the  teeth  of 
the  remaining  fragment;  and  at  the 
point  where  the  dental  arch  of  this  piece 
corresponds  to  the  temporary  apparatus 
there  is  a  groove  into  which  the  ridge  of 
the  apparatus  fits.  As  soon  as  the  tem- 
porary apparatus  is  removed  we  place  it 
in  that  groove  and  fix  it  there  with  two  or 
three  screws.  Add  the  time  required  for 
adjusting  all  these  apparatus  on  the  model 
of  the  remaining  fragment  that  we  ob- 
tained by  the  first  impression,  to  place  the 
model  and  apparatus  into  plaster,  and 
the  time  the  latter  takes  to  set,  and  all 
is  finished.  The  few  minutes  this  opera- 
tion takes  up  will  certainly  not  give  time 
for  the  cicatricial  filaments  to  draw  the 
fragments  nearer  to  one  another,  for  as 
soon  as  the  plaster  is  dry  the  groove 
screwed  to  the  primitive  apparatus,  the 
canals  of  which  have  been  stopped  with 
hard  wax,  is  replaced  into  the  mouth  of 
the  patient  just  as  a  simple  set  of  teeth, 
and  there  is  ample  time  to  construct  a 
definitive  apparatus  that  will  thus  be 
made  exactly  like  an  intermediary  ar- 
rangement, since  the  immediate  appara- 
tus adjusted  to  the  piece  fitting  to  the 
teeth  of  the  remaining  fragment  has 
given  us,  by  placing  it  in  this  last  mass 
of  plaster,  the  complete  casting  of  its 
lower  edge. 

All  this  is  much  more  quickly  executed 
than  described,  for  it  requires  just  the 
time  to  screw  home  two  screws  and  to 
wait  the  few  moments  necessary  for  a 
small  quantity  of  plaster,  mixed  with 
salt  or  alum,  to  become  sufficiently  hard. 

■Such  are  the  principal  and  different 
points  of  ithe  -operative  manual  to  which 
I  wish  to  call  your  attention. 

Before  concluding  I  wish  to  discuss, 
and  to  refute  before  you,  the  principal 
objections  that  have  been  raised  against 
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immediate  prosthesis.  These  are  prin- 
cipallj  two,  viz — first,  that  it  favors 
the  infection  of  the  wound;  second,  that 
later  on  it  becomes  the  cause  of  a  re- 
lapse. 

The  first  of  these  objections  was  made 
twelve  years  ago  by  Boennecker.*  "The 
piece  of  rubber,'^  says  the  German  author, 
"that  covers  the  soft  and  bony  sectioned 
parts  does  not  allow  a  free  discharge  of 
the  secretions,  and  one  cannot  be  sure 
of  the  asepsis  of  the  apparatus.  In  the 
prosthesis  of  Dr.  Martin  a  backward 
step  is  made  as  regards  the  treatment  of 
the  wound.  .  .  .  He  places  a  foreign 
body  which  promotes  retention,  and 
hence,  the  disinfection  of  the  mouth 
being  impossible,  it  is  a  serious  fault 
against  antisepsis." 

As  Claude  Martin  replied  long  ago, 
these  objections  are  entirely  theoretical, 
and  appear  to  be  puerile  to  those  who  see 
us  daily  practicing  our  method.  Let  us, 
however,  discuss  them  in  order  to  en- 
lighten the  members  of  the  congress  upon 
the  important  question. 

The  disinfection  of  the  buccal  cavity 
is  quite  possible,  and  even  quite  easy  to 
effect,  if  the  rules  we  have  laid  down  be 
carried  out.  The  question  of  the  antisep- 
sis of  the  mouth  after  operations  followed 
by  prosthesis  has  always  been  Claude 
Martin's  desideratum.  "It  is  for  this 
reason,"  he  writes,  "that  we  have  in  our 
prosthetic  pieces  hollowed  out  canals  of 
irrigation  opening  on  to  all  points  of  the 
cruentous  surface  and  through  which  it 
is  easy  to  make  antiseptic  washings." 
We  were  so  convinced  of  the  efficiency  of 
the  means  we  have  adopted  that  we 
did  not  hesitate  to  make  the  washings 


*  "Ueber  Unterkieferprothese,"  Verhand- 
hingen  der  Deutschen  Odontologischen  Gesell- 
schoft,  Berlin,  1892. 


ourselves  in  the  hospital  wards  when  the 
temperature  of  the  patients  rose,  to  prove 
that  with  a  little  care  a  complete  disin- 
fection could  be  effected  and  a  stop  put 
at  once  to  the  accidents  of  retention. 

Boennecker,  continuing  his  remarks, 
calls  attention  to  the  fact  that  we  men- 
tion in  our  observations  a  case  of  ery- 
sipelas and  another  case  in  which  there 
was  a  particular  fetidity  of  the  mouth. 

It  suffices  to  reply  that  the  complica- 
tions referred  to  by  Boennecker  took 
place  in  1878,  a  period  when  antisepsis 
was  in  quite  a  rudimentary  stage  and 
when  we  had  not  yet  made  use  of  our 
apparatus  fitted  with  irrigation  canals. 
We  think,  indeed  we  are  certain,  that  in 
taking  as  a  basis  our  practice  of  the  last 
twenty  years,  and  with  our  apparatus 
facilitating  the  washing  out  of  the  parts, 
every  infectious  accident  should  disap- 
pear, especially  if  care  be  taken  to  make, 
as  we  recommend,  irrigations  of  the  buc- 
cal cavity  under  high  pressure.  From 
this  point  of  view,  and  we  cannot  insist 
upon  it  too  strongly,  Esmarch  washings 
must  be  absolutely  given  up.  This  man- 
ner of  irrigation,  which  we  too  often  see 
employed  by  ill-trained  hospital  attend- 
ants, does  not  give  sufficient  pressure. 
Eguisier's  irrigator  must  infallibly  be 
used,  which  gives  a  pressure  of  7-|  meters. 
In  frequent  washings  under  high  pressure 
lies  the  whole  secret  of  success. 

We  now  come  to  the  question  of  a  re- 
lapse after  immediate  prosthesis. 

Immediate  prosthesis  has  often  been 
incriminated,  and  even  is  today  l)y  ^-ome 
surgeons,  as  inducing  a  relapse.  This 
opinion  is  based,  we  think,  much  less  on 
an  examination  of  facts  than  on  a  gener- 
ally admitted  idea  that  the  causes  of  me- 
chanical irritation  are  also  the  causes  of 
tumors.  This  idea  of  general  pathology 
is  correct,  but  in  the  particular  case  re- 
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f erred  to  an  ill-judged  application  of  it 
was  made.  In  fact,  the  prosthesis  ap- 
paratus, solidly  fastened,  cannot  be  com- 
pared to  a  mobile  foreign  body,  which 
by  its  frequent  change  of  place  is  neces- 
sarily a  cause  of  irritation.  Although 
the  fixing  arrangement,  described  above, 
has  only  been  presented  a  short  time, 
relatively,  my  father  nevertheless  had  al- 
ready made  use  of  it  for  a  considerable 
time  before,  and  I  hasten  to  describe  it 
to  you,  being  convinced  that  henceforth 
such  a  reproach  can  no  longer  be  laid  to 
the  charge  of  immediate  prosthesis. 

A  strict  examination  of  facts,  in  the 
numerous  observations  that  my  father 
possesses,  some  of  which  date  as  far  back 
as  twenty-five  years  (see  the  publication 
mentioned  above),  refute  entirely  such 
an  objection.  Moreover,  we  do  not  hesi- 
tate to  say  that  immediate  prosthesis 
offers,  on  the  contrary,  a  guarantee 
against  a  relapse.  In  fact,  the  prosthesis 
apparatus,  whatever  its  size  may  be,  is 
just  as  easy  to  fix ;  consequently  the  sur- 
geon, when  he  has  recourse  to  immediate 
prosthesis,  is  more  at  ease  in  making  a 
large  ablation  of  the  tumor,  which  indeed 
is  the  principal  guarantee  against  a  re- 
currence. 

Such,  gentlemen,  are  the  conclusions 
my  father  has  arrived  at  after  nearly 
thirty  years'  experience  with  immediate 
prosthesis.  This  method  has  always 
given  both  to  him  and  to  me  excellent 
results.  It  has  the  great  advantage  of  re- 
placing at  once  the  resected  bony  frag- 
ment by  an  apparatus  of  the  same  size 
and  form  and  capable  of  fulfilling  the 
functional  role  of  the  resected  part. 
Lastly,  it  does  not  expose  the  patient  to 
the  least  danger,  either  immediately  or 
later,  to  infection  or  relapse,  assuming 
that  the  rules  we  have  laid  down  be  car- 
ried out  and  that  even  the  slightest  de- 
tails be  carefullv  observed. 


Discussion. 

The  Chairman.  The  discussion  on 
Dr.  Martin's  most  instructive  and  inter- 
esting paper  will  be  opened  by  M.  Plat- 
schick. 

M.  Platschick.  We  are  happy  to  see 
that  Dr.  Francisque  Martin  has  advanced 
along  the  line  of  his  father's  work  on 
immediate  prosthesis  of  the  maxillae  and 
restorative  prosthesis. 

Dr.  Claude  Martin  was  the  first  to 
make  use  of  an  apparatus  of  the  "imme- 
diate prosthesis"  type.  Dr.  Francisque 
Martin  in  his  paper  today  says  particu- 
larly that,  contrary  to  the  affirmation  of 
surgeons,  the  late  results  of  this  pros- 
thetic procedure  are  most  brilliant  and 
successful. 

We  are  convinced  that  if  the  Amer- 
ican dentist  could  ally  himself  with  the 
surgeon,  as  does  Dr.  Martin  of  Lyons, 
he  would  obtain  equally  as  good  results. 
For  this  reason  we  hope  that  Dr.  Mar- 
tin's text-books  may  be  translated  into 
English,  as  they  have  been  into  German 
and  Italian. 

The  Chairman.  Though  the  hour  is 
late,  I  cannot  let  a  paper  of  such  propor- 
tions as  this  go  by  without  saying  a  word. 
I  am  familiar  with  the  work  of  Dr. 
Claude  Martin,  and  have  carefully  read 
the  exposition  of  that  work  as  presented 
in  his  book.  I  have  not  had  personal 
experience  with  the  apparatus  which 
he  has  designed,  but  upon  theoretical 
grounds  I  feel  satisfied  of  its  effective- 
ness, and  wish  to  compliment  him  most 
sincerely  upon  its  ingenuity.  If  we  may 
judge  from  the  photographs  of  cases  in 
which  portions  of  the  maxillae  have  been 
removed,  and  this  appliance  inserted, 
there  has  been  a  marvelous  preservation 
of  form. 

This  method  seems  to  me  to  be  the 
logical  means  of  preventing  the  deformity 
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which  follows  such  resections — the  de- 
formity resulting  from  the  falling  in  of 
the  soft  tissues  and  due  first  of  all  to  the 
fact  that  they  are  not  supported  by  a  bony 
skeleton,  and,  secondly,  to  cicatricial 
contraction. 

It  seems  a  rather  heroic  procedure  to 
put  into  a  freshly  made  wound  a  foreign 
body  of  any  sort,  and,  as  he  has  said,  it  is 
absolutely  necessary  that  it  be  so  con- 
structed that  a  state  of  asepsis  be  main- 
tained as  nearly  as  possible.  The  canals 
which  traverse  the  entire  appliance  per- 
mit an  effective  lavage  of  the  wound,  and 
an  antiseptic  wash  is  used  frequently,  I 
believe  as  often  as  every  two  hours.    The 


utilization  in  some  cases  of  the  perios- 
teum which  is  left,  as  the  basis  for  a 
socket  into  which  the  prosthetic  appli- 
ance fits,  is  an  extremely  valuable  addi- 
tion to  the  use  of  such  an  appliance.  I 
feel  that  in  this  contribution  of  Dr. 
Claude  Martin,  and  in  this  exposition  of 
it  by  his  son,  we  are  given  a  very  valuable 
means  for  the  preservation  of  the  form  of 
the  face  after  resection  of  the  jaw. 

A  paper  by  Dr.  Rudolph  Weiser, 
Vienna,  Austria,  entitled  "Some  Cases 
Illustrating  the  Present  Development  of 
Conservative  Dentistry  and  Dental  Pros- 
thesis," was  read  by  title.   It  here  follows : 


Some  Cases  Illustrating  the  Present  Development  of 
Conservative  Dentistry  and  Dental  Prosthesis. 

By  RUDOLPH  WEISER,  M.D.,  Vienna,  Austria. 


I  SPIOULD  like  to  describe  a  few  cases 
out  of  my  practice,  intended  to  show 
the  great  success  that  modern  dentistry 
has  attained  in  replacing  lost  parts  of 
teeth,  rows  of  teeth,  and  even  the  alveolar 
processes,  and  in  utilizing  curable  teeth 
or  parts  of  teeth  to  serve  as  abutments  for 
dental  and  oral  prosthetic  appliances. 

First,  I  will  describe  a  bridge  re- 
placing fourteen  teeth  of  the  upper  jaw. 
I  have  cho'sen  this  particular  case  out 
of  my  rich  collection  of  bridge  speci- 
mens not  because  of  the  size  of  the 
bridge,  for — like  very  many  other  prac- 
titioners— I  possess  a  large  number  of 
examples  of  such  prosthetic  pieces.  Re- 
markable circumstances  about  this  case 
were  the  conditions  which  led  me  to  con- 
struct a  bridge  for  a  patient  of  about 
sixty-five  years  of  age. 


The  patient  (Dr.  C.  K.)  had  worn  for 
years  an  upper  and  a  lower  plate  repla- 
cing the  premolars  and  molars,  but  in 
spite  of  this  his  front  teeth  become  more 
and  more  worn,  and  the  original  normal 
position  of  the  lower  jaw  changed  into  a 
progenetic  one  (Fig.  1).  On  account  of 
this  deformity  which  interfered  with 
mastication  the  replacement  of  the  teeth 
became  more  difficult  with  every  new 
plate. 

Perhaps  a  bridge  is  not  exactly  the 
appliance  indicated  in  the  case  of  a  pa- 
tient in  the  sixties  accustomed  to  the  use 
of  plate,  and  although  in  this  case  the 
patient  seemed  quite  satisfied  with  the 
plate  I  nevertheless  decided  to  make  one. 
The  upper  right  and  left  third  molars 
were  treated  for  pulpitis  gangraenosa; 
the   upper   right   and   left   centrals   and 
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canines  eroded  to  a  great  degree,  but 
were  free  from  pyorrhea  alveolaris  and 
the  pulps  of  them  were  largely  calcified. 
These  were  devitalized  and  the  bridge 
made  to  rest  on  these  six  supports* ;  the 

Fig.  1. 


a  molar  or  premolar  extracted  for  the 
purpose.  The  patient  had  already  lost 
before  my  treatment  all  the  molars  and 
the  second  premolars.  As  the  axes  of  the 
cylindrical  operative  wounds  were  not 
parallel,  but  formed  an  angle  to  each 
other  of  about  30°   (Fig.  5)   it  was  not 


Fig.  3. 


front  teeth  projected  sufficiently  beyond 
the  lower  incisors  to  enable  me  to  coun- 
teract effectively  the  malocclusion  men- 
tioned above.      (Figs.  2,  3,  and  4.) 
Secondly,  I  should  like  to  describe  a 

Fig.  2. 


case  in  which  both  the  antra  had  been 
opened  many  years  ago  according  to 
Cooper's  method,  through  the  alveolus  of 


possible  to  fasten  both  pins  to  the  palate 
piece  of  a  single  plate,  because  the  plate 
could  not  have  been  introduced.  I 
therefore  divided  the  plate  into  two  un- 


FiG.  4. 


*  The  bridge  is  detachable  for  the  dentist. 


equal  parts,  each  with  a  pin.  (Figs.  6 
and  7.)  The  plates  partly  covered  each 
other  (Figs.  8  and  9)  and  when  placed 
in  their  right  position  they  fit  upon  each 
other  and  rest  immovably.  This  is 
brought  about  first  by  the  non-parallel 
pins  acting  as  a  suspending  apparatus, 
secondly   through   a   four-cornered   pro- 
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jcctiiig  gui(l(i  (jii  tlu'  palate  plate  (  Ki;^'. 
8,  g)  which  fits  into  a  corresponding 
sheath  on  the  palatal  side  of  the  plate 
(Fig.  9,  s)  and  thirdly  by  two  clamps  at- 
tached to  the  premolars  (Fig.  5) ;  one 
of  these  proceeds  from  the  plate  on  the 
palate  side,  the  other  from  the  plate  on 
the  tongue  side. 


(Fig.  9;  with  large  gold  fillings  had  been 
split  deep  into  the  root  during  mastica- 
tion; of  the  left  lateral  incisor  only  a  root 
overgrown  with  granulating  gum  was  left. 
The  left  central  had  extensive  metallic 
fillings.  As  both  the  last  mentioned 
teeth  also  gave  the  patient  much  trouble 
from  chronic  alveolar  abscesses,  with  fre- 


FiG.  5. 


Fig.  G. 


Fig.  7. 


Fig.  8. 


Fig.  9 


The  same  case,  a  very  hale  old  lady  of 
sixty,  offers  further  details  which  show 
what  progress  dentistry  has  made  in  mak- 
ing use  of  teeth  apparently  fit  for  the 
forceps.  Of  the  six  incisors  it  was  only 
possible  to  preserve  the  crowns  of  the 
canines  by  means  of  gold  and  porcelain 
fillings;  the  other  four  were  very  much 
affected,  partly  by  caries  and  partly  by 
erosion  and  abrasion.  The  very  defective 
root  of  the  right  lateral  incisor  showed 
fFig.  9)  penetrating  caries  with  conse- 
<^jiiorit  pulpitis;  tlie  riglit  central  incisor 


quent  acute  recurrences,  the  apices  of  the 
roots  were  resected. 

As  it  was  a  case  of  the  front  teeth  of 
a  lady,  and  as  pyorrhea  alveolaris  was  not 
present,  and  the  line  of  the  gums  there- 
fore a  normal  one,  visible  on  speaking 
and  laughing,  I  concluded  that  crowning 
was  indicated  and  not  extraction.  The 
uncertainty  of  a  permanent  success,  how- 
ever, in  view  of  the  split  right  central 
and  the  great  destruction  of  the  left  lat- 
eral incisor  root  decided  me  to  construct 
a  bridge.     This  em]:)raced  with  root-caps 
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the  roots  of  the  right  lateral  incisor  and 
the  left  central,  of  which  I  had  removed 
the  crowns  for  the  purpose,  as  well  as  the 
roots  of  the  split  right  central,  and  sent  a 
projection  without  a  cap  into  the  root  of 
the  left  lateral. 

In   the  mandible  the   right   premolar 
was  replaced  by  a  crown,  which  was  em- 


In  order  to  carry  this  out  successfully, 
crowns  and  bridges  are  very  often  neces- 
sary in  view  of  the  wretched  condition 
of  the  teeth  of  most  persons  affected  with 
cleft  palates.  The  same  is  true  of  the 
non-operable  cases,  in  which  the  obtu- 
rator is  much  more  extensive  and  is  in- 
tended to  be  worn  for  life. 


Fig.  10. 


Fig.   11. 


Fig.  12. 


Fig.   13. 


braced  by  the  clamp  of  a  plate  replacing 
the  lost  teeth  (Figs.  10  and  11). 

Cases  like  the  last  described  form  a 
transition  from  specifically  dental  to  sur- 
gical prosthesis,  or  rather  a  combination 
of  both. 

To  this  group  the  treatment  of  cleft 
palates  quite  commonly  belongs.  With 
the  exception  of  those  cases  operated  in 
early  childhood,  they  are  as  a  rule  sent 
to  the  dentist  to  have  an  obturator  fas- 
tened to  the  teeth  to  assist  in  speech. 


My  case  (D.  F.)  forms  a  classical  ex- 
ample of  this  kind.  It  is  a  case  of  cleft 
palate  (uranocoloboma  posticum  medi- 
ale)  extending  to  the  middle  of  the  hard 
palate.  The  lower  dental  arch  which 
runs  into  an  irregular  W-shaped  line  is, 
when  the  mouth  is  shut,  forced  into  the 
wide  and  almost  semicircular  dental  arch 
of  the  maxilla  like  a  wedge,  so  the  latter 
has  in  the  course  of  years  been  enor- 
mously enlarged.     (Figs.  12  and  13.) 

As  regards  the  occlusion  T  found  the 
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following  conditions  present  before  treat- 
ment. The  premolar  and  molar  teeth 
of  the  maxilla  had  ground  with  their 
lingual  surface  the  buccal  side  of  the  op- 
posed teeth  to  such  a  degree,  that  not 
only  the  muco-periosteum  of  the  alveolar 
process  had  disappeared,  but  in   conse- 


gum  had  receded  almost  to  the  end  of  the 
roots  (Fig.  13). 

The  unfortunate  patient  was  in  other 
respects  a  completely  healthy,  good-look- 
ing, strong,  and  intelligent  girl ;  and  in 
order  to  save  her  from  the  imminent  dan- 
ger of  all  her  lower  teeth  falling  out  so 


Fig.  14. 


Fig.  15. 


'^~4y\L^- 


With  half-(jiieiied  iiicjuth. 


With  half-oijened  mouth. 


Fig.  16 


quence  of  the  resorption  of  the  alveolus 
the  roots  of  almost  all  the  molars  of  the 
mandible  were  exposed  (Figs.  14  and 
15).  The  only  lower  teeth  which  oc- 
cluded normally  were  the  right  first  and 
second  premolars.  Only  the  gum  and  the 
alveolus  of  the  lower  canine  (Fig.  16) 
failed  to  show  symptoms  of  resorption 
(Fig.  13).  The  four  lower  incisors,  on 
the  other  hand,  appeared  to  be  pressed 
upward  in  the  shape  of  a  fan,  and  the 


that  a  plate  could  not  then  be  fitted  in 
consequence  of  the  abnormal  character  of 
the  occlusion,  no  course  remained  but  to 
extract  all  the  exposed  teeth  and  then  to 
construct  a  bridge  which  would  articulate 
normally  with  the  expanded  maxilla.  For 
this  bridge  the  roots  of  the  lower  canines 
and  the  third  molars,  which  had  been 
freed  from  the  gums  by  an  operation  and 
were  still  impacted,  had  to  serve  as  sup- 
ports.    Their  pulps  were  removed  and 
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their  crowns  cut  down,  to  raise  the  bite, 
so  that  only  their  tilled  roots  could  be 
used  as  supports    (Figs.   17,   18,  19). 

The  second  stage  of  the  treatment  con- 
sisted in  the  construction  of  an  obturator 


fitted  with  suitably  shaped  gold  crowns. 
The  patient  can  now  masticate  without 
trouble,  and  has  learned  to  speak  quite 
intelligibly  after  several  months'  instruc- 
tion. 


Fig.  17. 


Fig.  is. 


Fig.  19. 


Fig.  20. 


Fig.  21. 


x  Va   > 


\ 


V/V..'V  J 


of  gold,  which  was  fastened  by  a  gold 
plate  to  the  right  and  left  upper  first 
molars.  But  in  order  to  prepare  these  teeth 
for  this  purpose  and  to  protect  them  for 
the  future  against  wear  and  caries,  they 
were  ground  to  a  cylindrical  shape  and 


In  a  second  case  of  uranocoloboma 
posticum  mediale,  in  which  the  teeth  of 
the  maxilla  had  already  been  partly  lost 
and  partly  much  damaged  by  caries 
(Figs.  20  and  21),  a  bridge  was  made  for 
the  riofht  side  and  an  artificial  crown  for 
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the  left  (Fig.  23),  in  order  to  give  a  firm 
hold  to  the  palate-plate  which  carried  the 
obturator  (Fig.  23).  The  vulcanite  plate 
was  on  the  right  side  allowed  to  project 
into  the  so-called  self-cleaning  space  of 


mediately  after  the  operation.  In  a 
great  number  of  cases,  models  for  the 
construction  of  splints,  immediate  and 
temporary  appliances  could  be  prepared 
from  impressions  taken  before  the  opera- 


FiG.  24. 


Fig.  23. 


the  bridge,  and  on  the  left  was  fastened 
by  a  clamp  to  the  artificial  crown  on  the 
second  premolar  root  (Fig.  24). 

Finally,  I  would  like  to  point  out  how 
important  it  would  be  for  the  success  of 
prosthesis  if  the  dentist  were  consulted 
by  the  surgeon  before,  during,  and  im- 


tion.  Whereas  after  the  sewing  up  of 
the  wound  and  bandaging,  and  especially 
after  the  scar  has  begun  to  shrink,  the 
preparation  of  models  from  which  any 
eood  work  can  be  done  is  made  more  dif- 
ficult  if  not  quite  impossible. 

A    dentist    present    at   the    operation 
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could  decide  whether  certain  teeth  should 
be  saved  in  order  to  use  them  as  supports 

Fig.  25. 


^: 


for  future  appliances  or  whether  they 
should  be  extracted.  I  will  only  mention 
one  out  of  various  examples,  which  forms 
a  striking  proof  in  support  of  this  plea. 

In  the  case  of  a  high  naval  officer  a 
partial  resection  of  the  lower  right  alveo- 
lar process  and  an  extensive  plastic  oper- 
ation of  the  mucous  membrane  was  per- 
formed by  Professor  Eiselsberg  on  ac- 
count of  a  malignant  tumor  which,  origi- 
nating from  the  mucous  membrane  of  the 
right  cheek,  had  attacked  the  mandible. 
The  taking  of  an  impression  and  the  con- 
struction of  a  plate  was  only  begun  many 
weeks  after  the  opening  of  the  mouth  had 
been  already  much  contracted  owing  to 
the  shrinking  of  the  soar,  and  so  it  was 
only  possible  with  great  difficulty  to  ob- 
tain models  that  could  be  used. 

The  maxilla  was  toothless  and  the  mu- 
cous membrane  tightly  stretched  ex- 
tended to  the  cheek  in  the  neighborhood 
of  the  right  alveolar  process,  and  from 
this  to  the  floor  of  the  mouth,  bridging 
over  the  upper  surface  of  the  mandible 
which  had  here  lost  its  alveolar  process. 
The  vestibulum  oris  and  the  alveolar  pro- 
cess were  thus  completely  on  the  same 
level  on  the  right  side. 

The  construction  of  a  plate  to  replace 
the  lower  left  premolars  and  molars  pre- 


sented no  serious  difficulties,  since  it 
could  be  fastened  on  to  the  six  lower  in- 
cisors which  were  available  (Fig..  35). 

But  since  all  the  teeth  of  the  maxilla 
'were  wanting  any  dentist  can  estimate 
how  difficult  it  would  have  been  under 
the  circumstances  described  to  insert  an 
upper  plate.  In  the  course  of  a  close  ex- 
amination I  discovered  under  a  granulat- 
ing spot  of  the  mucous  membrane  a  root 
corresponding  to  the  upper  right  canine. 
I  was  on  the  point  of  removing  this 
root  in  accordance  with  the  rule  to  ex- 
tract all  roots  before  constructing  a  plate, 
when  it  suddenly  occurred  to  me  to  lay 
this  root  bare  from  the  covering  mucous 
membrane  and  to  examine  it  more  closely. 
I  then  found  to  my  surprise  and  joy  that 
the  root  was  well  developed,  strong,  and 
firm,  and  curiously  enough  was  filled 
with  a  bleeding  and  very  sensitive  tissue 

Fig.  26. 


(living  pulp?).  The  conservative  treat- 
ment was  successful  and  this  root  has 
now  served  for  years  as  the  point  of  at- 
tachment of  a  plate  replacing  the  left 
premolar  and  molar  teeth  (Fig.  26). 
The   patient,   who  looked  very  much 
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run  down  before  and  immediately  after 
tlie  operation,  today  enjoys  excellent 
health  and  has  gained  weight  in  a  sur- 
prising manner,  a  thing  which  would 
certainly  not  have  come  to  pass  if  he  had 
not  possessed  a  good  masticatory  appa- 
ratus. Thus  the  preservation  of  a  single 
root  may  under  some  circumstances  be 
the  cause  of  a  considerable  prolongation 
of  life. 

Dentistry  is  the  daughter  of  surgery; 
it  has  developed  and  is  built  upon  the 
doctrines    of    the    mother    science,    and 


gratefully  devotes  its  services  to  the  lat- 
ter, and  in  tlie  moment  of  its  highest  con- 
secration, when  it  performs  its  most  dif- 
ficult exploits,  becomes  again  a  part  of 
the  widely  ramifying  composite  subject 
general  surgery. 


A  paper  in  the  German  language,  pre- 
sented by  Dr.  Ludwig  Warnekros,  Ber- 
lin, Germany,  on  the  subject  of  "Obtu- 
rators," was  read  by  title. 

The  paper  here  follows: 


Obturatoren. 


Von  Prof.  Dr.  Med.  LUDWIG  WARNEKROS,  Berlin,  Germany. 


Bex  den  Spaltbildungen,  mogen  sich 
dieselben  nur  auf  den  harten  oder 
weichen  Gaumen  erstrecken  oder  auf 
beide,  indem  sie  den  harten  Gaumen  bis 
zum  for.  incisinum  vollstandig-entweder 
einseitig  oder  doppelseitig-spalten,  so 
sind  mit  den  verschiedensten  Hilfsmit- 
teln  gute  Erfolge  erzielt  worden. 

Einerseits  sind  geniigend  Falle  beo- 
bachtet  wo  nur  durch  operation,  durch 
Staphyloraphie  und  Uranoplastik  sowohl 
ein  Kosmetischer,  sowie  auch  ein  voll- 
standiger  Spracherfolg,  selbst  bei  ausge- 
dehntester  Spaltbildung  ereicht  wurde, 
so  dass  nur  noch  Stelkmgsanomalien  ein- 
zelner  Zahne  oder  die  haufig  stark  ausge- 
bildete  Progenie  noch  einer  Nachbehand- 
lung  durch  Prothese  bedurfte. 

Andererseits  sind  viele  Operationen, 
vervollstandigt  durch  nachtraglicher  an- 
fertigung  eines  Schiltskyschen  Obtura- 
tors, und  endlich  sind  nach  ganzlich  miss- 
lungener  Operation  oder  bei  Operations- 
scheuen  Patienten  die  besten  Erfolore  nur 


durch  einen  Obturator  allein  erzielt  wor- 
den. 

Auch  was  die  Obturatoren  selbst  be- 
trifft,  kann  der  iSTachweiss  gefiihrt  wer- 
den,  dass  nicht  etwa  nur  nach  einem  be- 
stimmten  System  angefertigte  Obturato- 
ren einen  Erfolg  sicher  stellen,  sondern 
die  gebriiuchlichsten  arten  derselben  sind 
alle  erfolgreich  zur  Anwendung  gekom- 
men. 

Anders  gestaltet  sich  die  Sache,  wenn 
wir  zu  entscheiden  haben,  welcher  Ob- 
turator die  meisten  Vorziige  besitzt  .und 
gegebenen  Falles  zur  Anfertigung  zu  em- 
pfehlen  ist.  Als  Nachteil  der  Suersen- 
schen  Obturator  ist  stets  mit  Eecht  die 
Grosse  und  der  Umfang  desselben  ange- 
fiihrt  worden. 

Ich  habe  schon  friiher  angegeben,  dass 
es  nicht  notig  ist,  die  Verschlussplatte  so 
gross  zu  formen,  wie  Snersen  es  gethan 
hat,  dass  viehlmehr-wie  an  den  Modellen 
ersichtlich-ein  kleiner  Obturator  in  den 
Fallen,  wo  der  gespaltene  weiche  Gaumen 
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noch  vorhanden  ist  und  jederseits  bei 
dem  Verschluss  des  ISTasenrachenraums 
als  Verschluss  zwischen  cavum  nasale  und 
c.  ovale  mitwirken  kann,  dieselben  Er- 
folge  erzielt,  und  dass  in  den  Fallen,  wo 
nach  der  Operation  das  Material  zum 
voUigen  Verschluss  nicht  ausreicht,  nur 
ein  kleiner  Pflock  notig  ist,um  die  Stark- 
ung  des  Musculus  Constrictor  pharyn- 
geus  superior  geniigend  zu  bewirken  dass 
derselbe  die  Funktion  des  weichen  Gau- 
mens  mit  deni  Zopfchen  tadellos  iiber- 
nimt. 

Zur  Anf ertigung  eines  Gaumen-Rachen 
Obturator  ist  nicht  ein  Abdruck  des  gan- 
zen  Defekts  notig,  sondern  es  geniigt  ein 
Abdruck,  der  es  gestattet  die  Gaumen- 
platte  anzufertigen.  Ich  verschliesse  ge- 
wohnlich  beim  Abdrucknehmen  den  De- 
fekt  mit  einem  Watepflock. 

Tiber  die  Herstellung  will  ich  mich 
kurz  aussern.  Ich  verfahre  in  folgender 
weise:  nach  Anf  ertigung  der  Gaumen- 
platt,  die  mit  einem  in  der  Spalt  hinein- 
ragenden  durch  Metalleinlage  yerstarck- 
ten  Fortsatz  versehen  ist,  wird  dieser  an- 
geramt  und  an  denselben  bis  zur  Fliissig- 
keit  erwarmte  schwarze  Guttaperchemasse 
angeschmolzen. 

Wenn  die  ersten  Lagen  der  Guttaperche- 
masse amnachsten  Tage  odersoforit  durch 
Einlargerung  in  Kochsalz  mit  Eispack- 
ung  erkaltet  sind,  werden  neue  Gutta- 
perchemassen  aufgetragen,  und  der  Pa- 
tient gebeten  Sprachiibungen  zu  machen. 
In  dieser  Weise  wird  der  Verschluss  des 
Spaltes  etappenweise  in  8-14  Tagen  zu 
erreichen  versucht. 

Die  Guttaperchemasse  darf  aber  nur  in 
so  geringer  Menge  an  dem  Fortsatze  an- 
getragen  werden,  dass  die  seitlichen  Helf- 
ten  des  gespaltenen  Gaumens  nicht  ge- 
spert  werden,  sondern  dass  nur,  wenn  der 
tensor  und  levator  veli  palatii  beim 
Schlucken  und  Sprechen  den  gespaltenen 


Gaumen  heben,  ein  Kontakt  niit  der 
Guttaperche  erreicht  wird. 

Fiir  die  Formung  der  hinteren  Rachen- 
wand  ist  es  allerdings  notwendig  dass  wir 
uns  die  Abdriicke  der  Tubenwiilsten  ver- 
schaffen.  Diese  geben  dem  Guttaperche- 
kloss  den  Halt  welche  notwendig  ist,  um 
durch  sorgfaltige  auftragen  der  Gutta- 
perche die  Eindriicke  des  m.  constrictor 
pharyngeus  superior  zu  erlangen.  Diese 
letztere  stellt  sich  bei  Patienten,  die  noch 
nie  einen  Obturator  getragen  haben,  meist 
nicht  in  der  Form  eines  Querwulstes  wie 
es  gewohnlich  beschrieben  wird,  sondern 
als  zwei  hinter  den  Tubenwiilsten  begin- 
nende  schrag  nach  unten  convergirende 
Muskelziige  dar,  die  sich  an  der  Raphe 
im  ispitzen  Winkel  treffen  und  bei  deren 
Contraktion  nicht  selten  die  bindegwe- 
bige  Raphe  knopfartig  hervorspringt. 

Sind  alle  beschriebenen  Partieen  an 
dem  Guttaperchekloss  deutlich  abge- 
driickt  so  lasse  ich  den  Patienten  densel- 
ben noch  mehrere  Tage  bei  taglicher  Re- 
vision tragen,  wo  bei  ich  mich  durch  mul- 
denformiges  Aushohlen  an  der  oberen 
und  unteren  Seite  bemiihe  der  Prosthese 
eine  moglichst  kleine  Form  zu  geben 
und  dadurch  dieselbe  den  Patienten  mo- 
glichst angenehm  zu  machen. 

Durch  die  obere  Mulde  wird  dem 
Rachenschleim  ein  bequemer  Abfluss  ge- 
schaffen.  Die  Schluckbewegungen  diir- 
fen  in  keiner  Weisse  behindert  sein,  und 
die  Respiration  bei  geschlossenem  Munde 
durch  die  N"ase  muss  ohne  Anstrengung 
vor  sich  geben  konnen. 

Zum  Schluss  entferne  ich  mit  einem 
heissen  messer  die  Eindriicke  der  Tuben- 
wiilste  die  jetz  keinen  Zweck  mehr  haben 
und  ersetze  die  Guttaperche  durch  Kauts- 
chuck,  wo  bei  es  bei  der  Kleinheit  des 
Obturator,  nicht  notig  ist  den  Kloss  hohe 
zu  stopfen. 

Es  bieten  audi  diese  Obturatoren  die 
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iiiciston  fortziioe  hin.siehtlieli  der  Sauber- 
keit  imd  lialtbarkeit,  was  ich  gegeniiber 
dem  Obturator  aus  weich  bleibendem 
Kautsehuck  besonders  hervorheben  will. 

Mit  recht  ist  der  Schiltskysche  Ob- 
turator naeh  ausgefiihrter  Uranoplastik 
und  Staphyloraphie  als  eine  bedeutende 
Errungenschaft  der  Zahnheilkunde  hin- 
gestellt  worden;  und  doch  machte  sich 
ein  Mangel  bemerkbar. 

Da  namlich  der  elastiehe  Ballon  wel- 
cher  mit  einem  Spiralfeder  verbunden 
ist  und  den  Nasen-Rachen-Raum  ausf iillt, 
sich  leicht  zersetzt,  und  der  Patient  bei 
der  Eeinigung  auch  eine  Beschadigung 
fiirchtet,  so  wird  derselbe  einerseits  sel- 
ten  geniigend  gereinigt  und  andererseits 
auch  noch  getragen,  wenn  in  dem  Ballon 
durch  die  Eisse  die  bald  in  demselben 
entstehen,  sich  Zersetzungprodukte  an- 
gesammelt  haben.  Diese  Unsauberkeit 
welehe  mit  dem  material  verbunden 
ist,  habe  ich  dadurch  zu  verhliten 
gewusst,  dass  ich  statt  des  elastichen 
Ballons  eine  Platte  aus  hartem  Kaouts- 
chouck  an  der  Spiralfeder  befestigte. 
Dieselbe  wurde  in  der  Weise  geformt, 
dass  an  der  Spiralfeder  schwarze  Gutta- 
perche  solange  aufgetragen  wurd,  bis  die 
Eindriicke  des  m.  const,  phar.  sup.  deut- 
lich  erkennbar  waren.  Es  wurde  durch 
den  so  hergestellten  obturator  eine 
gleiche  Starkung  der  Musculatur  wie 
durch  den  Schiltskyschen  erreicht,  so 
dass  er  in  manchen  Fallen  nach  ein- 
iger  Zeit  liberhaupt  entbehrt  werden 
konnte.  In  anderen  Fallen,  wo  er 
dauernd  getragen  wurde,  bot  er  den 
Vorteil  der  Sauberkeit  und  leichteren 
Eeinigung. 

Derselbe  Nachteil,  nur  in  grosserem 
Masse,  macht  sich  geltend  wenn  ein 
Schiltskyscher  Obturator  o-etragen  wird, 
ohne  dass  die  Staphyloraphie  und  Uran- 


oplastik ausgefiihrt  worden  sind.  Der 
grosse  elastische  Ballon  bedarf  haufig  eine 
Erneuerung  die  der  Patient,  zumal  wenn 
er  keinen  Zahnarzt  am  Orte  hat,  nicht 
immer  selbst  auszufiihren  im  Stande  ist. 
Auch  hier  lasst  er  es  bei  kleinen  Beschadi- 
gungen  des  Obturators,  aus  Furcht,  den 
Schaden  zu  vergrosseren  an  der  notigen 
Eeinigung  fehlen,  ohne  zu  bedenken  dass 
derselbe  in  diesem  Zustand  grosse  Gefah- 
ren  fiir  die  Gesundheit  in  sich  birgt! 
Auch  bei  erworbenen  Defekten  wurden 
deshalb  die  Obturatoren  stets  aus  hartem 
Kautsehuck  angefertigt. 

Die  tjberbriickung  des  weichen  Gau- 
mens  wurde  von  mir  nicht  durch  die 
Schiltskysche  Feder,  sondern  durch  einen 
unbeweglichen  halbrunden  Goldstreifen 
bewerckstelligt.  Hierbei  ist  aber  darauf 
zu  achten  dass  dieselbe  in  solcher  Entfer- 
nung  vom  weichen  Gaumen  angebracht 
wird,  dass  Letzterer,  wenn  er  sich  beim 
Sprechen  und  Schlucken  bewegt,  keine 
Verletzugen  erleidet. 

Die  meisten  erworbenen  Defekte  sind 
auf  Syphilis  des  Nasenrachenraums  zu- 
riick  zu  fiihren  und  zeigen  die  grosste 
Mannigfaltigkeit.  Besteht  die  Perfora- 
tion nur  im  harten  Gaumen,  so  geniigt 
eine  einfache  Gaumenplatte  wie  sie  beim 
Zahnersatz  verwendet  wird;  ist  aber  ein 
Defekt  des  weichen  oder  des  weichen  und 
harten  Gaumens  eingetreten,  so  muss  in 
der  vorher  geschilderten  Weise  ein  Obtu- 
rator aus  hartem  Kautschuk  angefertigt 
werden. 

Ganz  unerquiklich  werden  die  Zu- 
stande  wenn  bei  Syphilis  des  ISTasen  rach- 
enraums  nicht  nur  eine  Perforation  son- 
dern auch  eine  Yerwachsung  des  weichen 
Gaumens  mit  der  hinteren  Eachenwand 
eingetreten  ist ;  aber  gerade  hier  hotf e  ich 
dass  die  Erfolge,  die  ich  mit  den  kleinen 
Obturatoren  erzielt  habe,  ein  Zusammen- 
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arbeiten  der  Laryngologen  mit  den  Zahn- 
arzten  herbeizufiihren  im  Stande  sind; 
denn  der  Operateur  braucht  sich  nun 
nicht  mehr  zu  fiirehten  die  Sprache  des 
Patienten  zu  verschlechtern,  wenn  er  den 
Defekt  durch  Losen  des  angewachssenen 
Teiles  vergrossert  und  uns  den  Patienten 


zur  Anfertigung  eines  Obturators  iiber- 
weist. 

There  being  no  other  business  before 
the  session,  Dr.  Turner,  the  chairman, 
declared  Section  VIII  adjourned  sine 
die. 


Some  Interesting  Exhibits:  Gold  Medal  Awards^ 


Archaeological  Exhibit. 

ANCIENT    AND    MODERN    DENTAL    INSTRU- 
MENTS  AND   APPLIANCES. 

An  interesting  archseologieal  collec- 
tion, prepared  under  the  auspices  of  the 
Ecole  Dentaire  de  Paris,  was  exhibited 
in  Sections  XIX  and  XX  in  the  Palace 
of  Liberal  Arts. 

The  first  prize  of  a  gold  medal  offered 
by  the  Committee  of  Organization  for 
the  best  and  most  instructive  array 
of  ancient  and  modern  dental  instru- 
ments and  appliances  was  awarded  to 
the  custodian  of  the  exhibit,  Dr.  Emile 
Sauvez^  delegate  of  the  French  Govern- 
ment. 


Prosthetic  Pieces. 

Dr.  ViNCENZo  GuERiNi^  Naples,  Italy, 
presented  a  great  many  prosthetic  pieces 
in  different  systems  and  materials  (vul- 
canite, celluloid,  gold,  platinum,  alumi- 
num— ^^the  last  with  and  without  solder- 
ing). Among  the  many  bridges  (remov- 
able and  immovable)  in  gold,  platinum, 
and  porcelain,  was  especially  noticeable 
a  full  bridge,  upper  and  lower,  in  which 
all  of  the  twenty-eight  teeth  were  made 
in  gold,  with  quite  perfect  anatomical 
forms.  He  presented  also  specimens  of 
his  system  of  palatal  prosthesis. 

Dr.  Guerini  was  also  awarded  a  gold 
medal  for  his  exhibit. 
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SECTION  IX: 

Education^  Nomenclature^  Literature^ 
and  History* 


Chairman — Truman  W.  Brophy,  Chicago,  111. 
Secretary — Wixtiirop  Girling,  Chicago,  111. 


FIRST  DAY— Monday,  August  29th. 


The  section  was  called  to  order  at  3 
P.M.,  by  the  chairman,  Dr.  Truman  W. 
Brophy  of  Chicago,  111. 

On  motion,  the  paper  by  Dr.  George 
ViAU  of  Paris,  France,  entitled  "A 
propos  of  a  Portrait  of  Pierre  Fauchard," 
was  directed  to  be  presented  for  reading 


at  a  general  session  of  the  congress. 
[For  this  paper,  with  the  discussion 
thereon,  see  report  of  the  second  general 
session,  in  Vol.  I  of  Transactions,  pp. 
31-38.] 

On  motion,  the  session  adjourned  to 
meet  on  the  following  afternoon. 


SECOND  DAY— Tuesday,  August  30th. 


The  section  was  called  to  order  at  3 
P.M.,  by  the  chairman.  Dr.  Truman  W. 
Bkophy,  who  then  read  his  address,  as 
follows : 

Chairman's  Address. 

Setting  aside  the  fact  that  I  may  be 
charged  with  a  misconception  of  the 
duties  of  chairman  of  a  section  in  an  in- 
ternational congress  when  I  treat  of  the 


subject  that  I  am  about  to  discuss — a 
subject  of  interest  to  Americans  chiefly 
— ^yet,  in  view  of  the  fact  that  I  have 
already  presented  addresses  on  dental 
education  from  the  international  point 
of  view  in  foreign  lands  during  the  past 
five  years,  may  I  not  here  and  now  talk 
on  a  topic  which  occupies  our  thought  in 
America?  Therefore,  inasmuch  as  the 
subject  (in  which  I  have  concerned  my- 
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self  not  a  little)  is  of  vital  importance 
to  our  profession,  our  colleges,  and  our 
student  body,  I  venture  to  present  this 
topic  that  is  engrossing  us  now. 

The  problem  before  us  is  the  elevation 
of  the  standard  of  preparation  of  a  den- 
tal student. 

Briefly  stated,  I  am  going  to  consider 
informally  (1)  The  prerequisites  of  the 
student^s  education;  (2)  the  time  element 
in  his  professional  work;  (3)  how  to 
assist  the  student  to  accomplish  his  aims. 

No  matter  what  subject  you  may  name, 
whether  you  refer  to  character,  archi- 
tecture, road  construction,  national  or 
international  laws,  educational  standards, 
educational  institutions,  all  must  be 
built,  if  we  would  have  them  endure, 
on  deep,  broad,  and  well-laid  foundations. 

Our  section  stands  out  conspicuously 
as  the  most  important  section  of  this 
great  congress.  Education  and  educa- 
tional methods  are  now  and  ever  will  be 
the  themes  which  claim  the  thoughts  of 
our  distinguished  men,  and  elicit  their 
best  efforts  from  pen  and  rostrum. 

A  thorough  education  is  the  founda- 
tion upon  which  a  professional  man  must 
rely  if  he  would  attain  a  high  degree  of 
success  as  a  practitioner. 

Men  who  have  not  thought  deeply  on 
the  subject  of  dental  education,  particu- 
larly on  the  preparation  most  essential 
to  equip  students  for  matriculation  in 
dental  colleges,  insist  on  certain  stand- 
ards of  high-school  and  college  work,  in 
the  belief,  no  doubt,  that  such  standards 
are  ideal  ones;  but  while  such  prepara- 
tory training  is  quite  sufficient  for  en- 
trance upon  the  study  of  law,  theology,  or 
medicine,  such  instruction,  followed  by 
the  conferring  of  the  degree  of  A.B.  and 
all  that  the  degree  implies,  cannot,  as 
taught  in  most  of  the  schools  and  col- 
leges, properly  prepare  a  student  for  en- 


trance upon  the  study  of  dentistry;  nor 
can  such  preparation  in  the  highest  de- 
gree prepare  a  student  for  the  study  and 
practice  of  surgery  in  any  of  its  branches. 

We  are  all  of  us  agreed  that  a  thor- 
ough education  is  essential  as  a  founda- 
tion for  entrance  into  a  professional 
school,  but  when  we  ask  ourselves  the 
question.  To  what  use  are  we  to  put  this 
education  ?  then  we  are  brought  to  realize 
what  kind  of  a  preparatory  equipment  a 
student  needs  to  enable  him  to  make  the 
best  and  most  satisfactory  progress  as 
a  dental  student. 

In  the  advanced  high-school  and  col- 
lege courses,  too  little  attention  is  paid 
to  the  subjects  of  physics  and  manual 
training.  No  matter  how  far  a  student 
may  be  advanced  in  his  college  course, 
his  classical  education  and  linguistic  pro- 
ficiency will  not  alone  qualify  him  for 
the  practical  duties  of  the  dental  student. 

Before  entering  the  dental  college  a 
student  should  have  taken,  some  time 
before  or  in  connection  with  his  higher 
educational  work,  a  thorough  course  in 
manual  training,  and  have  acquired  a 
knowledge  of  digital  manipulations,  and 
have  become  skilled  in  the  use  of  instru- 
ments. Such  a  course  of  manual  train- 
ing is  of  inestimable  value  alike  to  the 
dental  student  and  the  medical  student 
who  expects  to  practice  surgery. 

Digital  training,  to  make  it  of  the 
greatest  value,  must  be  a  youthful  train- 
ing, for  manipulative  skill  is  seldom  ac- 
quired after  the  age  of  twenty-five. 

The  late  Dr.  W.  C.  Barrett,  in  discuss- 
ing the  value  of  digital  training,  related 
his  experience  in  matriculating  a  fresh- 
man student,  thirty-one  years  of  age, 
who  was  a  college  graduate,  and  whose 
education  in  English,  French,  and  Ger- 
man was  very  thorough.  He  told  how 
the  members  of  the  faculty  were  pleased 
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with  the  scholarly  accomplishments  of 
the  candidate,  and  to  one  another  re- 
marked that,  "If  all  our  students  were  as 
well  educated  as  this  one,  what  superior 
practitioners  they  would  make!" 

In  Dr.  Barrett's  words:  "That  man 
had  the  best-trained  mind  and  most 
ignorant  hand  of  any  student  we  ever 
had  in  our  college."  With  all  his  knowl- 
edge of  the  classics  and  his  delightful 
personality  he  was  ignorant  of  technology 
and  lacked  the  manipulative  skill  so  es- 
sential and  indispensable  io  the  dentist. 
Moreover,  he  was  not  able  to  acquire 
digital  skill. 

I  am  firmly  of  the  belief  that  the  pre- 
paratory education  for  matriculates  in 
our  dental  colleges  will  soon  be  exactly 
what  our  faculties  require.  If  we  should 
publish  in  our  annual  announcements 
that  three  years  hence  all  matriculates 
must  have  completed  48  counts,  or  the 
four  years'  high-school  course,  including 
a  technical  course  in  manual  training, 
students  would  prepare  themselves  and 
come  to  us  thus  qualified.  In  justice  to 
prospective  students  it  would  only  be  fair 
to  notify  them  long  enough  in  advance, 
so  that  they  might  be  able  to  comply 
with  the  higher  requirements. 

Holding  a  professorship  in  the  Eush 
Medical  College  during  the  past  twenty- 
four  years,  I  have  seen  the  admission  re- 
quirements advance  in  that  institution 
from  a  very  low  standard  to  the  present 
high  one.  The  requirement  at  the  pres- 
ent time  is  fulfilled  by  the  completion 
of  the  second  year's  course  in  the  univer- 
sity. 

While  Eush  Medical  College  exacts 
that  its  matriculates  take  a  longer  pre- 
paratory course  than  our  National  Asso- 
ciation of  Dental  Faculties  requires — 
necessarily  barring  many  young  men 
from  admission — nevertheless  its  classes 


are  large,  and  have  greatly  improved  in 
scholarly  attainment. 

The  faculties  in  our  professional 
schools  seem  to  overlook  what  I  feel  to  be 
a  duty  to  students  who  seek  advanced 
standing.  jSTo  matter  how  much  knowl- 
edge a  young  man  .may  possess,  how  thor- 
oughly he  may  know  branches  of  the  cur- 
riculum, he  cannot  be  examined,  be  given 
credits  for  his  knowledge,  receive  ad- 
vanced standing,  and  so  shorten  his  col- 
lege course. 

It  seems  to  me  that  the  International 
Commission  on  Education,  in  co-opera- 
tion with  this  section,  in  Justice  to  young 
men  who  possess  certain  qualifications 
for  advanced  standing,  should  devise  a 
plan  by  which  the  knowledge  they  possess 
can  be  determined,  and  by  which  the 
students  may  be  graded  according  to 
their  merits.  I  am  confident  that  each 
nation  participating  in  this  congress 
could  create  for  their  respective  countries 
a  representative  board,  made  up  of  men 
whose  scholarly  attainments,  professional 
ability,  and  unswerving  integrity  emi- 
nently qualify  them  to  examine  appli- 
cants for  advanced  standing.  Such 
boards  of  examiners  would,  I  am  satis- 
fied, have  the  confidence  and  respect  of 
the  public  and  the  profession  everywhere ; 
a  board  which  would  give  each  one  ex- 
amined such  a  certificate  of  credits  as 
would  enable  any  dental  college  to  which 
the  student  might  apply  to  give  hiGn  the 
standing  and  classification  among  the 
students,  and  in  the  schools,  to  which 
his  knowledge  would  entitle  him. 

STATUS  OF  AMERICAN"  DENTAL   COLLEGES. 

Eecently  the  discussion  of  American 
dental  colleges  and  the  legislation  of  the 
National  Association  of  Dental  Faculties 
has  brought  out  the  fact  that  many  gen- 
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tlemen  who  write  on  the  subject  of  dental 
education  and  who  are  administering  the 
dental  laws  are  not  fully  acquainted  with 
the  status  of  our  dental  colleges. 

It  seems,  then,  as  if  it  were  only  just 
to  our  American  colleges  to  place  before 
the  representative  men  of  the  dental  pro- 
fession of  the  world,  as  well  as  other  pro- 
fessions and  the  public,  facts  regarding 
our  dental  institutions  of  learning.  More- 
over, the  Committee  on  Foreign  Eela- 
tions  of  the  National  Association  of  Den- 
tal Faculties,  through  the  strenuous  ef- 
forts of  its  late  chairman.  Dr.  W.  C. 
Barrett,  whose  labors  we  all  appreciate, 
has  made  us  acquainted  with  the  stand- 
ing and  courses  of  study  of  all  foreign 
dental  colleges,  and  is  it  not  fair  that 
the  schools  abroad  should  be  informed 
in  regard  to  the  standing  of  our  colleges, 
that  our  foreign  oo-laborers  may  have 
the  same  knowledge  of  our  dental  insti- 
tutions of  learning  which  we  have  ac- 
quired of  theirs  ? 

Let  me  iirsit  call  your  attention  to 
statements  frequently  heard  at  home  and 
abroad,  to  the  effect  that  university 
schools  are  on  a"  higher  plane,  and  are 
entitled  to  higher  consideration  than 
other  schools,  whether  connected  with 
local  universities  or  built  up  on  their  own 
individual  merits. 

It  has  been  said  that  sitate  university 
schools  are  endowed,  or  that  they  re- 
ceive liberal  appropriations  from  the 
state,  and  consequently  are  not  dependent 
on  the  students'  fees  to  defray  the  ex- 
penses of  conducting  educational  work. 

There  is  not  a  dental  college  in  the 
United  States,  in  the  universities^  or  out, 
that  has  an  endowment  of  a  single  dollar. 
There  is  not  ;a  isitate  university  dental 
school  which  receives  a  state  appropria- 
tion, if  they  receive  any  at  all,  equal  to 
the  fees  which  the  treasurer  of  a  univer- 


sity collects  from  the  dental  students.  All 
the  dental  colleges  in  the  United  States, 
therefore,  are  dependent  upon  the  fees  of 
the  students  to  defray  their  expenses. 
The  assumption  of  men  who  are  not  cor- 
rectly informed,  and  whose  voluminous 
writings  on  commercialism  in  dental 
schools  state  that  colleges  are  conducted 
for  commercial  purposes,  is  unworthy  of 
them,  unjust,  and  misleading.  Little  do 
the  men  \v^ho  make  these  sitatements  re- 
alize the  Sitruggle  of  the  founders  of  the 
Baltimore  College  of  Dental  Surgery,  the 
first  dental  college  in  the  world,  and  of 
the  Ohio  College  of  Dental  Surgery,  the 
second  dental  college;  how  hard  Harris 
and  Hayden,  and  Taylor  and  Taf  t  worked 
as  builders  of  dental  educational  insti- 
tutions. 

The  Baltimore  College  of  Dental  Sur- 
gery was  our  first  institution  of  dental 
learning,  and  every  American  dentist, 
every  foreign  dentist,  s.hould  stand  un- 
covered and  bow  his  head  in  reverence 
when  the  name  of  its  founder  is  pro- 
nounced, the  name  of  Chapin  A.  Harris. 
Our  hearts  beat  with  pride  as  we  recall 
the  work  of  those  distinguished  men  to 
whom  the  world  owes  a  great  debt  of 
gratitude  for  the  labor  and  sacrifices 
made  in  establishing  dental  oollegesi,  and 
developing  systematic  courses  of  instruc- 
tion. 

While  Harris  was  the  founder  of  the 
first  dental  college,  one  of  his  immediate 
successors.  Dr.  R.  B.  Winder,  was  the 
founder  of  the  National  Association  of 
Dental  Faculties,  an  organization  whose 
influence  has  been  and  will  continue  to  be 
active  in  dental  educational  work,  and  it 
ranks  among  the  foremost  educational 
organizations  of  our  country. 

The  achievements  of  Harris,  Hayden, 
Taylor,  and  Taft  were  not  easy;  there 
were  no  endowments,  no  government  ap- 
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propriations  for  them ;  the  colleges  stood 
then  as  the  American  dental  colleges  do 
today — dependent  upon  the  students' 
fees  to  carry  on  their  work,  and  when  the 
fees  were  inadequate  these  founders  paid 
the  bills  out  of  their  own  pockets,  as 
college  faculties  of  dentistry  do  now,  and 
in  many  instances  received  no  compensa- 
tion for  their  services,  except  the  satis- 
faction of  doing  their  duty  in  conscien- 
tiously teaching  .their  students.  Com- 
mercialism? Is  it  not  necessary  for  an 
educational  institution  to  pay  its  debts? 
Is  there  a  man  in  this  or  any  other  coun- 
try who  has  any  practical  experience  in 
dental  college  management,  who  has  not 
ofttimes  been  nearly  at  his  wits'  end  to 
know  how  to  get  funds  to  enable  him  to 
add  to  the  equipment  of  the  college,  in 
apparatus,  furniture,  etc.  ?  It  is  owing 
to  the  statements  previously  mentioned, 
that  our  dental  colleges  are  conducted  for 
the  purpose  of  making  money,  that  I 
have  referred  to  the  subject,  and  in  jus- 
tice to  my  co-laborers,  the  dental  teachers 
of  our  country,  I  declare  that  the  strict- 
est economy  is  necessary  to  meet  the  ex- 
penses of  the  colleges ;  and  the  compensa- 
tion of  the  teachers,  if  they  receive  any 
at  all,  is  in  most  oases  insufficient  for 
the  time,  ability,  and  energy  expended. 

The  action  in  Washington  in  changing 
the  course  from  seven  months  to  six 
months  was  approved  by  some  prominent 
men,  who,  apparently  without  analyz- 
ing the  advantages  or  disadvantages  of 
the  situation,  adversely  criticized  the  ac- 
tion at  St.  Louis,  by  which  action  it  was 
decided  that  a  student  might  complete 
his  studies  within  a  period  of  three  years, 
of  which  thirty  teaching  weeks  in  each 
year — of  six  days  a  week,  exclusive  of 
holidays — would  constitute  a  full  cur- 
riculum, and  admit  the  student  to  the 
final  examinations  for  the  degree  of 
Doctor  of  Dental  Surgery. 


The  figures  before  you  show  that  the 
St.  Louis  decision  provided  a  course  only 
forty-four  days  shorter  than  the  four 
years'  course  of  seven  months,  and  fifty- 
two  days  longer  than  the  four  years' 
course  of  six  months,  adopted  in  Wash- 
ington. 

It  is  too  apparent  to  require  argument 
that  the  action  of  the  association  at  the 
St.  Louis  meeting  placed  the  educational 
work  of  our  colleges  on  a  much  higher 
plane,  and  marked  a  decided  improve- 
ment over  the  four  years'  course  of  six 
months.  The  four  years'  course  of  seven 
months  would  make  it  necessary  for  a 
student  to  spend  either  nearly  half  of  his 
time  outside  of  college,  or,  intervening 
the  courses,  remain  in  the  infirmary 
(provided  his  college  had  a  summer  prac- 
tice course),  and  receive  only  practice 
instruction,  with  no  didactic  work  what- 
ever. Furthermore,  he  would  be  re- 
quired at  the  close  of  his  third  year  of  the 
four  years'  seven  months'  course  to  wait 
twelve  months  longer,  and  get  only  forty- 
four  days'  instruction  more  than  he  would 
in  the  course  arranged  at  St.  Louis. 

The  Kational  Association  of  Dental 
Faculties  has  a  membership  of  fifty-four 
colleges.  Of  these,  four  are  organic  parts 
of  the  state  universities  —  Michigan, 
Iowa,  Minnesota,  and  California.  These 
colleges  are  owned  by  the  states  and  con- 
trolled by  boards  of  trustees  elected  by 
the  people  of  the  respective  states.  I  do 
not  hesitate  to  say  that  the  good  work 
to  the  credit  of  the  dental  faculties  of 
these  schools  has  been  handicapped  by 
frequent  and  unjustifiable  interference 
on  the  part  of  politicians,  who  have  in 
many  instances  caused  friction  in  the 
dental  faculties,  and  through  political  in- 
fluence have  forced  superior  teachers  and 
excellent  men,  who  have  ornamented  our 
profession  by  reason  of  their  greatness, 
to  resign  their  professorships. 
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There  are  other  dental  schools  which 
have  a  form  of  affiliation  or  a  business 
contract  which  will  enable  them — if  the 
conditions  of  the  contract  are  carried  out 
— ^to  eventually  become  departments  of 
universities.  The  universities,  however, 
which  have  such  contracts  wiith  prof^- 
sional  schools,  do  not  supervise  the  edu- 
cational work,  nor  do  they  assume  any 
responsibility — financial  or  otherwise — 
in  conducting  the  school. 

There  are  other  dental  colleges  which 
are  organic  parts  of  local  universities. 
Among  these  latter  universities  are  Har- 
vard, University  of  Pennsylvania,  North- 
western University,  Washington  Univer- 
sity of  St.  Louis,  etc.,  none  of  which 
are  in  any  way  under  state  or  government 
supervision. 

The  impression  which  has  prevailed 
abroad  to  some  extent,  that  certain  of 
our  university  dental  'Schools  are  under 
government  supervision  and  that  the  ed- 
ucational work  is  conducted  by  teachers 
working  under  direction  of  the  govern- 
ment bureau  of  education,  and  that  the 
diplomas  of  such  universities  bear  govern- 
ment indorsement,  is  incorrect.  There 
are  no  dental  schools  under  the  direction 
of  the  United  States  government,  con- 
sequently no  diplomas  bear  its  seal.  If 
the  state  universities  would  appropriate 
sufficient  funds  to  meet  ever-increasing 
expenses  to  properly  carry  on  the  college 
work,  or  if  endowment  were  provided  to 
aid  such  schools,  there  would  be  some  ad- 
vantages derived  from  university  con- 
nection. But  as  it  is,  the  name  "Depart- 
ment of  the  University"  is  of  little  or  no 
practical  value  in  assisting  educational 
work. 

By  reason  of  the  efforts  of  the  Na- 
tional Association  of  Dental  Faculties, 
which  was  organized  in  1884,  the  educa- 
tional standards  of  our  dental  colleges 


have  been  from  year  to  year  advanced 
(prior  to  which  an  applicant  for  admis- 
sion to  certain  colleges,  whose  private  in- 
struction and  practice  extended  over  a 
period  of  five  years,  might  matriculate 
in  the  senior  class,  and  become  a  candidate 
for  the  degree  of  D.D.S.  at  the  close  of 
one  course  of  instruction  of  five  months). 
This  standard  was  raised  by  the  asso- 
ciation, first,  to  two  courses  of  six  months 
each,  with  one  year's  high-school  work 
as  an  educational  requirement  for  admis- 
sion ;  next,  to  three  courses  of  six  months 
each,  with  two  years'  high-school  work 
as  a  prerequisite;  and,  finally,  at  Mil- 
waukee, in  1901,  the  association  adopted 
a  resolution  to  the  effect  that  the  course 
of  instruction  beginning  with  the  session 
of  1903-04  would  be  four  years  of  seven 
months. 

The  dissatisfaction  which  arose  among 
some  of  the  colleges,  in  regard  to  the 
length  of  the  sessions,  led  the  associa- 
tion, at  its  annual  meeting  in  Washing- 
ton, to  change  the  length  of  the  term 
from  four  years  of  seven  months  to  four 
years  of  six  months.  'This  decision  was 
a  compromise  measure,  but  soon  after  the 
meeting  adjourned  many  of  the  colleges 
tendered  their  resignations  and  an- 
nounced to  the  secretary  that  they  had 
decided  to  make  the  length  of  sessions 
eight  or  nine  months,  and  complete  the 
course  in  three  years. 

I  received  letters  from  the  deans  of 
four  of  our  oldest  and  strongest  dental 
colleges  informing  me  that  they  had  re- 
signed. At  once  I  wrote  them,  urging 
them  to  reconsider  their  action,  and  at 
the  same  time  I  called  a  meeting  of  the 
deans  of  the  Chicago  colleges,  and  finally 
persuaded  them  to  join  me  and  get  the 
officers  of  the  National  Association  of 
Dental  Faculties  to  assemble  a  meeting 
and  adopt  a  course  which  would  save  the 


SEcrroN  IX :     education,  xomexclatuki:,  utkijatiui 


AND    HISTORY. 


2VJ 


association  from  dissolution.  This  was 
done,  and  the  association  convened  in  St. 
Louis,  where  the  following  resolutions 
were  adopted : 

Resolved,  That  the  minimum  time  for  den- 
tal teaching  required  by  this  association  to 
qualify  students  for  examination  for  gradua- 
tion shall  be  thirty  weeks  of  six  days  each, 
in  each  of  three  separate  academic  years,  ex- 
clusive of  holidays;  this  resolution  to  take 
effect  at  once;  and  be  it  further 

Resolved,  That  all  rules  or  parts  of  rules 
in  conflict  with  this  resolution  be  and  are 
hereby  repealed. 

All  the  catalogs  of  the  colleges  have 
been  issued  in  accordance  with  the  reso- 
lutions quoted,  and  it  is  now  of  interest 
to  know  exactly  what  the  change  in  the 
course  has  heen,  as  to  actual  teaching 
days,  and  in  other  respects. 

I  have  made  a  careful  tabulation  of  the 
actual  time  in  days  of  college  work,  so 
that  you  may  note  the  changes,  in  days, 
in  the  length  of  courses  of  the  past  and 
present.  Let  us  compare  the  seven 
months'  course  of  four  years  with  the  six 
months'  course  of  four  years,  and  with 
the  course  last  arranged,  of  three  years  of 
thirty  teaching  weeks  in  each  year,  ex- 
clusive of  holidays.  [See  table,  page 
220.J 

The  courses  in  American  colleges  be- 
gin about  October  1st  and  the  seven 
months'  course  would  end  May  1st.  We 
have,  in  these  seven  months,  212  days. 
There  are  20  holidays,  31  Sundays,  and 
the  30  Saturday  afternoons,  which  would 
make  15  days  more.  A  total  of  66  days 
must  be  subtracted  from  212  days,  leav- 
ing 146  days  of  actual  college  work 
done  in  each  scholastic  year.  This,  mul- 
tiplied by  4,  the  number  of  years,  gives  us 
584  teaching  days  in  the  four  years' 
course  of  seven  months. 

In  the  four  years'  course  of  six  months, 
we  get  181  days.     From  this  number  we 


must  subtract  holidays  and  Sundays,  59, 
which  subtraction  leaves  us  122  days. 
This  result,  multiplied  by  4,  gives  us  488 
teaching  days  in  the  four  years'  course 
of  six  months. 

The  course  adopted  in  St.  Louis  in 
July  last  is  of  three  years,  each  year  to 
consist  of  thirty  weeks  of  six  days  in 
each  week,  exclusive  of  holidays.  In 
thirty  weeks  of  six  days  each  we  have  180 
days.  This  number,  multiplied  by  3, 
gives  540  teaching  days.  The  advantage 
in  time  which  the  seven  months'  course 
of  four  years  has  over  the  six  months' 
course  of  four  years  is  96  teaching  days. 

The  advantage  of  the  four  years' 
course  of  seven  months  over  the  three 
years'  course  of  30  teaching  weeks  of  six 
days  in  each  week  is  only  44  teaching 
days. 

The  advantage  of  the  three  years' 
course  of  thirty  teaching  weeks  of  six 
days  per  week  over  the  four  years'  course 
of  six  months  each  is  52  teaching  days. 

If  we  take  out  the  Easter  holidays  and 
every  Saturday,  in  accord  with  the  cus- 
tom of  some  of  the  colleges,  we  must  sub- 
tract twenty  more  holidays  from  each 
course  of  seven  months.  We  have  then 
in  the  four  years'  course  of  seven  months 
each  504  teaching  days,  and  as  the  present 
course  is  540  teaching  days  we  have,  con- 
sequently, 34  days  more  college  work  in 
the  present  course  than  in  the  four  years' 
course  of  seven  months  each  adopted  in 
Milwaukee. 

And  if  the  four  years'  course  of  six 
months  had  prevailed,  the  student  would 
have  been  48  months  getting  24  months' 
instruction,  and  would  have  had  52  days' 
instruction  less  than  he  would  get  in  such 
a  course  as  has  been  arranged  at  St. 
Louis. 

I  believe  the  student  and  his  parents 
are  entitled  to  some  consideration.     To 
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TABLE  SHOWING  THE  ACTUAL  VALUE,  IN  DAYS,  OF  COLLEGE  COURSES  OF  FOUR 
YEARS  OF  SEVEN  MONTHS,  FOUR  YEARS  OF  SIX  MONTHS,  AND  THREE  YEARS 
OF  THIRTY  TEACHING  WEEKS  IN  EACH  YEAR  OF  SIX  DAYS  A  WEEK,  EX- 
CLUSIVE OF  HOLIDAYS. 


The  66  holidays  and  Sundays  are  made  up  of  the  following: 

Days.  Days. 

Alumni    1  Lincoln's    Birthday 1 

Election   1  Washington's  Birthday   1 

Thanksgiving  holidays 3  Saturday  half -holidays    15 

Christmas  holidays 13  Sundays     31 

Total  66  days.      (31   full  days;   6  days  Easter  vacation.) 

Days. 

Course  of  four  years  of  seven  months  each  year    (per  year) 212 

Less  holidays  and  Sundays   (per  year)    66 

Total  teaching  days  in  one  college  year  of  seven  months 146 

Course  of  four  years  of  seven  months  each  year 4 

Number   of   actual   teaching   days    584 


Days. 

Course  of  four  years  of  six  months  each  year  (per  year) 181 

Holidays   and    Sundays    59 

Total  teaching   days   in   one   college   year  of   six   months 122 

Course  of  four  years  of  six  months  each  year 4 

Number  of  actual  teaching  days   488 


Days. 
Present  course  of  instruction,  three  years  of  thirty  teaching  weeks,  exclusive  of  holidays.  .  180 
Course   of   three   years   of   thirty   teaching   weeks 3 

Number  of  actual  teaching  days   540 

Summary. 

Teaching 
Days. 

Four  years'  course  of  seven  months   584 

Four  years'  course  of  six  months   488 

Three  years'  course  of  thirty  teaching  weeks   (each  year) 540 

^  Teaching 

Days. 

Four  years'  course  of  seven  months 584 

Four  years'  course  of  six  months   488 

Excess  of  four  years  seven  months'  course 96 

Teaching 

Days. 

Four  years'  course  of  seven  months 584 

Three  years'  course  of  thirty  teaching  weeks    (each  year) 540 

Excess   of  four  years   seven  months'  course    44 

Teaching 

Days. 

Three  years   thirty  teaching  weeks'  course , 540 

Course  of  four  years,  six  months  each  year 488 

Excess  of  three  j^ears  thirty  teaching  weeks'   course 52 
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exact  twelve  months'  time,  one  year's  col- 
lege course  fees,  and  living  expenses, 
equal  at  least  to  six  hundred  dollars,  and 
to  give  only  44  days'  instruction  within 
the  twelve  months,  seems  unjust,  but  to 
require  the  same  expenditure  of  time  and 
money,  to  compel  him  to  wait  six  months 
without  instruction,  and  then  to  attend 
college  six  months  longer,  and  thus  to 
spend  a  whole  year,  giving  him  52  days' 
less  instruction  than  the  present  course 
provides,  would  be  unworthy  of  the 
National  Association  of  Dental  Facul- 
ties. 

It  is  of  little  consequence  to  the  profes- 
sion and  the  people  where  a  dentist  gets 
his  knowledge,  or  whether  he  spends  frac- 
tions of  three  years,  fractions  of  four 
years,  or  fractions  of  ten  years  in 
a  dental  college,  before  entering  in 
practice.  This  is  not  the  question.  The 
question  that  demands  an  answer  is : 
How  can  our  colleges  best  produce  edu- 
cated men,  proficient  dentists,  and  safe, 
reliable  practitioners  ? 

The  action  of  the  Faculties  Association 
at  St.  Louis  was  not  a  step  backward.  It 
was  a  provision  for  a  better  course  and  a 
more  exact  course  than  had  ever  before 
been  inaugurated.  It  fixes  the  days  and 
hours  that  the  student  must  attend  college. 
Had  I  been  able  to  control  the  action,  the 
course  would  have  been  made  32  teaching 
weeks,  exclusive  of  holidays,  with  an  ad- 
vance in  educational  requirements  for  ad- 
mission, hut  the  action  of  the  association 
is  most  commendable  in  adopting  a  course 
which  is  a  great  improvement  over  the 
four  years'  course  of  six  months.  Such 
a  course  is  equal  to  three  years  of  nine 
months,  including  holidays. 

Every  teacher  realizes  that  the  vaca- 
tions which  occur  in  the  short  courses  of 
six  and  seven  months  keep  the  college 
work  in  a  state  of  constant  confusion. 


The  present  course  will  in  a  great  meas- 
ure remove  this  embarrassment. 

The  experience  of  the  dental  school  of 
the  University  of  Michigan,  which  estab- 
lished a  four  years' course  of  nine  months, 
five  years  ago,  demonstrates  in  a  practi- 
cal way  that  no  dental  college  can  make 
a  standard  far  in  advance  of  other  insti- 
tutions and  maintain  an  existence. 

In  1900,  the  number  of  students  en- 
rolled in  the  Michigan  University  den- 
tal department  was  247 ;  graduates,  76. 

In  1904:  students,  94;  graduates,  6. 

The  board  of  regents  of  the  Univer- 
sity of  Michigan  found  it  necessary  to 
either  conform  to  the  rules  of  the  Na- 
tional Association  of  Dental  Faculties  or 
discontinue  the  dental  department. 

As  I  have  said  in  the  beginning,  our 
questions  under  discussion  may  perhaps 
claim  an  international  interest. 

Let  no  man  assume  that  dental  educa- 
tion in  America  is  likely  to  become  a 
retrograde  movement.  To  do  so  would 
be  un-American  and  contrary  to  the 
traditions  of  our  institutions.  We  are 
proud  of  the  history  of  the  dental  colleges 
of  our  country,  and  while  the  National 
Association  of  Dental  Faculties  has  in 
some  matters  taken  steps  which  I  wish 
had  never  been  taken,  and  which  I 
heartily  wish  it  could  retrace,  on  the  sub- 
ject of  the  course  of  instruction  and  how 
to  instruct  this  great  body  stands  for  the 
highest  and  the  best.  The  dental  profes- 
sion everywhere,  and  our  sister  institu- 
tions in  foreign  lands,  may  rely  upon  the 
work  started  by  Harris  and  Hayden  to 
be  carried  on  by  the  distinguished  men 
who  are  assemhled  here  today,  and  who, 
when  the  next  International  Dental  Con- 
gress convenes,  will  have  advanced  our 
educational  institutions  to  a  higher  posi- 
tion ;  and  the  American  dental  graduates 
of  the  future,  as  in  the  past,  will  take 
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high  rank  with  the  members  of  our  pro- 
fession throughout  the  world. 

[For  tlie  discussion  of  Dr.  Brophy's 
paper,  jointly  with  the  following  paper 
by  Dr.  Hunt,  see  page  227.] 


The  next  order  of  business   was   the 
reading  of  a  paper  by  Dr.  A.  0.  Hunt  of 

Omaha,  Neb.,  on  "The  Count  System  of 
Students'  Credits." 

The  paper  was  as  follows : 


The  Count  System  of  Students'  Credits. 

By  A.  O.  HUNT,  D.D.S.,  Omaha,  Neb. 


At  the  request  of  the  chairman  of  the 
Section  on  Education,  Nomenclature, 
Literature,  and  History,  I  have  consented 
to  present  a  paper  on  this  subject,  with 
some  misgivings  as  to  whether  the  proper 
time  has  yet  arrived.  The  system  is  en- 
tirely new  in  its  application  to  the  dental 
curriculum  and  is  unfamiliar  to  teachers 
and  managers  of  dental  schools.  It  is 
adapted  to  all  other  conditions,  however, 
and  there  is  little  doubt  of  its  final  suc- 
cess; but  its  practicability  is  yet  to  be 
tested  in  this  relation. 

The  public-school  system  is  the  founda- 
tion of  true  Americanism  and  the  bul- 
wark of  our  strength.  It  is  the  standard 
of  excellence  and  the  standard  by  which 
all  things  are  finally  tested.  It  produces 
the  best  morals,  the  best  politics,  the 
largest  amount  of  intelligence  (per 
capita)  and  that  superabundance  of 
energy  observed  in  every  avenue  where 
human  effort  is  displayed. 

The  system  begins  with  the  primary 
school  and  extends  through  the  secondary 
or  high  school  to  the  state  universities. 
It  is  under  the  control  of  the  government, 
national,  state,  and  local. 

While  the  purpose  of  having  good 
schools  in  each  grade  is  general,  yet 
methods  would  necessarily  vary,  as  well 
as  the  subjects  taught.  There  are  high 
schools  of  one  year,  of  two  years,  of  three 


years,  and  of  four  years,  in  which  the 
teaching  is  not  the  same  even  in  those 
with  the  same  length  of  time. 

It  has  been  necessary  in  some  cases  to 
have  preparatory  departments  as  part  of 
the  universities  in  order  to  equip  the  stu- 
dent for  entrance  into  the  university 
proper.  As  a  considerable  number  of  the 
high  schools  of  a  state  advanced  to  four- 
year  courses,  or  to  an  equivalent  to  what 
has  been  taught  in  the  preparatory  de- 
partments of  the  universities,  these  latter 
departments  were  dropped  by  the  univer- 
sity, and  students  of  such  high  schools 
were  admitted  to  the  universities  without 
examination  and  became  what  is  called 
accredited  schools.  There  are  also  other 
schools  in  existence  that  are  private,  or 
special  in  their  character,  over  which  the 
state  or  government  exercises  no  control. 
They  also  have  their  own  methods  of 
teaching  and  arrange  their  own  curri- 
cula. 

This  lack  of  uniformity  produces  the 
condition  that  the  credentials  or  diplomas 
for  the  same  degree  issued  by  the  various 
schools  do  not  always  represent  the  qual- 
ity or  quantity  of  work  the  student  may 
have  had. 

In  1784,  by  the  act  of  the  New  York 
legislature,  there  was  established  the 
University  of  New  York,  composed  of 
nineteen  regents.    Each  appointment  was 
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made  for  life.  It  was  reorganized  in 
1787.  The  G-overnor,  Lieutenant-Gov- 
ernor, Secretary  of  State,  and  Superin- 
tendent of  Public  Instruction  are  mem- 
bers ex  officio. 

As  the  count  or  credit  system  origi- 
nated with  this  body,  and  has  been  used 
by  it  for  nearly  half  a  century,  it  may  not 
be  out  of  place  to  quote  from  the  Bulle- 
tin what  their  function  is : 


UNIVERSITY  OF  THE  STATE  OF  NEW  YORK. 

Ohject. — The  object  of  the  University  as 
defined  by  law  is  to  encourage  and  promote 
education  in  advance  of  the  common  elemen- 
tary branches.  Its  field  includes  not  only  the 
work  of  secondary  schools,  colleges,  universi- 
ties, professional  and  technical  schools,  but 
also  educational  work  connected  with  libra- 
ries, museums,  study  clubs,  extension  courses, 
and  similar  agencies. 

The  University  is  a  supervisory  and  ad- 
ministrative, not  a  teaching  institution.  It 
is  a  state  department  and  at  the  same  time 
a  federation  of  more  than  one  thousand  in- 
stitutions of  higher  and  secondary  education. 

Government. — The  University  is  governed 
and  all  its  corporate  powers  exercised  by 
nineteen  elective  regents  and  by  the  Gover- 
nor, Lieutenant-Governor,  Secretary  of  State, 
and  Superintendent  of  Public  Instruction, 
who  are  ex  officio  regents.  Regents  are 
elected  in  the  same  manner  as  United  States 
senators;  they  are  unsalaried  and  are  the 
only  public  officers  in  New  York  chosen  for 
life. 

The  elective  officers  are  a  chancellor  and 
a  vice-chancellor,  who  serve  without  salary, 
and  a  secretary.  The  secretary  is  the  execu- 
tive and  financial  officer,  is  under  official 
bonds  for  $10,000,  is  responsible  for  the  safe- 
keeping and  proper  use  of  the  University  seal 
and  of  the  books,  records,  and  other  property 
in  charge  of  the  regents,  and  for  the  proper 
administration  and  discipline  of  its  various 
officers  and  departments. 

Powers  and  Duties. — Besides  many  other 
important  powers  and  duties,  the  regents 
have  power  to  incorporate,  and  to  alter  or 
revoke  the  charters  of  universities,   colleges. 


academies,  libraries,  museums,  or  other  edu- 
cational institutions;  to  distribute  to  them 
funds  granted  by  the  state  for  their  use;  to 
inspect  their  workings  and  require  annual 
reports  under  oath  of  their  presiding  officers; 
to  establish  examinations  as  to  the  attain- 
ments in  learning  and  confer  on  successful 
candidates  suitable  certificates,  diplomas,  and 
degrees,  and  to  confer  honorary  degrees. 
They  apportion  annually  an  academic  fund 
of  .$.350,000,  part  for  buying  books  and  ap- 
paratus for  academies  and  high  schools  rais- 
ing an  equal  amount  for  the  same  purpose, 
$100  to  each  non-sectarian  secondary  school 
in  good  standing,  and  the  remainder  on  the 
basis  of  attendance.  The  regents  were  also 
granted  in  1901  $20,000  for  the  benefit  of  free 
public  libraries. 

Regents'  Meetings. — The  annual  meeting 
is  held  the  first  Thursday  in  December,  and 
other  meetings  are  held  as  often  as  business 
requires.  An  executive  committee  of  nine 
regents  is  elected  at  the  annual  meeting  to 
act  for  the  board  in  the  intervals  between 
its  meetings,  except  that  it  cannot  grant, 
alter,  suspend,  or  revoke  charters  or  confer 
honorary  degrees. 

Convocation. — The  University  convocation 
of  the  regents  and  the  officers  of  the  institu- 
tions in  the  University,  for  consideration  of 
subjects  of  mutual  interest,  has  been  held 
annually  since  1863  at  the  capitol  in  Albany. 
It  meets  Monday,  Tuesday,  and  Wednesday 
after  the  fourth  Friday  in  June. 

At  this  convocation,  though  it  is  pri- 
marily a  New  York  meeting,  nearly 
all  questions  discussed  are  of  equal  in- 
terest outside  of  the  state.  Its  reputa- 
tion as  the  most  important  higher  edu- 
cational meeting  of  the  country  has  in 
the  past  few  years  drawn  to  it  many 
eminent  educators  not  residents  of  New 
York,  who  are  most  cordially  welcomed 
and  share  fully  in  all  discussions.  A 
council  of  five  is  appointed  to  represent 
it  in  intervals  between  meetings.  Its 
proceedings,  issued  annually,  are  of  great 
value  in  all  educational  libraries. 

For  a  better  consideration  it  may  not 
be  amiss  to  refer  to  a  subject  now  under 
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discussion  before  the  regents,  relating  to 
the  combined  baccalaureate  and  medical 
courses,  which  shows  the  care  and  con- 
sideration exercised  in  reaching  con- 
clusions involving  important  changes. 
Again  quoting  from  the  Bulletin: 

SHOULD  THE  REGENTS  REGISTER  COLLEGE 
COURSES  AS  THE  EQUIVALENT  OF  THE  FIRST 
YEAR     IN     A    MEDICAL    SCHOOL? 

In  1902  an  amendment  to  the  medical  laws 
of  the  state  of  New  York  provided  that  the 
regents  might  accept  as  the  equivalent  of  the 
first  year  of  the  full  four  years  of  at  least 
nine  months  each,  including  four  satisfactory 
courses  of  at  least  six  months  each  in  four 
different  calendar  years  of  a  medical  school, 
evidence  of  graduation  from  a  registered  col- 
lege, provided  that  such  college  course  should 
include  not  less  than  the  minimum  require- 
ments prescribed  by  the  regents  for  such  ad- 
mission to  advanced  standing. 

At  convocation  in  1902  a  thorough  dis- 
cussion of  the  requirements  for  admission  to 
medical  schools,  including  the  combined  bac- 
calaureate and  medical  course,  was  partici- 
pated in  by  representatives  of  both  the 
medical  and  liberal  arts  faculties  of  repre- 
sentative New   York   institutions. 

In  continuation  of  the  study  a  suggested 
outline  was  prepared  and  sent  to  many  lead- 
ing educators,  both  of  New  York  and  other 
states  of  the  Union,  to  learn  their  opinion 
regarding  the  outline  of  subjects  and  their 
treatment  during  the  first  medical  year  aa 
follows : 

Suggestions:  Anatomy  150  hours,  labora- 
tory 50  hours  at  least.  Biologic  sciences 
150  hours,  laboratory  50  hours  at  least. 

The  course  is  then  definitely  outlined 
as  to  the  teaching  of  histology  and  micro- 
scopy, botany,  zoology,  and  bacteriology. 

Chemistry  150  hours,  laboratory  at  least 
50  hours.  Physics  100  hours,  laboratory  40 
hours.  Physiology  100  hours,  laboratory  50 
hours. 

Correspondence  was  had  with  the  rep- 
resentatives of  the  following  interested 
institutions : 


Independent  colleges:  Hamilton,  Col- 
gate University,  Princeton,  Oberlin,  and 
others. 

Independent  medical  schools :  Long 
Island  College  Hospital,  Albany  Medical 
College,  and  others. 

Universities :  Cornell  Medical  College, 
Syracuse  University  Medical  Department, 
Harvard  University,  Yale  University 
Medical  Department,  University  of  Penn- 
sylvania, University  of  Michigan,  Ameri- 
can Academy  of  Medicine,  etc. 

To  supplement  the  information  gained 
by  this'  correspondence  there  was  also  pre- 
sented the  action  of  the  Association  of 
Medical  Colleges,  as  follows : 

At  the  meeting  of  the  Association  of  Ameri- 
can Medical  Colleges,  held  at  Atlantic  City, 
June  1904,  Dr.  Henry  L.  Taylor  of  the  New 
York  State  Department  of  Education,  pre- 
sented a  paper  on  the  subject  which  elicited 
much  discussion.  At  this  meeting  the  fol- 
lowing resolutions  were  adopted : 

"Resolved,  That  the  Association  of  Ameri- 
can Colleges  approves  of  the  so-called  com- 
bined system  of  college  and  medical  educa- 
tion, and  of  giving  time  credits  not  exceeding 
one  year,  to  the  holder  of  A.B.,  B.S.,  or  other 
equivalent  from  a  reputable  college  or  uni- 
versity, provided  such  a  student  has  had  at 
least  900  hours  in  physics,  chemistry,  osteol-' 
ogy,  histology,  embryology,  anatomy  and 
physiology,  and  provided  the  applicant  for 
such  time  credits  satisfies  the  professors  at- 
tached to  the  medical  college  as  to  his  pro-^ 
ficiency  in  the  first  year  medical  studies." 

"Resolved,  That  a  committee  on  national 
imiformity  of  curricula  be  appointed  to  co- 
operate with  a  similar  committee  appointed 
by  the  National  Federation  of  State  Medical 
Examining  and  Licensing  Boards  for  the 
purpose  of  presenting  a  minimum  standard 
of  medical  education,  together  with  such 
recommendations  as  the  committee  may  deem 
proper  to  make  as  to  the  division  of  the  sub- 
jects in  a  four  years'  graded  course.  Said 
report  to  be  presented  at  the  next  annual 
meeting  and  to  be  printed  and  distributed  at 
least  one  month  before  the  annual  meeting.'? 
"Resolved,   That   no   student  shall  be   ad- 
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niitted  to  advanced  standing  without  a  direct 
communication  from  the  dean  certifying  as 
to  the  applicant's  credits  and  moral  qualifica- 
tions." 

All  these  matters  are  introduced  to 
show  the  importance  of  the  careful  con- 
sideration of  the  system  of  counts  in  es- 
tablishing a  safe,  inflexible,  systematic 
standard  upon  which  to  base  the  work  of 
advancement  so  much  desired. 

There  might  be  profitably  selected  quo- 
tations from  speeches  made  before  the 
annual  convocation  of  the  regents,  where 
men  representing  all  sides  of  any  move- 
ment both  within  and  without  the  state 
of  New  York  take  part. 

The  Bulletin  issued  by  the  regents 
is  replete  with  the  opinions  of  all  of  the 
best  men  interested  in  the  advancement 
of  education  on  every  topic  that  may 
come  before  the  body  for  consideration. 

It  will  he  well  for  us,  then,  in  the  in- 
terest of  the  advancement  of  dental  edu- 
cation, to  become  familiar  with  the 
methods  of  a  body  of  men  who  are  en- 
tirely free  from  the  entanglements  of 
politics,  sectarianism,  and  personal  ag- 
grandizement, who  for  more  than  a  cen- 
tury have  fulfilled  their  trust  faithfully 
and  well,  and  for  more  than  half  a  cen- 
tniry  have  tested  the  virtues  of  the  count 
system  and  applied  it  to  all  the  phases  of 
education  of  whatever  character,  holding 
always  to  the  one  idea  that  when  the 
regents'  certificate  has  been  issued  to  any 
individual  it  represents  a  definite  amount 
and  quality  of  instruction  as  scheduled 
by  them  in  various  publications. 

Independent  of  the  sources  from  which 
it  may  1)0  oljtained,  their  system  is  so 
hedged  about  with  precautions  that  are 
just  and  equitable,  that  it  cannot  but  be 
accepted  as  final  by  any  body  of  men 
called  upon  to  act  upon  their  credentials, 
whether  in  America  or  elsewhere,  if  they 


are  familiar  with  their  methods,  which 
are  published  to  the  world. 

The  count  system  in  itself  is  a  very 
simple  afl'air.  Its  application  to  the 
varying  conditions  is  not  so  simple  but 
is  not  in  any  way  incomprehensible  or 
impossible. 

It  consists  in  the  establishment  of  a 
"unit"  that  stands  for  something  defi- 
nite. Their  unit  for  the  academic  courses 
stands  for  one  day  of  a  week  of  five  days 
of  not  less  than  forty  minutes  each  day 
for  ten  weeks'  instruction  in  each  branch 
of  study  included  in  any  course  as  count- 
ing one. 

The  year's  course  is  expected  to  include 
forty  weeks  of  work,  so  that  any  branch 
of  study  pursued  for  one  school  year 
through  four  terms  will  have  credited 
to  it  at  the  end  of  the  year  four  counts, 
or  forty-eight  counts  for  the  full  four 
years'  high-school  course,  three  studies 
for  each  term  or  period. 

In  other  states  of  the  Union  the  prin- 
ciple of  the  system  has  been  adopted  but 
the  basis  of  the  unit  may  be  different. 
In  our  section,  in  Nebraska,  for  instance, 
the  year  is  divided  into  two  semesters  of 
twenty  weeks  as  the  basis  of  the  unit  in- 
stead of  ten.  Each  student  in  a  four 
years'  course  of  high-school  work  under- 
stands clearly  that  he  must  carry  four 
studies  for  the  year,  or  when  he  comes  up 
for  graduation  at  the  end  of  his  four-year 
course  he  must  have  to  his  credit  thirty- 
two  counts,  or  eight  for  each  year,  before 
he  will  receive  his  diploma.  There  are 
additional  branches  that  may  secure 
thirty-six  counts.  Nothing  can  be  more 
simple  and  capable  of  understanding  by 
l)oth  pupil  and  teacher. 

There  are  two  well-organized  bodies  of 
men,  the  National  Board  of  Dental  Ex- 
aminers and  the  National  Association  of 
Dental   Faculties,  in  this  country,  com- 
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posed  of  representative  men  who  are  all 
without  exception  interested  in  the  ad- 
vancement of  dental  education.  While 
their  motives  are  identical,  many  things 
intervene  to  make  their  actions  not  al- 
ways harmonious. 

Let  us  first  consider  the  National 
Board  of  Dental  Examiners — a  body 
without  any  legal  status  itself,  yet  made 
up  of  representatives  of  bodies  that  have 
the  highest  legal  standing  by  state  enact- 
ments. This  comes  from  the  conditions 
that  exist  in  the  organic  laws  of  the 
country.  The  national  government  has 
certain  rights  that  are  not  delegated  to 
the  states,  and  beyond  which  it  cannot  go. 
Each  state  is  competent  to  make  laws 
that  may  suit  itself  and  are  legal  so 
long  as  they  do  not  encroach  upon  the 
position  occupied  by  the  national  govern- 
ment. 

It  is  evident,  then,  that  each  state  may 
pass  laws  for  its  own  guidance  that  are 
entirely  independent  of  laws  that  any 
other  may  pass.  This  has  produced 
variation  in  the  laws  regulating  the  prac- 
tice of  dentistry  in  the  various  states. 
Some  are  in  advance  of  other  states  on 
this  account,  and  there  is  not  opportunity 
in  this  paper  to  discuss  them  further, 
only  to  state  the  fact.  However,  the 
point  that  affects  all  alike  is  the  difficulty 
presented  in  each  case  for  the  state  ex- 
amining boards  to  fix  a  standard  that 
shall  be  uniform  and  have  a  definite 
basis. 

Many  of  the  laws  contain  this  clause, 
which  is  a  stumbling-block:  "To  accept 
the  diplomas  of  all  reputable  dental  col- 
leges." Now  the  boards  have  never  been 
able  to  come  to  a  decision  as  to  what  a 
reputahle  dental  college  is.  Some  of  the 
laws  attempt  to  define  it  by  enumerating 
the  various  branches  taught  in  all  well- 
organized   dental   colleges.     It   happens 


that  a  college  of  low  standard  may  teach 
the  same  subjects,  so  that  under  this  defi- 
nition all  schools  are  reputable  that  teach 
those  subjects. 

The  boards  as  yet  have  not  been  able 
to  perfect  an  arrangement  acceptable  to 
all,  whereby  a  person  fully  licensed  in 
one  state  may  remove  to  another  and  be 
allowed  to  practice  there.  In  a  few 
words,  there  is  no  standard  as  yet  estab- 
lished that  is  acceptable  in  all  parts  of 
our  country.  Many  of  these  conditions 
will  be  changed  eventually  by  state  enact- 
ments or  by  an  arrangement  between  the 
various  boards.  The  count  system  of 
credits  is  undoubtedly  the  only  means 
when  fully  understood  and  inaugurated 
that  .will  secure  a  standard  that  will  form 
a  basis  for  reputability  by  which  this 
can  be  accomplished. 

The  National  Association  of  Dental 
Faculties,  another  body  that  is  vitally 
interested  in  the  consummation  of  the 
universal  standard,  has  been  working 
along  its  lines  and  according  to  its  lights, 
in  the  furtherance  of  this  object. 

In  1884,  when  the  body  was  organized, 
there  could  not  be  conceived  a  more  un- 
satisfactory condition  existing  than  then 
existed  as  to  the  standard  of  dental  edu- 
cation. No  preliminary  requirements. 
No  uniformity  in  the  course  of  instruc- 
tion, and  all  things  in  a  chaotic  condi- 
tion. 

This  organization  has  steadily  ad- 
vanced along  its  course,  bettering  things 
continually  from  the  beginning.  It  is 
not  necessary  to  go  over  the  many  epi- 
sodes that  have  happened  in  twenty  years. 
It  has,  however,  raised  the  preliminary 
requirement  in  twenty  years  from  noth- 
ing to  the  entrance  into  a  third  year  of 
a  four  years'  high  school  or  to  an  equiva- 
lent of  twenty-four  counts  by  the  New 
York  regents'  standard.     In  1895  this 
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association  adopted  a  minimum  entrance 
requirement,  at  that  time  but  little  above 
the  finish  of  a  grammar  grade,  with  pro- 
gressive advancement  for  each  year. 
This  was  rescinded  in  1896.  Had  the 
action  of  1895  been  continued  we  would 
have  had  an  entrance  requirement  at  this 
time  (1904)  of  the  completion  of  the 
high-school  course,  or  forty-eight  counts 
by  the  New  York  regents'  standard.  This 
would  have  come  about  without  any  hard- 
ship to  either  students  or  schools. 

The  National  Association  of  Dental 
Faculties  has  adopted  the  count  system 
again  this  year,  with  the  preliminary  re- 
quirements of  entrance  into  the  third 
year  of  a  high  school,  or  twenty-four 
counts.  It  has  also  adopted  the  count  sys- 
tem to  be  applied  to  the  regular  curricula 
of  the  schools.  The  following  is  the 
schedule:  Unit — 1  hour  per  week  of 
lectures  for  a  semester  of  15  weeks,  equal 
one  count.  Unit — 2  hours  of  laboratory 
work  to  be  equivalent  to  one  hour's  lec- 
ture. Special  subjects,  two  of  which  con- 
stitute one  count — Embryology,  elec- 
tricity, diseases  of  the  antrum,  juris- 
prudence, facial  art,  hygiene,  regional 
anatomy,  dental  ethics. 

This  is  the  keynote  to  the  situation.  If 
all  of  the  bodies  interested  in  the  ad- 
vancement of  dental  education  in  this 
country  and  elsewhere  will  apply  the 
same  earnestness  and  conservatism  freed 
from  personality,  politics,  prejudices, 
etc.,  and  study  this  question,  and  discuss 
it  freely  (after  ohtaining  the  necessary 
information  relating  to  the  count  system) 
with  all  interested,  in  the  opinion  of  the 
writer  nothing  but  the  perfect  advance- 
ment of  the  cause  is  possible,  and  it  will 
secure  a  standard  that  can  be  accepted 
by  all  as  just,  equitable,  and  fair. 

Perhaps  it  will  not  be  possible  to  get 
the  best  results  without  a  new  organiza- 


tion or  committees  with  supervisory  and 
administrative  powers  selected  from  the 
National  Association  of  Dental  Exam- 
iners, the  National  Association  of  Dental 
Faculties,  and  from  the  International 
Dental  Federation,  to  whom  all  matters 
would  be  willingly  relegated  and  with 
whom  all  schools  which  desire  a  full 
recognition  of  its  standard  may  register. 

Certificates  issued  by  such  a  board  will 
constitute  a  standard  based  upon  some- 
thing definite,  and  will  cany  with  it  the 
positive  assurance  of  value,  correctness, 
and  authority  of  an  organization  that 
will  be  recognized  throughout  the  dental 
world  as  having  supreme  authority  in 
such  matters. 

This  can  only  be  accomplished  by  the 
use  of  the  count  system,  which  will  regu- 
late the  quality  and  quantity  in  every 
branch  of  instruction  established;  it  wiU 
carry  with  it  a  dignity  and  respectability 
that  does  not  now  exist.  Students  upon 
entering  the  study  of  dentistry  will  have 
a  higher  estimate  of  the  profession,  and 
will  themselves,  both  as  students  and 
graduates,  be  interested  in  forcing  the 
standard  up  to  the  highest  point  con- 
sistent with  good  results. 


Discussion. 

Dr.  H.  L.  Banzhaf^  Milwaukee,  Wis. 
I  can  only  express  my  hearty  approval  of 
what  Dr.  Brophy  said  concerning  the 
entrance  requirements  to  our  dental  col- 
leges. I  think  that  the  high-school  di- 
ploma is  the  most  rational  requirement, 
and  believe  that  the  high  school  comes 
nearest  to  solving  the  perplexing  problem 
of  preliminary  education.  It  seems  to 
me  there  can  be  no  doubt  that  it  can 
safely  he  considered  the  best  instrument 
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for  preparation  within  the  reach  of  the 
general  public.  The  adoption  therefore 
of  the  high-school  diploma  as  a  prelimi- 
nary requirement  to  our  colleges  will  un- 
questionably be  found  to  be  an  efficient 
means  of  uniformity. 

Another  point  which  Dr.  Brophy  has 
brought  out  appeals  to  me  very  strongly : 
It  is  just  as  necessary  to  deal  in  definite 
quantities  as  to  the  teaching  months, 
days,  or  hours  required  in  our  curricu- 
lum as  it  is  to  adopt  the  count  system  in 
the  grading  of  credentials  presented  by 
the  student. 

Dr.  Hunt's  paper  has  been  particu- 
larly instructive  to  me,  and  I  want  to 
express  my  hearty  approval  of  the  sug- 
gestions which  the  essayist  has  made  in 
regard  to  establishing  a  board  to  be  com- 
posed of  representatives  of  the  National 
Association  of  Dental  Faculties,  the  Na- 
tional Association  of  Dental  Examiners, 
and  the  International  Dental  Federation. 
If  this  were  done  I  believe  it  would  insure 
the  selection  of  men  eminently  fitted  for 
such  a  position,  and  this  board;,  with  su- 
preme power,  could  settle  many  questions 
that  are  now  troubling  us.  Such  a  board, 
then,  might  be  considered  an  interna- 
tional board  of  arbitration  and  therefore 
our  court  of  last  resort. 

I  am  sure  that  I  appreciate  and  under- 
stand the  practical  workings  of  the  count 
system,  especially  as  applied  to  the  grad- 
ing of  our  students,  better  than  I  ever 
did  before,  and  I  think  it  is  a  great  pity 
that  every  teacher  who  occupies  an  execu- 
tive position  in  a  dental  college,  and 
every  member  of  the  National  Examiners' 
Association  could  not  have  been  present 
to  listen  to  both  these  very  valuable  es- 
says. 

Dr.  L.  P.  Bethel^  Columbus,  0.  I 
have  enjoyed  both  of  these  excellent 
papers,  being  especially  interested  in  the 


address  of  Dr.  Brophy,  as  it  presents 
ideas  that  I  have  for  a  long  time  advo- 
cated. Making  the  college  course  a  uni- 
form one  is  a  matter  I  have  urged  in  the 
National  Association  of  Dental  Facul- 
ties for  two  years,  and  I  was  pleased 
to  learn  of  the  adoption  of  such  a 
course  at  the  recent  meeting  of  the 
association.  When  the  course  of  four 
years  of  seven  months  was  established 
there  was  no  mention  made  of  the  num- 
ber of  teaching  days  in  the  week.  I  see 
Dr.  Brophy  has  estimated  five  and  one- 
half  days.  A  number  of  colleges  have 
taug'ht  only  five  days  in  the  week,  and 
that  has  been  countenanced  by  the  asso- 
ciation. Taking  five  days  a  week  as  the 
recognized  requirement,  that  would  be 
fifteen  days  less  than  Dr.  Brophy's  esti- 
mate, or  one  hundred  and  thirty-one 
days  for  the  year.  Now,  for  the  four 
years  of  seven  months,  that  would  make 
five  hundred  and  twenty-four  teaching 
days  instead  of  five  hundred  and  eighty- 
four,  as  shown  on  the  chart,  and  five  hun- 
dred and  twenty-four  days  in  four  years 
would  be  less  than  the  length  of  course 
now  adopted,  three  years  of  thirty  teach- 
ing weeks,  six  days  a  week,  for  that 
amounts  to  five  hundred  and  forty  teach- 
ing days.  So  in  the  present  course  of 
three  years  of  thirty  weeks  we  are  really 
teaching  sixteen  days  more  per  year  than 
in  the  four  years'  course  of  seven  months 
each.  As  Dr.  Brophy  says,  I  do  not  see 
that  the  action  has  been  retrogressive  at 
all.  I  believe  we  are  progressing.  Es- 
tablishing a  uniform  course  in  dentistry 
is  but  a  just  and  equitable  thing  to  do. 

Dr.  H.  A.  Smith,  Cincinnati,  0.  Dr. 
Brophy,  in  his  able  address,  has  given  us 
good  reason  why  the  recent  action  of  the 
National  Association  of  Dental  Faculties 
in  changing  the  minimum  course  of 
study  in  our  dental  colleges  is  not  neces- 
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sarily  a  retrograde  step.  When  we  con- 
sider, as  he  has  shown,  that  there  is  a 
decided  gain  in  active  teaching  time  over 
the  four  years  of  six  months'  course,  with 
a  strong  probability  of  soon  extending 
the  session  to  at  least  eight  months  of 
actual  teaching,  it  is  evident  the  Na- 
tional Association  of  Dental  Faculties 
has  taken  an  advanced  step  in  dental  edu- 
cation. 

This  change,  together  with  the  pro- 
posed adoption  of  the  higher  entrance  re- 
quirement— that  of  a  high-school  gradu- 
ation or  its  equivalent — should  give  us 
the  basis  of  an  ideal  dental  college  course 
for  a  good  number  of  years  to  come.  It 
is  obvious,  I  think,  from  the  experiences 
of  the  past,  that  frequent  changes  in  our 
educational  methods  are  detrimental  to 
that  true  advancement  in  dental  educa- 
tion that  we  all  hope  for. 

Dr.  James  McManus^  Hartford,  Conn. 
I  was  pleased  with  the  inclination  of  the 
faculties,  or  a  certain  portion  of  them, 
to  give  to  the  students  practical  and  theo- 
retical education  and  do  it  in  as  limited 
a  time  as  possible.  A  student  knows  the 
hours  he  will  actually  get,  the  teaching 
that  he  pays  for,  and  hereafter  the  board 
of  examiners  cannot  question,  as  in  the 
past,  whether  the  student  has  been  given 
the  instruction  that  he  ought  to  have  had. 
It  seems  to  one  that  the  faculties  have 
their  eyes  open  to  the  fact  that  there  is 
something  yet  to  be  done  by  them,  and 
they  have  made  up  their  minds  to  do  it. 

Dr.  William  H.  Trueman,  Philadel- 
phia, Pa.  I  feel  a  keen  interest  in  the 
question  of  dental  education,  and  I 
think  Dr.  Brophy^s  suggestion  that  the 
dental  schools  should  be  made  stronger 
financially  is  timely  and  to  the  point. 
Very  few  schools  devoted  to  the  higher 
branches  of  education  are  entirely  de- 
pendent upon  their  students'  fees,  as  are 


nearly  all  the  dental  schools.  This  higher 
education  is  expensive.  Its  students  re- 
quire more  room,  they  must  be  provided 
with  expensive  apparatus  and  appliances, 
and  with  talented  teachers.  All  of  these 
things  cost  money.  There  is  no  question 
that  our  dental  schools  would  do  bet- 
ter work  if  economy  was  less  considered. 
The  newer  methods  of  education  which 
the  dental  schools  are  adopting  call  for 
smaller  classes  and  more  teachers.  The 
lecturer  is  giving  way  to  the  demon- 
strator, and  training  is  taking  the  place 
of  dialectics.  The  professors  are  not 
well  paid,  and  many  of  the  demonstrators 
serve  for  but  little  more  than  the  prac- 
tice and  experience  the  position  gives 
them,  and  serve  only  until  their  private 
practice  requires  all  their  time.  With 
sufficient  funds  at  command  to  properly 
remunerate  talent,  the  colleges  could  se- 
lect from  available  candidates  those  who 
had  not  only  ability  but  the  gift  of  teach- 
ing, and  build  up  and  retain  a  staff  of 
well-qualified  and  experienced  teachers 
and  demonstrators. 

If  the  profession  wants  better  schools 
it  can  have  them  by  providing  the  neces^ 
sary  financial  support.  With  all  its  ad- 
vances in  education,  the  dental  profes- 
sion in  this  country  has  made  very  little 
progress  on  that  line.  Some  of  its  mem- 
bers have  prospered,  and  dying  have  left 
millions,  but  of  their  accumulated  for- 
tunes very  little  indeed  has  been  left  for 
the  betterment  of  the  profession.  In 
Philadelphia,  I  know  of  but  two  bequests 
to  a  dental  college;  they  amounted  to 
about  one  thousand  dollars.  An  advance 
in  dental  education  is  not  so  much  a  ques- 
tion of  days  and  hours  as  it  is  a  question 
of  dollars  and  cents.  Our  dental  schools 
have  proved  'their  usefulness  and  their 
worthiness.  They  have  done  well,  ex- 
ceedingly well,  but  can  do  better,  and  will 
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do  better,  if  furnished  with  less  advice 
and  more  cash. 

Dr.  J.  H.  Kennerly,  St.  Louis,  Mo. 
The  subjects  presented  by  Drs.  Brophy 
and  Hunt  are  of  vital  interest  to  teach- 
ers in  the  dental  schoolsi  of  the  United 
States.  Dr.  Trueman  has  made  a  remark 
which  brought  a  thought  to  my  mind,  or, 
rather,  it  was  a  reminder  of  a  circum- 
stance of  not  long  ago.  I  asked  the 
chancellor  of  the  university  with  which  I 
am  connected,  for  a  certain  amount  of 
money.  He  lasked :  "What  do  you  want 
it  for  ?"  I  told  him,  to  buy  brains.  He 
said,  "I  can  get  all  the  money  you  want 
for  buildings  but  I  can't  get  a  cent  with 
which  to  buy  brains."  The  brains  I 
wanted  to  buy  in  'this  case  was  the  Mc- 
Kellops  library.  It  seems  impossible 
that  in  the  city  of  St.  Louis,  which 
spent  $25,000,000  on  the  World's  Fair, 
it  should  not  be  found  possible  to  raise 
$10,000  to  buy  such  a  work  as  this. 
Within  the  World's  Fair  grounds  we  have 
buildings  that  cost  $2,000,000,  all  given 
by  the  generous  friends  of  the  university. 
Men  of  means  in  this  city  or  any  other 
city  are  willing  to  give  money  to  build 
large  buildings,  monuments  to  their 
memories,  but  when  you  go  to  a  man  and 
ask  him  to  endow  a  chair  it  is  next  to 
impossible  to  get  him  to  do  it.  While 
Washington  University  has  been  teach- 
ing in  St.  Louis  for  nearly  fifty-five 
years,  she  has  but  one  endowed  chair, 
and  that  one  was  endowed  by  a  brewer. 
My  sole  business  is  to  promote  the  inter- 
eat  of  the  department  of  the  university 
which  I  represent.  The  medical  depart- 
ment of  Washington  University  has  sev- 
eral endowments,  and  small  bequests 
sometimes  come  to  the  other  depart- 
ments!, but  they  are  very  ismall.  There 
are  men  here  who  have  millions  and  could 
they  be  persuaded  to  give  us  an  endow- 


ment it  would  enable  us  to  buy  the  brains 
we  need. 

The  subject  of  the  count  system  has 
worried  me  as  much  as  anyone  else. 
There  has  been  a  constant  interchange 
of  thought  with  Dr.  Hunt  in  connection 
with  this  subject.  I  have  always  be- 
lieved it  a  good  thing,  for  I  don't  be- 
lieve one  of  the  oldest  institutions  in 
the  country  would  adopt  anything  not 
good.  Compare  the  teaching  of  today 
with  what  was  done  twenty  or  thirty  or 
forty  years  ago  and  as  much  difference 
will  be  found  as  in  any  other  branch — if 
not  more.  There  is  one  little  mistake 
that  the  dental  profession  is  making,  and 
that  is  the  claim  that  we  cannot  elimi- 
nate the  money  question.  It  seems  to  me 
as  though  it  had  been  eliminated  to  a  con- 
siderable extent.  Has  it  ever  occurred 
to  you  that  you  have  three  or  four  men 
teaching  the  same  subject  that  was  for- 
merly taught  by  a  single  teacher  whrai 
you  were  a  student?  and  yet  the  cost  of 
tuition  remains  the  same.  But  you  say, 
We  are  teaching  longer  terms.  That 
should  make  no  difference.  As  an  illus- 
tration I  will  give  you  a  little  personal 
experience.  AVhen  I  decided  to  become 
a  student  I  secured  catalogs  from  sev- 
eral schools  and  finally  selected  the  one 
that  seemed  the  best.  It  was  a  two 
years'  course  of  six  months.  I  had  been 
there  but  a  few  days  when  the  demon- 
strator came  to  me  and  told  me  to  get 
my  instruments  and  put  a  filling  in  a 
certain  tooth.  I  had  never  filled  a  tooth, 
I  had  never  prepared  a  cavity,  but  I 
proceeded  to  prepare  this  one  as  best  I 
could — cleaning  out  everything  that  did 
not  seem  to  belong  there.  And  then  I 
put  in  the  filling,  but  it  wouldn't  stay. 
Every  time  I  put  it  in  it  would  roll  out 
and  I  could  not  understand  why  the 
amalgam  wouldn't  stay  in  the  cavity; 
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but  I  later  found  tJiat  it  was  mercury 
and  not  amalgam  with  which  I  was  at- 
tempting to  fill  the  tooth.  Now,  I  guar- 
antee that  in  the  fifty-four  schools  com- 
posing the  National  Association  of  Den- 
tal Faculties,  you  will  not  find  a  man 
who,  when  he  enters  the  operating  room, 
cannot  prepare  a  cavity  and  introduce  a 
filling  better  than  we  could  at  the  end  of 
a  two  years'  course  of  six  months. 

There  is  another  question  with  which 
we  must  deal.  It  is  this :  The  different 
state  boards  believe  they  can  beat  control 
the  dental  colleges  by  examining  their 
students.  I  believe  the  schools  agree  with 
them.  I  do,  at  least.  There  is  a  move- 
ment on  foot  to  amend  the  state  laws  re- 
quiring every  man  who  comes  into  the 
state  to  'be  exaonined.  With  four  terms 
of  six  months  these  men  would  be  forced 
to  go  elsewhere  and  earn  their  living 
during  six  months  of  each  year.  They 
will  forget  what  they  have  learned  dur- 
ing the  first  year's  work  and  it  will  be 
three  years  before  it  is  brought  back  to 
their  memory,  and  then  by  the  state 
board,  and  your  men  may  fail  and  your 
work  be  lost.  On  the  other  hand,  if  we 
raise  the  standard  and  decide  that  the 
three  years'  course  of  nine  months  is  the 
better,  then  we  will  educate  our  men  so 
that  no  man  who  goes  out  with  our  di- 
ploma need  'be  afraid  of  any  state  hoard. 
This  is  the  only  solution  that  I  can  see. 

Dr.  Bropht.  I  would  like  to  make  a 
comparison  of  my  schedule  here  with 
reference  to  Dr.  Bethel's  statement.  If 
we  take  out  the  Easter  holidays  and  every 
Saturday,  that  will  add  twenty  more  holi- 
days to  the  course  of  seven  months,  and 
would  make  a  course  of  504  teaching 
days.  We  have,  consequently,  34  days 
more  in  the  present  course  than  in  the 
course  adopted  at  Washington. 


In  conclusion,  I  thank  you  for  the  en- 
thusiasm you  have  shown. 

Dr.  Henry  W.  Morgan,  Nashville, 
Tenn.  These  pafpers  have  been  so  thor- 
oughly discussed  that  nothing  is  left  for 
me  to  do  but  compliment  the  two  essay- 
ists and  say  that  I  think  they  put  these 
two  matters  before  the  profession  of  the 
United  States  in  a  form  more  concrete 
and  graspable  than  any  papers  we  have 
yet  had,  and  I  hope  to  see  them  soon  in 
print. 

Dr.  A.  0.  Hunt  (closing  the  discus- 
sion). Just  a  word  or  two  to  get  into 
our  mind  what  is  meant  by  the  facts  as 
they  have  been  presented.  We  talk  of 
years  and  of  monthsi,  and  when  we  use 
the  word  year  in  connection  with  the 
term  of  instruction  it  is  always  mislead- 
ing. Of  course,  we  will  still  be  compelled 
to  use  it,  but  in  a  general  sense.  Here  is 
the  point,  584  days  represents  a  quantity 
of  work  done.  We  must  know  just  how 
much  teaching  and  what  "kind  of  teach- 
ing is  done  in  these  584  days,  each 
branch  being  definitely  settled  as  to  the 
certain  number  of  credits  each  student 
must  have ;  then  we  have  the  quality.  The 
number  of  days  represents  the  quantity 
of  work,  an'd  the  credit  or  count  the  qual- 
ity. These  two  facts  are  essential  in  estaib- 
lishing  a  permanent  basis  that  everybody 
will  agree  is  accurate  and  right.  By  ex- 
perience it  has  been  demonstrated,  and 
for  more  than  half  a  century,  that  up  to 
this  time  the  count  system  meets  all  con- 
ditions and  is  exact. 

The  subject  was  passed  and  the  chair- 
man called  for  the  next  paper  by  Dr. 
Charles  McManus,  Hartford,  Conn., 
entitled  "International  Character  of  the 
Early  Development  of  Dentistry  in  Amer- 
ica," which  was  then  read,  as  follows : 
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International  Character  of  the  Early  Development  of 
Dentistry  in  America. 

By  CHARLES  McMANUS,  D.D.S.,  Hartford,  Conn. 


In  the  few  moments  at  my  disposal  I 
desire  to  touch  briefly  upon  one  small 
feature  connected  with  the  early  his- 
tory of  our  calling  in  this  country.  As 
it  concerns  a  matter  of  applied  sentiment 
rather  than  applied  science,  it  seems 
peculiarly  appropriate  that  we  consider 
it  at  such  a  time  as  this. 

The  great  exposition  of  which  this 
congress  forms  a  part  is  not  only  to  dis- 
play the  latest  modern  achievements  of 
art  and  science,  but  to  commemorate  the 
great  deeds  of  the  past  and  the  men  who 
accomplished  them.  This  proper  senti- 
ment is  shown  most  beautifully,  in  our 
own  case,  in  the  medal  struck  in  honor 
of  this  occasion — upon  one  side  of  which 
are  inscribed  the  names  of  men  repre- 
senting the  various  nations  who  have 
contributed  to  the  upbuilding  of  the  den- 
ial profession,  while  upon  the  other  side 
it  reminds  us  that  we  are  not  only  in  the 
city  of  St.  Louis,  but  are  under  the 
patronage  of  that  most  distressful  lady, 
St.  ApoUonia — who  seems  after  all  these 
many  many  centuries,  thanks  largely  to 
the  gallantry  of  Professor  Peirce,  to  have 
come  into  her  own  again. 

This  union  of  sanctity  and  science 
today  was  many  years  ago  foreshadowed, 
in  a  small  way,  in  the  person  of  that 
accomplished  gentleman  the  Eeverend 
Doctor  Solyman  Brown,  A.M.,  M.D., 
D.D.,  D.D.S.,  who  was  not  only  a  den- 
tist but  a  minister,  and  could  claim  in 
every  sense  to  be  a  "man  of  letters.^' 

But,    seriously    speaking,    this    inter- 


national professional  spirit  of  which  we 
have  heard  so  much  lately  has  always 
been  a  factor  in  the  development  of  our 
profession  in  this  country.  There  has 
been  a  germ  of  "internationalism  in  den- 
tistry" from  the  very  beginning  of  prac- 
tice in  America.  As  early  as  1735  vari- 
ous itinerant  Englishmen  began  to  ply 
their  art  in  a  small  way,  and  by  1766 
arrived  a  regularly  educated  practitioner, 
Mr.  Eobert  Woofendale,  a  pupil  of  the 
King's  dentist,  Thomas  Berdmore.  Two 
years  later  John  Baker,  another  English- 
man, practiced  in  Boston,  New  York, 
and  other  towns.  About  this  time  sev- 
eral Americans  became  interested  in  the 
subject,  ndtably  Isaac  Greenwood  and 
Paul  Eevere  in  Boston.  Later  still  we 
find  a  certain  Whitelock  or  Whitlock, 
who  is  kindly  spoken  of  by  Dr.  Hayden 
as  "a  gentleman  of  polite  address  and 
accomplished  manners."  He  is  said  to 
have  come  to  this  country  as  one  of  a 
company  of  actors  from  London ;  but  we 
must  not  think  any  the  less  of  him  for 
that,  for  if  he  gave  up  acting  for  den- 
tistry, the  great  French  tragedian  Talma, 
the  son  of  a  distinguished  dentist,  for- 
sook dentistry  for  the  stage. 

JOSEPH    JEAN     FRANQGIS    LEMAIRE    AND 
JAMES   GARDETTE. 

But,  whatever  place  we  may  be  willing 
to  give  these  early  Englishmen,  we  can 
safely  say  that  dental  science  was  brought 
to    America    by    two    patriotic    young 
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Frenchmen,  toward  the  close  of  the 
Kevolutionary  war.  The  first,  Joseph 
Jean  Frangois  Lemaire,  arrived  July  12, 
1780,  as  a  surgeon  of  volunteers  with  the 
French  troops  under  Eochambeau.  Le- 
maire had  studied  at  the  medical  school 
in  Paris,  giving  particular  attention  to 
the  dental  art.  The  second,  James  Gar- 
dette,  was  a  naval  surgeon  who  had  pur- 
sued his  studies  of  anatomy  and  surgery 
in  the  Eoyal  Medical  School  of  Paris, 
afterward  removing  to  the  hospitals  at 
Toulon  and  Bayonne,  where  he  obtained 
his  commission.  He  had  received  instruc- 
tion in  dentistry  as  part  of  his  training  as 
naval  surgeon,  from  M.  LeRoy  de  la  Fau- 
dignere,  a  dentist  of  Paris  then  in  high 
repute,  and  had  provided  himself  with 
the  best  works  extant  and  with  a  limited 
set  of  dental  instruments.  He  arrived  on 
a  warship  at  Plymouth,  Mass.,  in  Janu- 
ary 1778. 

During  the  winter  of  1781-82,  the 
revolution  being  then  nearly  over,  the 
French  and  American  armies  were  in 
winter  quarters  near  Providence,  E.  I., 
and  we  find  in  intimate  friendship  these 
two  young  Frenchmen,  and  with  them  a 
youth  of  eighteen,  Josiah  Flagg,  destined 
to  be  the  first  native-born  American  den- 
tist. 

"So,"  Dr.  Wm.  H.  Trueman  says,  "it 
needs  but  little  stretch  of  the  imagina- 
tion to  locate  the  first  school  for  dental 
instruction  in  the  United  States  and  the 
first  dental  meeting  for  mu'tual  improve- 
ment around  this  revolutionary  camp- 
fire." 

Lemaire  afterward  practiced  in  ISTew 
York,  Philadelphia,  and  Baltimore,  re- 
turning to  Paris  in  1787,  where  for  many 
years  he  continued  as  a  skilful  dentist 
and  ready  writer. 

Gardette  having  practiced  first  in 
Newport,  E.  I.,  went  to  New  York,  and 


finally  settled  in  Philadelphia,  where  he 
remained  for  forty-five  years,  returning 
to  his  native  land  in  1829.  He  did  much 
in  his  long  and  honorable  career  to  make 
dentistry  in  Philadelphia  what  it  is  to- 
day. 

Josiah  Flagg,  their  pupil,  located  in 
Boston  in  1783,  where  he  practiced  with 
success  until  1812,  when  his  patriotism 
again  got  the  better  of  him  and  he  en- 
listed in  the  navy,  and  was  captured  and 
taken  to  England.  While  on  parole  he 
practiced  dentistry  in  London  in  1813- 
15,  making  the  acquaintance  of  the  cele- 
brated surgeon  Sir  Astley  Cooper,  fre- 
quently attending  his  lectures  and  clinics 
at  Guy's  Hospital. 

In  1803  there  came  to  Philadelphia 
an  Irishman,  Edward  Hudson,  educated 
at  Trinity  College,  Dublin,  and  the  pupil 
of  his  cousin,  a  talented  dentist  of  that 
city.  Hudson  was  a  remarkable  man,  a 
dentist  of  great  skill,  and  for  more  than 
thirty  years  he  occupied  a  commanding 
position  among  the  reputable  dentists  of 
this  country.  Dr.  Elisha  Townsend  said 
of  him,  "AU  who  knew  him  intimately, 
respected  and  prized  Mm  for  the  exceed- 
ing goodness  and  sincerity  which  shone 
so  brightly  conspicuous  in  his  character. 
By  his  patients  he  was  idolized  as  few  of 
his  professional  brethren  can  ever  expect 
to  be." 

In  1807,  at  the  age  of  twenty-two, 
Leonard  Koecker,  a  native  of  Bremen, 
Germany,  bravely  began  practice  in  Bal- 
timore. The  chance  meeting  years  be- 
fore with  a  kind-hearted  traveling 
Hebrew  dentist  in  Hanover,  who  had 
given  him  some  slight  instruction  and  a 
small  outfit  of  instruments,  was  the 
starting-point  in  the  career  of  this  emi- 
nent dentist.  He  went  to  Philadelphia 
about  1812,  and  was  very  successful,  as 
his  practice  brought  him  $8000  in  one 
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year,  until  ill  health  compelled  him  to 
seek  rest  in  Europe  in  1822.  Upon  his 
arrival  in  London  he  decided  to  locate 
there.  As  he  carried  with  him  a  number 
of  influential  letters  of  introduction  he 
was  very  successful. 

A  Frenchman  from  Paris,  A.  A.  Plan- 
tou,  introduced  porcelain  teeth  into  this 
country  in  1817. 

As  early  as  1817,  Dr.  Hayden  had 
broached  the  idea  of  a  national  conven- 
tion of  dentists,  but  as  he  says,  "the  pear 
was  not  ripe."  From  time  to  time  he 
renewed  his  attempts  only  to  fail.  But 
about  1833  two  French  empirics,  "the 
Crawcours,"  arrived  in  New  York  with 
a  flourish  of  trumpets  and  their  "mineral 
paste,"  and  unwittingly,  by  their  unpro- 
fessional conduct,  had  a  good  deal  to  do 
with  forcing  the  reputable  dentists  of  the 
day  to  make  their  calling  a  true  profes- 
sion. In  the  crusade  against  these  men 
the  profession  had  descried  some  of  the 
advantages  resulting  from  associated  ef- 
fort. They  already  had  a  journal  started 
in  June  1839,  and  a  college,  a  charter 
for  which  was  granted  in  the  same  year. 
They  were  now  to  have  a  national  asso- 
ciation. 

THE  FIRST  DENTAL  JOURNAL. 

Let  us  consider  the  journal  first.  The 
publishing  committee  sent  a  specimen 
number  to  every  dentist  whose  name  and 
residence  they  could  obtain  in  the  United 
States  and  British  provinces  of  North 
America.  They  stated  that  they  had 
"the  promise  of  assistance  from  the  pens 
of  some  of  our  most  talented  brethren  in 
England."  They  announced  that  "The 
first  dental  surgeons  of  Europe,  among 
whom  we  are  proud  to  mention  the  names 
of  Cartwright,  Koecker,  and  Brewster, 
have  in  letters  written  in  the  kindest  and 
most  friendly  manner,  expressed  their 


high  satisfaction  at  the  efforts  we  are 
making  to  advance,  not  only  in  .this 
country,  but  also  in  Europe,  the  interests 
of  the  dental  art ;  and  no  inconsiderable 
portion  of  our  subscribers  are  of  the  most 
distinguished  cities  of  Great  Britain." 

Associated  with  the  editors,  as  col- 
laborators and  ex  officio  agents,  were 
Leonard  Koecker,  M.D.Lond.,  C.  Starr 
Brewster  of  Paris,  S.  Highley  of  London, 
and  E.  Gidney  of  Manchester,  England. 
Among  the  early  subscribers  to  the  jour- 
nal outside  of  this  country  were  twenty- 
two  in  England,  four  in  Scotland,  two 
in  France,  one  in  Holland,  and  one  each 
in  the  West  Indies  and  New  Brunswick 
— nearly  ten  per  cent,  of  the  entire  sub- 
scription list. 

The  publication  committee  also  ac- 
knowledged with  satisfaction  the  good 
fortune  of  receiving  from  Mr.  Eleazer 
Gidney,  dentist,  recently  from  Manches- 
ter, Eng.,  the  loan  of  his  dental  library, 
consisting  of  books  and  prints  collected 
in  France  and  England  with  much  labor 
and  expense.  It  was  very  complete  and 
large  for  the  time — over  one  hundred 
volumes — and  what  became  of  it  heaven 
only  knows,  but  we  can  join  with  the 
committee  in  thanking  Mr.  Gidney  in 
behalf  of  the  profession  generally  for  his 
liberal  encouragement  of  the  efforts  to 
establish  an  American  Journal  of  Dental 
Science. 

THE  FIRST  NATIONAL  DENTAL  SOCIETY. 

On  August  18,  1840,  Dr.  Horace  H. 
Hayden  expressed  his  desire  to  make  a 
few  remarks  before  submitting  the  con- 
stitution of  the  "American  Society  of 
Dental  Surgeons"  to  the  consideration 
of  the  meeting. 

He  said:  "At  the  present  period  re- 
newed efforts  are  making  in  England, 
France,  and  Scotland  to  place  our  pro- 
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fession  on  still  higher  ground  than  it  has 
yet  attained;  and  shall  we,  of  these 
United  States  of  America,  remain  inac- 
tive in  this  grand  endeavor?" 

And  in  the  first  article  of  the  preamble 
of  the  objects  of  the  society,  we  read: 
"The  objects  of  this  society  are  to  pro- 
mote union  and  harmony  among  all  re- 
spectable and  well-informed  dental  sur- 
geons; to  advance  the  science  by  free 
communication  and  interchange  of  senti- 
ments, either  written  or  verbal,  between 
members  of  the  society,  both  in  this  and 
other  countries." 

The  society  on  August  20,  1840,  pro- 
ceeded to  elect  honorary  members  as  fol- 
lows :  Samuel  Cartwright,  London ; 
Eobert  Nasmyth,  Edinburgh;  Alexander 
ISTasmyth,  London;  C.  Starr  Brewster, 
Paris ;  John  T.  Edmonds,  London ;  James 
McPherson,  Glasgow,  Scotland;  A.  G. 
Becht,  The  Hague,  Netherlands;  Leon- 
ard Koecker,  London;  Thomas  Bell, 
London;  C.  F.  Delabarre,  Paris;  David 
Wemyss  Jobson,  Edinburgh;  E.  Gidney, 
Manchester;  Joseph  Lemaire,  Paris. 

Lemaire  at  the  time  of  his  election 
had  been  deceased  about  six  years.  He 
died  in  1834. 

In  a  statement  entitled  "Information 
Concerning  the  American  Society  of 
Dental  Surgeons,"  published  in  the 
American  Journal  of  Dental  Science,  vol. 
i.  No.  vii.  Dr.  Solyman  Brown  says : 
"Among  the  primary  objects  kept 
steadily  in  view  by  the  projector  of  this 
society  and  his  professional  coadjutors, 
may  be  alleged — first,  the  public  good, 
resulting  from  the  united  efforts  of  the 
most  distinguished  and  enterprising  den- 
tal practitioners  in  the  United  States, 
aided  by  those  of  other  countries,  in  set- 
tling the  best  methods  of  practice  in  aU 
forms  of  dental  disease." 

We  have  not  time  to  consider  further 


this  first  national  association.  It  was 
started  on  a  broad  basis,  "under  the  most 
flattering  auspices  and  with  a  member- 
ship never  since  surpassed  in  this  coun- 
try in  high  professional  ability  and  pri- 
vate reputation,  but,  through  a  mistaken 
course  of  conduct,  obstinately  persisted 
in,  it  defeated  its  high  objects,  and  after 
sixteen  years  worked  its  own  ruin." 

In  this  brief  and  hurried  way  I  have 
endeavored  to  show  that  a  hundred  years 
ago  Englishmen,  Frenchmen,  Germans, 
and  Irishmen,  many  of  them  for  their 
time  regularly  educated  dentists,  came  to 
this  country  and  helped  lay  the  founda- 
tion for  a  profession.  That  over  sixty 
years  ago  the  dentists  of  a  number  of  the 
countries  of  Europe  were  asked  to  and 
did  assist  in  the  formation  of  the  first 
dental  journal  and  dental  society.  That 
in  the  early  days  many  of  our  best  men 
practiced  successfully  in  other  coun- 
tries— notably  Flagg,  Koecker,  Eleazar 
Parmly,  with  others  in  England;  Brew- 
ster in  France  and  Eussia;  the  Spooners 
in  Canada. 

The  history  of  the  pioneers  will  show 
that  they  were  honored  and  respected 
both  professionally  and  socially.  It  is 
true  they  were  comparatively  few  in 
numbers,  and  after  a  time,  particularly 
about  1833  to  1838,  the  irregular  prac- 
titioners who  deserved  and  got  little  re- 
spect increased  very  rapidly;  but  we 
should  judge  a  profession  as  we  would 
an  army,  by  its  advance  guard,  not  by 
its  camp-followers. 

I  feel  that  the  idea  is  too  generally 
held  by  that  public — which  we  sometimes 
talk  about  educating — and  by  some  prac- 
titioners, that  prior  to  about  sixty-five 
years  ago  dentists  had  little  or  no  stand- 
ing in  the  community,  'and  that  largely 
because  dentistry  had  laboriously  worked 
itself  up  from  the  tinker,  the  barber, 
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and  the  blacksmith.  Now  this  is  a  very 
pretty  little  tripod  which  it  seems  almost 
a  pity  to  try  to  upset.  Much  can  be  said 
with  truth  about  these  occupations. 

'The  tinker — that  primitive  trade — the 
lowest  of  all  the  crafts;  and  yet  it  has 
for  its  own,  John  Bunyan ! 

The  harier — the  harmless  necessary 
barber;  what  an  unkempt  lot  of  bar- 
barians we  should  be  without  him !  Why, 
one  of  the  sweetest  poets  France  ever  pro- 
duced was  a  barber.  His  country  honored 
and  his  government  decorated  him,  and 
he  wasn't  ashamed  of  his  calling. 

The  'blacksmith — the  village  black- 
smith— who  'looks  the  whole  world  in 
the  face,  for  he  owes  not  any  man." 

It  would  ill  become  us  to  mock  with  a 
disdainful  smile  their  useful  toil.  They 
merit  our  respect  and  our  patronage — 
when  we  need  them — but  they  had  noth- 
ing to  do  with  the  evolution  of  dental 
surgery. 

Why  a  profession  that  can  look  back 
two  centuries  and  claim  as  its  father  the 
eminent  French  dental  surgeon  Pierre 
Fauchard,  and  look  back  two  more  cen- 
turies and  justly  point  to  the  great 
French  surgeon  Ambroise  Pare  as  its 
foster-father,  and  which  even  in  this 
young  country  has  had  such  an  interest- 
ing development — the  early  international 
character  of  which  I  have  tried,  I  am 
afraid  very  imperfectly,  to  show  you — 
why  it  should  seem  to  search  the  high- 
ways and  byways  after  alleged  progeni- 
tors, is  to  me  one  of  the  many  curiosities 
of  dental  literature. 


Discussion. 

Dr.  William  H.  Trueman,  Philadel- 
phia, Pa.  I  congratulate  Dr.  McManus  on 
having  brought  to  our  notice  a  new  phase 


of  dental  history,  and  an  interesting  one. 
Science  is  cosmopolitan;  to  this,  dental 
science  is  no  exception.  Medical  knowl- 
edge seems  to  have  first  crystallized  into  a 
science  among  the  Arabians,,  and  the 
works  of  their  alble  writers  were  standard 
for  several  centuries.  Then  Italy  took 
the  lead,  then  France.  It  was  in  France 
that  the  art  and  the  science  of  dentistry 
made  a  notable  and  distinct  advance  by 
becoming  a  recognized  specialty  whose 
practitioners  were  known  as  dental  sur- 
geons. When  the  science  reached  Amer- 
ica it  found  fallow  ground.  We  were  not 
trammeled  by  traditions  of  the  past,  but 
were  energetic,  progressive,  and  resource- 
ful. New  heads  and  new  hands  in  a  new 
country  almost  made  it  a  new  science. 
We  gathered  in  the  best  the  nations  of 
the  world  had  to  offer,  and  quickly  made 
it  better.  We  have  originated  but  little, 
but  we  have  elaborated,  improved,  and 
made  practical  a  great  deal.  G-old  foil, 
especially  prepared  for  dental  use,  was 
first  made  in  the  United  States,  where 
also  the  best  methods  and  appliances  for 
forming  it  into  tooth-saving  fillings  orig- 
inated. Prosthetic  dentistry  has  been  re- 
modeled under  the  magic  touch  of  Amer- 
ican ingenuity.  Dental  education  and 
dental  literature  owe  a  great  deal  to 
American  brains.  Although,  as  Dr.  Mc- 
Manus has  shown,  we  owe  a  great  deal  to 
the  old  world,  we  have,  I  think,  paid  the 
debt  with  ample  interest.  We  must  not 
forget,  however,  a  caution  Dr.  McManus' 
paper  suggests.  The  nations  of  the  world 
are  all  wide  awake.  Dental  science  is 
progressing  ra/pidly  on  the  otiher  side  as 
well  as  here.  If  we  rest  content  with  hav- 
ing gained  a  fancied  pre-eminence,  we 
may  soon  become  a  "once  was." 

Dr.  A.  0.  Hunt,  Omaha,  Neib.  The 
reference  in  the  paiper  to  the  general  be- 
lief  that  we  spring   from   the  barber. 
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tinker,  and  iblacksmith  is  something  that 
I  always  have  resented.  We  have  had 
these  men  among  us,  but  they  are  not  the 
men  who  have  made  the  history  of  dentis- 
try. It  was  not  the  barber,  or  the  tinker, 
or  the  blacksmith,  but  the  educated 
gentleman  who  is  responsible  for  the 
progress  and  who  has  held  up  the  profes- 


sion through  the  ages  and  given  it  dig- 
nity and  position  in  spite  of  the  incubus 
of  the  barber,  tinker,  and  blacksmith. 

The  subject  was  passed,  and  Dr.  S.  H. 
Guilford,  Philadelphia,  Pa.,  read  a 
paper  on  "JSTomenclature." 

The  paper  was  as  follows: 


Nomenclature* 


By  S.  H.  GUILFORD,  A.M.,  D.D.S.,  Ph.D.,  Philadelphia,  Pa. 


It  has  frequently  been  asserted  and  by 
many  it  is  believed  that  a  language  bears 
a  close  relation  to  the  character  of  the 
people  who  originate  and  employ  it.  It 
would  be  strange  if  it  were  not  so,  inas- 
much as  anything  which  man  devises  is 
a  direct  expression  of  his  needs  or  de- 
sires, and  could  not  well  be  dissociated 
from  his  personality  in  some  form. 

The  Latin  races,  with  their  nervous 
energy  and  rapidity  of  speech,  employ 
more  words  in  the  expression  of  their 
ideas  than  many  other  nations.  If  sev- 
eral simple  words  are  needed  to  fully  ex- 
press a  condition,  or  state,  or  object,  they 
are  all  pronounced  and  written  sepa- 
rately, though  fluently  spoken. 

The  Teutons  are  more  slow  of  speech, 
more  deliberate,  more  'phlegmatic  possi- 
bly. With  them,  when  an  idea  needs 
several  single  words  to  express  it,  they 
join  them  into  one  long,  cumbersome 
word,  which  may  be  easy  enough  for  them 
to  comprehend  and  speak,  but  which  cer- 
tainly is  not  so  to  the  foreigner. 

The  Anglo-Saxons  occupy  a  position 
between  the  others.  They  do  not  often 
combine  several  pure  Anglo-Saxon  words 
to  form  a  composite  one,  but  usually  em- 
ploy the  single  words  with  such  slight  ab- 


breviations as  will  not  impair  their  value. 
When  a  composite  word  is  needed  in 
English,  it  is  constructed  from  foreign 
derivatives,  sometimes  hyphenated  but 
more  often  not. 

Although  German  is  regarded  as  a  lan- 
guage rich  in  expression  and  compre- 
hensive in  words,  neither  it  nor  any  other 
is  sufficiently  replete  to  meet  the  ever- 
increasing  demands  of  science,  art,  or 
philosophy. 

Nature  is  constantly  revealing  herself 
to  man  in  so  many  new  ways  that  his 
vocabulary  fails  him  in  defining  or  ex- 
pressing them.  He  therefore  is  often 
driven  to  the  necessity  of  coining  new 
words  or  terms,  which,  while  in  certain 
cases  they  mean  nothing  in  themselves, 
by  association  with  the  idea  expressed 
and  with  nothing  else,  are  accepted  and 
incorporated  into  the  written  and  spoken 
language,  where  they  serve  as  definite  a 
purpose  as  others  which  have  a  philologic 
basis. 

Thus  when  the  development  of  elec- 
trical science  required  that  certain  phe- 
nomena should  be  named  so  that  they 
could  be  dealt  with  in  a  mathematical, 
mechanical,  and  commercial  way,  it  was 
found  that  there  were  no  single  words  in 
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any  known  language  that  could  be  made 
to  serve.  New  terms  therefore  had  to  be 
coined,  and  it  was  happily  decided  to  em- 
ploy the  names  of  certain  personsi  who, 
in  their  day,  had  been  engaged  in  elec- 
trical investigation  and  had  enriched  the 
science  by  valuable  discoveries.  In  this 
way  the  names  of  Ampere,  Volta,  and 
Ohm  came  to  represent  the  units  of  elec- 
trical volume,  force,  and  resistance,  and 
France,  Italy,  and  Grermany  were  in- 
cidentally honored  in  their  selection. 

This  plan,  while  serviceable  and  com- 
mendable in  certain  cases,  could  not  iwell 
be  followed  to  any  great  extent,  and  in 
the  coining  of  new  words  it  has  been 
found  most  convenient  to  name  the  new 
objects  or  processes  after  their  most 
prominent  characteristics.  In  many  cases 
it  served  a  better  purpose  to  take  the 
roots  from  some  foreign  language  and 
combine  them  into  a  single  word,  thus 
doing  away  with  the  prepositions  which 
would  otherwise  be  necessary  in  English. 
The  terms  photography,  biography,  etc., 
were  thus  created  and  have  proved  en- 
tirely satisfactory,  botih  on  account  of 
their  simplicity  and  their  definitive  char- 
acter. 

When  the  new  metal  radium  was  dis- 
covered, it  received  its  name  from  the 
peculiar  rays  which  emanated  from  it, 
and  when  it  was  found  that  these  rays 
were  capable  of  affecting  a  sensitized 
plate  or  film  and  fixing  upon  it  the  form 
and  outlines  of  a  given  object,  the  sec- 
ond word  radiograph  was  quickly  and 
scientifically  adopted. 

So  too  with  the  Eoentgen  ray.  It  had 
no  previous  known  place  in  nature  or  in 
the  vocabulary  and  therefore  it  was  given 
the  name  of  the  discoverer.  However, 
as  the  term  Eoentgen  ray  was  somewhat 
cumbersome  and  as  it  in  itself  did  not 
express  any  characteristic  of  the  peculiar 


phenomenon,  it  was  renamed  X  ray  ibe- 
cause  this  algebraic  figure,  used  to  denote 
an  unknown  thing  or  quantity,  corre- 
sponded with  the  hidden  or  unknown 
source  of  the  rays.  When  it  wasi  found 
that  these  rays  affected  a  photographic 
plate  much  in  the  same  way  as  sun- 
light, the  impression  thus  obtained  was 
known  as  an  X-ray  iphotograph.  How- 
ever, these  three  words  iseemed  unwieldy, 
and  as  it  was  the  opaque  objects  which 
were  impressed  upon  the  sensitive  plate 
and  not  the  transparent  ones,  as  in  pho- 
tography, the  term  photograph  was  not 
scientifically  correct.  A  new  term,  skia- 
graph, was  therefore  coined  which  ex- 
actly described  the  fact  that  it  was  a 
shadow  picture. 

Again,  when  Edison  improved  and  de- 
veloped the  original  moving-picture  toy 
into  an  instrument  capable  of  illustrat- 
ing on  a  large  scale  the  motion  of  men, 
animals,  or  other  objects,  a  word  was 
needed.  Biograph  was  at  first  accepted, 
but  as  the  word  indicated  life  in  the 
object  depicted  and  as  many  inanimate 
objects  were  equally  represented  in  a 
state  of  motion,  a  more  specific  term  was 
demanded,  and  the  word  kinemato- 
grapli  was  substituted,  for  it  signified 
'movement-pictures  or  illustrations.  For 
the  sake  of  euphony  and  convenience 
this  term  was  later  abridged  to  kineto- 
graph. 

It  will  be  noticed  that  in  the  terms 
thus  far  given  all  are  derived  from 
Greek  or  Latin  roots,  indeed,  all  Greek 
but  one.  The  reason  for  this  is  the  fact 
that  both  are  dead  languages.  Words 
in  a  living  language  often  change  their 
meaning  .through  time  and  custom.,  but 
those  of  a  dead  language  are  incapable  of 
it  and  are  thus  stable  and  fixed.  We 
therefore  find  that  the  new  words  intro- 
duced into  any  of  the  sciences  today  are 
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taken  from  one  of  these  languages  or  are 
constructed  from  their  roots. 

For  this  reason  it  would  seem  best 
that  in  our  own  science,  where  single  or 
combined  English  terms  cannot  be  made 
to  express  the  idea  desired,  the  new  words 
coined  should  be  taken  from  the  "dead" 
languages. 

Most  of  the  distinctive  technical  words 
now  found  in  our  text-books  are  thus  de- 
rived, many  expressing  a  fine  shade  of 
difference,  such  as  the  terms  anesthesia 
and  analgesiia. 

Orthodontia  expresses,  as  well  as  any 
compound  word  can,  the  nature  of  the 
condition  with  which  it  has  to  do,  while 
the  newly-coined  term  prosthodontia, 
while  not  quite  accurate  in  its  derivative 
meaning,  is  so  convenient  and  so  nearly 
correct  as  to  sanction  its  permanent  adop- 
tion. 

The  term  "autogenous"  soldering,  as 
used  to  denote  the  union  of  like  metals 
at  a  point  jusit  short  of  fusion  without  the 
interposition  of  an  alloy  to  facilitate 
the  process,  while  not  quite  correct  ety- 
mologically,  should  be  considered  satis- 
factory until  some  more  accurate  one  is 
devised. 

The  word  oclontotechn}^,  while  not  new 
by  any  means,  has  for  some  reason  never 
been  generally  adopted,  although  it  is 
etymologically  correct  and  comprehen- 
sive. By  its  use,  the  double  word  "den- 
tal-technics," which  is  less  convenient 
and  is  moreover  a  hybrid,  being  part 
Latin  and  part  Greek  in  origin,  would  be 
avoided. 

We  employ  the  related  words  odon- 
tology, odontalgia,  etc.,  and  so  it  would 
seem  the  part  of  consistency,  at  least,  to 
incorporate  the  word  odontotechny  into 
our  working  vocabulary. 

It  is  a  pleasure  to  notice  that  many 
terms   adopted   hastily,    and   which   an- 


swered their  purpo.se  for  a  time,  have 
been  discarded  because  they  were  not  in 
any  way  indicative  of  the  condition  or 
part  which  they  were  intended  to  desig- 
nate. Riggs'  disease  is  a  term  almost  un- 
known to  the  younger  generation,  al- 
though the  medical  profession  still  re- 
tains a  few  expressions  of  a  similar  char- 
acter, such  as  Pott's  disease,  Addison's 
disease,  etc. 

Pericementum  has  supplanted  both  the 
inaccurate  term  periosteum  and  also  the 
cumbersome  one  peridental  membrane. 
Resorption  has  taken  the  place  of  ab- 
sorption when  applied  to  the  dissolu- 
tion or  gradual  removal  of  calcareous 
tissue. 

The  term  "antrum  of  Highmore"  has 
made  way  for  the  more  expressive  one 
"maxillary  sinus."  Both  designate  a 
cavity,  but  the  former  does  not  indicate 
its  location,  while  the  latter  does.  Pyor- 
rhea alveolaris  is  a  cumbersome  term  and 
not  at  all  accurate,  yet  it  designates  one 
of  the  manifestations  of  a  disease  and 
also  its  location.  For  this  reason  and 
the  further  one  that  no  other  combina- 
tion of  words  has  appeared  that  could 
be  readily  handled,  the  former  term  has 
thus  far  refused  to  be  displaced. 

In  the  whole  range  of  dental  science, 
however,  no  department  or  specialty  is 
suffering  so  greatly  from  a  lack  of  ac- 
curate and  expressive  terminology  as  or- 
thodontia. Many  terms  employed  in 
this  branch  are  absolutely  incorrect, 
while  others  are  of  very  doubtful  utility. 

Occlusion  is  a  good  term  when  properly 
used,  but  it  signifies  a  coming  together 
or  contact.  Malocclusion  is  also  correct 
when  it  is  employed  to  signify  that  the 
teeth  of  one  jaw  meet  those  of  the  op- 
posite one  in  an  incorrect  or  abnormal 
manner,  but  it  cannot  justly  be  used  to 
indicate  the  malposition  of  teeth.  Much 
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less  can  it  be  applied  to  teeth  which, 
awing  to  their  malposition,  cannot  come 
into  occlusion  at  all.  Thus  the  terms 
labial  occlusion,  lingual  occlusion,  and 
infra-occlusion  are  manifestly  incorrect, 
because  they  imply  conditions  which  do 
not  and  cannot  exist. 

Protrusion  and  retrusion  as  applied 
to  teeth  which  project  beyond  their  nor- 
mal arch  line  or  are  too  far  within  it, 
are  excellent  and  expressive  terms,  while 
extrusion  instead  of  elevation,  and  in- 
trusion in  place  of  depression  should  be 
adopted  because  they  are  equally  expres- 
sive and  derived  from  the  same  root- 
word. 

Following  this  same  method  of  adding 
prefixes  or  suffixes  to  good  roots  of 
either  Latin  or  Greek  origin  would  be  an 
intelligent  and  scientific  way  of  building 
up  a  nomenclature  both  in  orthodontia 
and  other  branches  of  the  dental  art.  It 
may  have  to  be  done  gradually,  for  old 
friends  or  servants  are  not  readily  dis- 
carded; but  until  it  is  done  we  cannot 
claim  to  have  a  terminology  equal  to  that 
of  other  branches  of  science  nor  one  that 
can  be  considered  exact  in  any  sense  of 
the  word. 


Discussion. 

Dr.  W.  C.  GowAN^  Creemore,  Ont.  In 
an  admirable  way  the  essayist  has  called 
our  attention  to  the  relation  between  the 
language  and  the  character  of  a  people. 
This  relation  is  evident  in  many  ways. 
It  may  be  perceived  in  the  distinctive 
language  or  style  of  sects,  professions,  or 
individuals. 

The  words  peculiar  to  a  sect  are  often 
an  index  of  the  intellectual  character  or 
the  extent  of  knowledge  prevailing 
among  its  adherents.     The  language  of 


a  profession  indicates  the  scientific  cul- 
ture, exactness  of  knowledge,  love  of  ac- 
curacy, and  mental  habits  of  those  who 
devise  and  use  it. 

As  in  the  case  of  Shakespeare  the  lan- 
guage of  an  individual  may  be  the  only 
evidence  we  have  of  what  he  was.  John 
Ruskin  examining  the  words  of  Byron, 
found  in  them,  among  other  things, 
abundant  evidence  that  Byron  was  not 
the  servant  of  Lucifer. 

Exact  and  well-chosen  terms  are  evi- 
dence of  clear  thought  and  scientific 
habit,  if  not  of  exact  knowledge.  The  au- 
thor points  out  in  a  most  comprehensive 
and  instructive  way  what  constitute?  a 
good  term  and  also  the  means  whereby  a 
new  term  may  best  be  devised.  In  fact,  he 
furnishes  us  a  criterion  by  which  we  may 
know  a  good  name  when  we  get  it.  Its 
characteristics  are  simplicity,  brevity, 
euphony,  and  definitiveness.  A  name  ia 
satisfactory  in  proportion  as  it  possesses 
these  qualities.  It  should  be  derived 
from  one  language  only.  When  the 
mother  tongue  fails  to  furnish  it,  one 
or  more  roots  from  a  dead  language  may 
be  used  in  constructing  a  new  term  which 
shall  possess  so  far  as  may  be  the  four 
qualities  just  mentioned. 

The  most  essential  of  these  qualities 
is  definitiveness.  The  best  names  define 
with  most  exactness  the  things  for  which 
they  stand.  They  are  best  because  they 
are  most  easily  learned,  remembered,  and 
used,  thus  rendering  easier  the  acquire- 
ment and  use  of  knowledge.  And  since 
utility  is  the  criterion  of  beauty,  terms 
having  these  qualities  are  the  most  beau- 
tiful. 

The  improvement  of  dental  nomencla- 
ture is  a  commendalble  undertaking.  For 
it  is  desirable,  since  words  are  an  index 
of  character,  that  ours  should  indicate 
that  scientific  ha)bit  of  mind  and  love  of 
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exactness  which  bring  success  and  honor 
to  the  dental  profession. 

However,  proper  use  of  nomenclature 
now  available,  could  it  be  successfully 
urged  upon  the  majority,  would  be 
equally  advantageous  to  us.  I  find  in 
this  essay  no  opinion  with  which  I  dis- 
agree and  no  argument  that  I  can  re- 
fute. The  examples  chosen  to  illustrate 
the  author's  meaning  serve  that  purpose 
well.  I  am  delighted  to  have  heard  the 
paper,  and  if  I  might  fittingly  offer  con- 
gratulations to  one  so  much  my  senior 
in  experience,  I  would  heartily  congratu- 
late the  author. 

Dr.  Truman  W.  Brophy^  Chicago,  111. 
1  want  to  call  the  attention  of  the  session 
to  some  expressions  which  have  been 
adopted  in  dentistry  which  seem  to  me  in 
conflict  with  expressions  in  anatomy.  It 
seems  to  me  that  the  dental  professors 
are  going  to  have  difficulty  over  these  ex- 
pressions. For  instance,  take  the  word 
for  the  tooth  of  the  carnivorous  animal, 
now  known  as  the  cuspid  tooth,  anato- 
mists thinking  that  a  better  word  than 
the  term  canine.  But  we  must  bear  in 
mind  that  we  have  the  fossa  called  for 
ages  the  canine  fossa  because  it  is  above 
the  canine  tooth.  Anatomists  do  not  eall 
it  the  cuspid  fossa.  And  in  other  partic- 
ulars we  find  words  adopted  by  dentists 
which  are  not  accurate  in  their  meaning. 
The  peridental  membrane  was  in  my 
opinion  always  a  cumbersome  expression. 
I  agree  with  Dr.  Guilford  that  the  better 
term  is  pericementum.     Again,  we  speak 


of  pyorrhea  alveolaris  when  we  refer  to  a 
condition  of  pus  flowing  from  the  alveoli. 
A  medical  man  not  familiar  with  the 
nomenclature  of  the  dentist  might  think 
that  the  pus  was  flowing  from  some  other 
tissue,  as  the  alveoli  of  the  lungs,  for  in- 
stance, and  he  might  suppose  that  it  was 
a  pulmonary  abscess.  Why  should  we 
not  adopt  the  expression  paralleling  other 
expressions?  If  we  have  an  inflamma- 
tion of  the  membrane  covering  the  tooth 
we  call  it  a  pericementitis  and  we  know 
just  where  the  inflammation  is.  We  do 
not  state  whether  it  is  a  chronic,  acute,  or 
subacute  inflammation.  If  we  wish  to 
convey  that  information  we  have  to  use 
an  adjective  in  addition.  So,  if  we  say  we 
have  a  dental  alveolitis  we  make  it  clear 
that  we  refer  to  an  inflammation  of  the 
membrane  of  the  tooth,  which  may  ter- 
minate in  a  restoration  to  health  or  a  for- 
mation of  pus  which  may  flow  from  the 
alveoli ;  but  pyorrhea  alveolaris  is  in  my 
opinion  very  unsatisfactory,  for  it  does 
not  mean  anything  definite.  It  has 
been  in  use  so  long  that  we  have  be- 
come familiar  with  it  and  that  would 
be  the  only  reason  for  continuing  its 
use. 

Dr.  Guilford  (closing the  discussion). 
As  soon  as  we  get  a  more  satisfactory 
word  I  think  the  profession  will  accept 
it,  but  pyorrhea  is  more  than  an  alveolitis 
- — it  is  a  pyorrhea. 

On  motion  the  meeting  adjourned  un- 
til 3.30  P.M.,  Wednesday. 
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SECTION     I X— Continued. 


THIRD  DAY— Wednesday,  August  3Ut. 


The  section  was  called  to  order  at  2.30 
P.M.  by  the  chairman,  Dr.  Truman  W. 
Brophy. 


The  first  paper  was  that  by  Mons.  B. 
Platschick,  of  Paris,  on  "The  work  of 
Pierre  Fauchard,"  as  follows : 


L'Oeuvre  de  Pierre  Fauchard  dans  la  Prothese 

Dentaire. 

Par  Mjns.  B.  PLATSCHICK,  Paris,  France. 


C'est  a  la  France  qu'on  attribue  uni- 
VvjTsellement  la  gioire  d'avoir  fonde  la 
prothese  dentaire  sur  des  bases  scienti- 
fiques;  I'Amerique  meme,  qui  detient 
presentement  le  flambeau  d^  Progres, 
avoue  I'avoir  regu  des  mains  de  la  France. 
Si  celle-ci  n'avait  pas  a  etre  here  de 
quelques-uns  de  ses  maitres  contempor- 
ains,  elle  pourrait  du  moins  s'enorgueillir 
de  ses  celebrites  du  passe.  C'est  juste- 
ment  ce  glorieux  passe  represente  par  le 
nom  de  Pierre  Fauchard,  dont  le  role 
n'est  pas  universellement  apprecie  a  sa 
juste  valeur,  que  j'ai  I'intention  d'evo- 
quer  brievement  a  ce  congres. 

En  analysant  I'oeuvre  de  Pierre  Fau- 
chard, nous  trouverons  bien  des  idees  qui 
se  sont  developpees  dans  les  siecles  sui- 
vants,  de  sorte  que  cet  auteur,  par  la  geni- 
alite  de  sa  divination,  est  bien  pres  de  nos 


temps.  La  mise  en  lumiere  de  ses  travaui 
a  une  portee  plus  haute  que  de  satisfaire 
une  curiosite  d'erudit;  elle  explique  his- 
toriquement  revolution  de  la  prothese 
dentaire  contemporaino. 

Je  limite  mon  etude  a  cette  specialite, 
11  serait  trop  long  et  ce  n'est  pas  ma 
tache  d'embrasser  aussi  son  oeuvre  de 
dentiste.  Je  me  borne  done  a  dire  que 
Pierre  Fauchard  est  aussi  grand  comme 
dentiste  que  comme  prothesiste;  il  a 
devine  la  science  comme  il  a  devine  la 
mecanique  dentaire.  Sa  figure  de  savant 
remplit  tout  son  siecle,  et  son  ombre  se 
projette  sur  le  suivant.  Apres  lui,  tous 
les  dentistes  jusqu'a  Delabarre  se  sont  in- 
■spires  de  ison  ouvrage 

Son  nom  marque  une  division  tres 
nette  et  tres  precise  dans  I'histoire  de  la 
prothese  dentaire ;  il  separe  le  moyen  age 


SECTION    IX  :       lODt/CATlOX,    NO.VIKXCLATUKK,    J JTKI{AT(JRE,    AND    HISTOUV.  24'^ 


de  I'age  moderne.  Avant  lui,  c'etait 
I'epoque  des  charlatans  qui  sans  aueune 
idee  arretee  snr  la  theorie  de  eette  special- 
ite  I'exergaient  chacun  a  son  caprice. 
Avec  lui  et  apres  lui,  la  prothese  dentaire 
est  fondee  sur  des  bases  scientifiques. 
Une  trouvaille,  une  decouverte  n'est  plus 
cachee  jaloasement  par  I'heureux  in- 
venteur,  comme  faisaient  ordinairement 
les  charlatans  avant  Fauchard  pour  ne 
pas  en  faire  profitcr  leurs  confreres ; 
mais  chaque  invention  est  exposee  dans 
tous  ses  details,  vulgarisee,  livree  au 
monde  scientifique.  Les  formules  eni- 
piriques  qu'une  generation  transmettait 
a  la  suivante  sont  remplacees  par  les 
principes  de  la  theorie.  A  I'eifort  indi- 
viduel  qui  finit  avec  I'individu,  se  sub- 
stitue  le  travail  que  le  livre  de  la  science 
recueille,  et  qui  se  trouve  ainsi  legue  a 
la  posterite.  C^est  Pierre  Fauchard  qui 
a  donne  I'elan  dans  ce  sens,  en  exposant 
le  premier  a  son  epoque,  longuement  et 
clairement,  la  prothese  dentaire.  II  a 
recueilli  dans  son  traite  tout  ce  que  Ton 
avait  fait  jusqu'a  lui,  il  y  a  ajoute  ses  ex- 
periences personnelles,  ses  efforts,  ses  in- 
ventions. II  3^  a  dans  son  ouvrage  le 
resume  du  passe,  il  y  a  aussi  la  compre- 
hension de  I'avenir.  Le  resume  du  passe 
est  dans  le  choix  des  matieres:  dents 
humaines,  hippopotame,  cheval  matrin, 
boeuf,  cheval,  mulct,  defenses  de  vache 
marine,  coeur  de  I'ivoire.  II  faudra  at- 
tendre  encore  trente  ans  avant  que  Dubois 
de  Chemant  fasse  la  geniale  invention  de 
la  porcelaine  appliquee  a  I'art  dentaire. 
Le  resume  du  passe  est  encore  dans  la 
liste  des  instruments  servant  a  fabriquer 
les  pieces  artificielles :  le  compas,  I'etau, 
la  rape,  la  lime,  la  scie,  le  grattoir  et  le 
foret  avec  son  archet.  Le  resume  du 
passe  est  enfin  dans  quelques  procedes  de 
laboratoire.  Pierre  Fauchard,  par  ex- 
emple,  se  sert  encore  du  coimpas  comme 


guide  dans  la  confection  des  pieces,  la 
methode  de  Tempreinte  trouvee  vers  1700 
par  Mathias  Purmann  de  Breslau  n'etait 
pas  encore  parvenue  a  la  connaissance  des 
artistes  frangais. 

Mais  c'est  I'avenir  qui  commence  dans 
I'jnvention  de  la  dent  a  pivot,  de  la  "dent 
a  tenon,"  comme  il  I'appelle.  II  a  etudie 
cette  idee  geniale  sous  tous  ses  aspects; 
il  I'a  appliquee  aux  cas  les  plus  divers 
pour  restaurations  plus  ou  moins  eten- 
dues;  il  en  a  tire  tous  les  partis  qu'il 
etait  possible  d'en  tirer.  II  a  utilise  la 
dent  a  pivot,  meme  dans  les  cas  ou  le 
canal  de  la  racine  etait  trop  large.  Je 
ne  crois  pas  trop  m'avancer  en  disant  que 
nous  lui  devons  la  dent  a  pivot  avec  gaine, 
puisqu'il  fabriqua  un  poingon  "qui  sert," 
dit-il,  "a  percer  le  plomb  introduit  dans 
quelques  racines  de  dents  dont  le  canal 
est  trop  delabre  pour  servir  a  recevoir  un 
tenon."  Avec  la  dent  a  tenon,  la  pro- 
these cessait  d'etre  un  expedient  de  rem- 
placement  de  courte  duree  qu'il  fallait 
renouveler  a  chaque  moment ;  elle  devient 
un  moyen  de  restauration  durable,  comme 
il  disait,  pendant  toute  la  vie  d'un 
homme.  Les  dentistes  qui  viendront 
apres  Fauchard  ne  feront  qu'elargir  les 
applications  de  son  invention  ingenieuse 
de  la  dent  a  tenon,  dont  les  principes, 
jetes  jDar  le  maitre  ancien,  servent  en 
partie  aujourd'hui  encore  dans  la  pra- 
tique courante.  II  me  parait  meme 
justifie  d'affirmer  que  Pierre  Fauchard 
dans  un  de  ses  developpements  de  I'idee 
feconde  de  la  dent  a  tenon,  devina 
I'avenir  et  ce  qu'est  le  progres  contem- 
porain  de  la  prothese  dentaire.  jST'etait-il 
pas  un  precurseur,  lorsqu'il  montait  une 
rangee  de  six  dents  qui  etait  maintenue 
en  place  par  deux  pivots  a  vis  fixes  dans 
les  racines  ?  N'est-il  pas  permis  d'y  voir 
I'embryon  d'un  bridge  rudimentaire  ? 
Mr.     Geist-Jacobi     du     reste,     dans    sa 
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"Geschiclite  der  Zahnheilkunde,"  p.  137, 
n'hesite  pas  a  affirmer  que  Fauchard  a 
ete  rinventeur  du  pont. 

II  y  a  en  Pierre  Fauchard  bien 
d'antres  idees  tout  a  fait  originales,  qui 
out  joue  apres  lui  un  grand  role  dans  la 
pratique  de  notre  specialite.  Le  principe 
de  suceion,  par  exemple,  s'il  n'a  pas  ete 
applique  integralement  a  cause  de  I'im- 
perfection  de  ses  moj^ens  de  mensuration, 
se  trouve  cependant  en  embryon  dans  ces 
trois  essais  de  dentiers  destines  seulement 
a  la  niaclioire  superieure,  sans  ressorts, 
et  qui  devaient  tenir  grace  a  leur  ajuste- 
ment  parfait  sur  les  gencives,  et  a  la 
pression  exercee  par  les  joues.  ISTous  lui 
devons  egalement  le  dentier  a  ressorts 
d'acier.  Pour  faire  tenir  une  piece  a  la 
machoire  superieure  quand  celle-ci  etait 
completement  depourvue  de  dents,  il 
inventa  dit-il,  une  machine  capable  de 
soutenir  la  piece  du  haut.  Cette  machine 
etait  composee  de  deux  lames  en  or  ou 
en  argent,  se  recourbant  sur  leur  face  la 
plus  large  pour  en  faire  des  especes  de 
demi-cercles  qu'on  ajoutait.  Fun  a  la  face 
interieure,  et  I'autre  a  la  face  exterieure 
du  maxillaire  inferieur.  Cette  armature 
servait  de  point  d'appui  a  la  piece  su- 
perieure, on  la  reliait  a  celle-ci  au  moyen 
de  ressorts  d'acier  avec  de  petites  lames 
de  baleine. 

Pierre  Fauchard  a  ete  un  veritable 
artiste  double  d'un  savant.  II  comprit 
que  le  but  de  la  prothese  n'etait  pas  sim- 
plement  de  remplacer  les  dents  tombees, 
mais  de  les  restaurer  artistement,  en  se 
rapprochant  le  plus  possible  de  la  nature. 
Un  appareil  prothetique  devait  satisfaire 
aux  exigences  de  Fhygiene  et  aussi  de 
Tart;  Fartificiel  devait  etre  cache  sous 
I'imitation  la  plus  parfaite.  Ainsi,  comme 
les  matieres  que  Fauchard  employait 
pour  la  confection  des  pieces  prothetiques 
efaient  depourvues  de  I'email  dont  sont 


couvertes  les  dents  naturelles,  il  eprouva 
le  besoin  de  niieux  les  imiter  et  de  con- 
former  leur  couleur  a  celle  des  dents  et 
des  gencives.  II  imagina  done,  des  1738, 
d'y  appliquer  une  couche  d'email.  (Vous 
pourrez  apprecier  des  imitations  aussi 
consciencieuses  que  possible  de  quelques 
appareils  de  ce  genre,  dans  la  collection 
que  I'Ecole  Dentaire  de  Paris,  avec  une 
initiative  fort  louable,  a  bien  voulu  en- 
voyer  a  ce  congres.)  Fauchard  se  mit 
en  rapport  avec  les  plus  habiles  email- 
leurs  de  I'epoque,  et  apres  bien  des  essais, 
il  obtint  des  resultats  satisfaisants.  II 
nous  decrit  dans  son  traite  sa  maniere 
d'operer :  il  construisait  le  dentier  en  hip- 
popotame  comme  d'ordinaire,  seulement 
il  ne  formait  pas,  il  ne  sculptait  pas  les 
dents.  II  appliquait  apres,  sur  la  face 
exterieure  de  la  piece  une  lame  d'or  ou 
d'argent  decoupee  de  la  largeur  et  de  la 
longeur  de  la  bande  d^ivoire  du  dentier, 
il  tragait  alors  sur  cette  lame  avec  une 
lime  la  figure  des  dents,  et  remettait  la 
piece  a  I'emailleur.  Celui-ci  couvrait 
cette  lame  d'email  en  y  formant  les  dents 
de  la  nuance  voulue  et  meme  la  gencive 
si  cela  etait  necessaire.  II  fallait  enfiu 
appliquer  cette  lame  sur  la  piece,  ce  que 
Fauchard  faisait  au  moyen  de  goupilles 
rivees. 

Je  trouve  qu'on  n'a  pas  donne  a  cette 
derniere  idee  de  Fauchard  I'importance 
qu'elle  merite.  Le  fait  de  s'etre  mis  en 
rapport  avec  un  emailleur  pour  completer 
un  travail  de  laboratoire,  d'avoir  pense  k 
une  substance  qui  par  certains  cotes  se 
rapprochait  de  la  porcelaine  pour  don- 
ner  un  aspect  plus  naturel  a  une  piece, 
ne  marque-t-il  pas  la  premiere  etaps 
vers  I'introduction  de  la  ceramique  dans 
I'art  dentaire  ?  II  n'y  a  qu'un  pas  de  I'idee 
de  I'application  d'un  corps  cuit  dans  le 
four  d'emailleur,  eur  une  plaque  metal- 
liqne.  a  I'idee  de  I'application  d'un  autre 
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corps  analogue  viti-ifiable  sur  un  gres 
sculpte.  II  me  parait  que  ees  deux  idees 
se  tiennent  ('voir  Delabarre).  Si  Ton  ne 
pout  pas  eontester  le  merite  immense  de 
Dubois  de  Chemant,  on  doit  cependant 
reconnaitre  la  part  de  Fauchard  dans 
I'application  de  la  ceramique  a  Tart  den- 
taire,  surtout  dans  la  recherche  d'un 
corps  brillant  pouvant  imiter  par  I'aspect 
et  la  couleur  las  dents  et  les  gencives 
naturelles.  Dubois  de  Chemant  marque 
le  point  d'arrivee,  mais  Fauchard  le  point 
de  depart. 

A  cote  des  voiles  et  des  obturateurs 
modernes  admirables  par  Tingeniosite,  la 
praticite,  et  parfois  la  simplicite,  les  ap- 
pareils  analogues  de  Fauchard,  dont 
j'aurai  I'honneur  de  vous  montrer  les  des- 
sins,  vous  feront  peut-etre  sourire.  Mais 
si  vous  vous  rappelez  I'horreur,  infiniment 
plus  grande,  des  appareils  employes  avant 
Fauchard,  antihygieniques,  lourds,  in- 
commodes, peut-etre  pires  qu'un  simple 
bouehon,  vous  appreeierez  la  construction 
tres  adroite,  basee  sur  les  principes  de  la 
mecanique,  des  appareils  de  Fauchard 
qui  marquent  vraiement  un  progres  con- 
siderable sur  tons  les  precedents. 
Jusqu'au  temps  de  Fauchard  on  avail 
donne  la  preference  a  un  obturateur 
compose  d'une  plaque  et  d'une  simple 
tige  terminee  par  une  vis  sur  laquelle 
on  montait  un  petit  ecrou,  apres  avoir 
fait  passer  la  tige  a  travers  une  eponge 
qui  couvrait  la  surface  convexe  de  la 
plaque.  II  en  resultait  que  cet  obtura- 
teur, bien  loin  de  rester  en  place,  se  pre- 
cipitait  et  se  deplagait  si  aisement  a  cause 
de  son  poids  et  de  son  inclinaison,  qu'il 
devenait  inutile,  embarrassant,  incom- 
mode. II  arrivait  a  peu  pres  le  meme 
inconvenient  dans  I'application  de  tous 
les  autres  obturateurs  que  I'on  avait 
imagines  jusqu'alors. 

Pour  me  resumer,  je  dirai  done  que 


Toeuvre  de  Pierre  P^auchard  dans  I'art 
dentaire  en  general  peut  se  comparer  k 
celle  d'Ambroise  Pare  dans  la  chirurgie. 
Ce  n'est  pas  une  exageration  d'affirmer 
qu'il  a  ete  le  createur  de  cette  branehe 
de  notre  specialite.  La  lutte  qu'il  soutint 
contre  les  charlatans  de  son  epoque  qui 
pratiquaient  couramment  le  percement 
des  gencives  pour  la  fixation  des  pieces 
artificielles,  les  nombreux  enseignements 
puises  dans  son  experience  personnelle  et 
dans  sa  theorie  pour  la  confection  des 
dentiers,  les  ingenieuses  inventions  qu'il 
trouva  en  prothese  dentaire,  son  zele  et 
son  amour  pour  la  science  sont  autant  de 
litres  pour  qu'il  -soil  considere  comme  le 
pere  de  cette  branehe  de  I'art  dentaire. 
On  doit  le  citer  comme  ayant  fixe  le  pre- 
mier les  regies  scientifiques  et  pratiques 
des  precedes  de  laboratoire  en  usage 
jusqu'alors,  comme  celui  qui  a  parle  le 
premier  des  dents  a  pivot,  qui  a  invente 
les  dentiers  a  ressorts  metalliques,  qui  a 
devine  le  bridge  autant  que  les  materiaux 
de  I'epocjue  le  lui  permettaient,  et  qui, 
par  son  application  du  vernis  d'email  a 
ouvert  le  chemin  a  Dubois  de  Chemant 
pour  son  heureuse  innovation.  Toute  la 
prothese  dentaire  jusqu'a  Delabarre  pro- 
cede  de  lui.  II  a  fait  I'education  des 
dentistes  ses  contemporains,  il  a  inspire 
ceux  qui  sont  venus  ensuite.  Les  Win- 
stow,  les  Finot,  les  Helvetius  .  .,  les 
meilleurs  docteurs  de  son  epoque  accueil- 
lent  son  ouvrage  avec  les  approbations  et 
les  encouragements  les  plus  chaleureux 
et  I'etudient  avec  ferveur.  Les  Gerauldy, 
les  Lecluse,  les  Bourdet  de  la  generation 
suivante  I'imitent  et  le  recopient  succes- 
sivement.  L'oeuvre  de  Fauchard,  dans  le 
texte  original  dont  trois  editions  se  sui- 
vent  en  soixante  ans,  et  dans  la  traduc- 
tion allemande  editee  depuis  1733,  par- 
court  le  monde  et  contriJDue  puissam- 
ment   aux  progres   de   la  prothese   den- 
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taire.  Et  aujourd'hui  encore,  c'est  sous 
les  auspices  de  son  nom  glorieux  que  Dr. 
E.  C.  Kirk  le  tres  distingue  et  infatig- 
able  secretaire  general  de  la  Commission 
d'organisation,  a  invite  les  dentistes  fran- 
gais  a  ce  congres  avec  une  phrase  heureuse 
qui  lui  a  valu  toute  notre  gratitude  en 
reconnais'sant  que  "C'est  I'art  frangais, 
I'art  de  Fauchard,  transmis  a  Lemaire  et 
a  Gardette  et  par  eux  a  Flagg,  Greenwood 
et  autres,  qui,  dans  sa  derniere  evolution 
est  exploite  au  grandiose  congres  de  St- 
Louis." 

BIBLIOGRAPHIE. 

L'ouvrage  original :  "Le  Chirurgien- 
Dentiste,  ou  Traite  des  dents,  par  Pierre 
Fauchard,  Chirurgien-Dentiste  a  Paris. 
En  deux  tomes" — a  eu  trois  editions  suc- 
cessives  en  1738,  en  1746,  et  en  1786.  La 
premiere  edition  a  ete  traduite  en  alle- 
mand  sous  le  titre :  "Fauchard — Abhand- 
lung  der  Zahne,  aus  dem  Franzosisch. 
Berlin  1733." 

Parmi  les  anal3^ses  je  citerai  celle  de 
Mr.  Lemerle  dans  sa  "Notice  sur  I'his- 
toire  de  I'Art  dentaire,  etc.  1900." 

II  serait  trop  long  de  citer  tons  les 
noms  des  auteurs  Frangais  et  etrangers 
qui  mentionnent  I'oeuvre  de  Fauchard 
en  prothese.  JSTous  nous  bornerons  a 
citer  parmi  les  Frangais:  Gerauldy, 
Buron,  Lecluse,  Bourdet  (1750),  Au- 
rebbi,  et  dans  le  XlXeme  siecle,  tous  ceux 
qui  ont  ecrit  sur  la  prothese  dentaire : 
Fonsi,  Jourdan,  Maggiolo,  Laforgue 
Delabarre,  etc.  Parmi  les  etrangers 
citons  les  auteurs  Anglais:  Koecker 
(1835),  Robinson  (1846),  De  Loude 
(1840),  etc. 

LES    PLANCHES. 

La  presentation  de  ces  tableaux  aurait 
suffi  a  elle  seule  a  completer  mon  petit 
travail  sur  Fauchard ;  je  vous  demanderai 


cependant  quelques  minutes  encore  pour 
vous  donner  certains  renseignements  qui 
me  paraissent  indispensables  et  que  j'ai 
pu  trouver  dans  I'etude  de  son  oeuvre  qui 
par  sa  rarete  ne  pent  etre  a  la  portee  de 
tout  le  monde. 

La  planche  de  l'ouvrage  de  Fauchard 
que  vous  allez  voir  reproduite  par  la 
photographie,  eveille  sans  doute  en  vous 
deux  sentiments :  I'un  penible  en  com- 
parant  I'etat  ancien  avec  le  progres  ac- 
compli, mais  aussi,  j'espere,  celui  d'ad- 
miration  pour  I'homme  qui  le  premier 
porta  a  la  connaissance  de  ses  contem- 
porains  tout  ce  que  la  prothese  pouvait 
faire  a  son  epoque. 
\Ces  planches  sont  inserees  apres  la  page  S^S.] 


Planche    XXIX. 

Fauchard  veut  montrer  par  cette  gravure 
les  deux  sortes  de  limes  dont  il  se  servait : 
celle  a  queue  de  rat  recourbee,  et  celle  trian- 
gulaire.  11  y  a  aussi  le  eompas  qui  §tait  le 
seul  instrument  lui  permettant  de  prendre 
les  mesures  necessaires  a  la  confection  de  ses 
appareils. 

Planche  XXX. 

Nous  y  voyons  seuleiuent  une  sorte  de 
foret  a  archet  que  Faiichard  appelle  "cheva- 
let" ;  toute  description  est  inutile,  on  ne  peut 
pas  s'empecher  de  penser  qu'il  y  a  une  petite 
difference  entre  cet  objet  et  nos  tours  flectri- 
ques. 

Planche  XXXI. 

Elle  est  exclusivement  destinee  h  repre- 
senter  une  scie  dont  I'arbre  ouvrage  montre 
le  desir  de  I'ouvrier  de  I'epoque  de  posseder 
des  outils  ayant  un  certain  cachet. 


Planche  XXXII. 

Deux  grattoirs  y  sont  representes.  Fauch- 
ard donne  une  explication  tres  detaill6e  de 
ces  instruments  qui  etaient  destines  a  gratter 
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I'os  dans  lequel  on  sculptait  les  dentiers.  Ces 
grattoirs  etaient  i\  difterentes  faces  dont  les 
jiseaux  etaient  tallies  Je  fagon  H  pouvoir  aller 
de  gauche  a  droite  et  vice-versa. 


Planche  XXXIII. 

Les  figures  1  et  2  representent  les  equaris- 
soirs  qui  servent  a  preparer  les  canaux  radi- 
culaires,  et  la  figure  3  un  instrument  trfes 
special  ou  "espece  de  poingon,"  comme  I'ap- 
pelle  Fauchard  qui  etait  destine  a  pratiquer 
un  canal  dans  le  plomb  foule  prealablement 
dans  une  racine  par  trop  abimee. 


grandes  incisives;  ces  trois  appareils 
n 'off rent  rien  de  bien  interessant.  Mais  c'est 
sur  le  No.  4  que  je  voudrais  attirer  toute 
votre  attention.  Vous  conviendrez,  je  n'en 
doute  pas,  que  le  Fauchard  de  174G  nous 
uiontre  la  un  bridge  tel  qu'il  serait  concu 
encore  aujourd'hui,  avec  bien  entendu  les  per- 
fectionnements  que  les  progres  devaient  j  ap- 
porter,  mais  avec  la  meme  idee — mfere  que 
nous  a  Igguee  Fauchard.  Pour  celle-ia 
comme  pour  toutes  les  autres  pi&ces,  cet 
illustre  precurseur  donne  les  details  les  plus 
minutieux,  recommandant  la  direction  des 
pivots,  leur  fixation    etc. 


Plai>:che  XXXIV. 

Vous  y  voyez  une  serie  d'appareils  de  1,  2. 
3,  et  6  dents  qui  devaient  tenir  au  moyen  de 
deux  fils  attaches  aux  extremites  de  la  piece. 
Les  dents  des  appareils  jusqu'au  No.  4  sont 
unies  entre  elles  par  des  goupilles  d'or  et 
d'argent.  La  figure  8  nous  niontre  un  per- 
fectionnement  avec  une  piece  inferieure  de  6 
dents  assemblees  grace  a  un  bandeau  d'or 
ou  d'argent  fixe  avec  des  rivets.  Mais  ce  qui 
doit  le  plus  attirer  notre  attention  sur  cette 
planche,  c'est  la  dent  a  tenon,  la  dent  a  pivot 
d'aujourd'hui. 

Si  je  ne  craignais  pas  d'abuser  de  vos  in- 
stants, je  vous  lirais  la  description  qu'en  fait 
Fauchard,  non  certes  pour  vous  apprendre 
ce  qu'est  une  dent  a  pivot,  mais  pour  vous 
montrer  avec  quels  soins  il  la  preparait  et 
quels  bons  conseils  il  donnait  a  ceux  qui 
voulaient  suivre  son  exemple :  limage  de  la 
racine,  preparation  du  canal,  pose  de  la  dent, 
precautions  speciales  en  cas  de  mauvais  etat 
de  la  racine  ou  en  cas  que  le  pivot  ftit  trop 
court.  En  un  mot:  soliditg,  hygiene,  esthe- 
tique,  tout  est  pris  en  consideration. 


Planche  XXXV. 

File  est  non  moins  interessante  que  la  pre- 
c#dente.  Je  passerai  rapidement  sur  le  No. 
5,  appareil  pour  raachoire  inferieure  destine 
a  tenir  par  son  propre  poids,  ainsi  que  sur  les 
Nos.  1  et  2  appareils  du  haut  qui  devaient 
etre  maintenus  in  situ,  I'un  par  des  fils 
attaches  aux  molaires  post^rieures,  I'autre 
^galement    par    des    fils    attaches    aux    deux 


Planche  XXXVI. 

Celle-ci  nous  montre  "une  piece  ou  machine 
pour  la  machoire  superieure."  Fauchard 
n'etait  pas  satisfait  du  peu  de  stabilite  des 
appareils  du  haut.  II  imagina,  pour  un  sujet 
a  qui  manquaient  seulement  les  dents  du  bas, 
de  fixer  a  la  pi&ce  destinee  au  maxillaire 
superieur  deux  ressorts  attaches  a  deux 
bandes  metalliques  dont  I'une  s'appliquait 
a  la  face  linguale,  Tautre  a  la  face  labiale  des 
dents  dvi  bas.  En  pareil  cas,  avant  I'invention 
de  Fauchard,  les  dentistes  de  I'epoque  reliaient 
I'appareil  du  haut  aux  dents  de  la  machoire 
inferieure  d'une  far-on  permanente  au  moyen 
de  deux  ressorts  de  baleine  attaches  avec  des 
fils. 

Planche  XXXVII. 

Je  laisserai  de  cote  les  figures  1  et  2  qui 
representent  le  meme  dentier  complet  de  deux 
difl^erentes  fagons,  mais  j'attirerai  votre  at- 
tention sur  la  difierence  enorme  qui  existe 
entre  les  figures  1  et  2  et  la  figure  3.  Celle-ci 
represente  en  effet  le  chef  d'ceuvre  de  Fauch- 
ard, son  fameux  dentier  emaille  dont  vous 
avez  admire  ou  vous  admirerez,  j'esp&re,  le 
fac-simile  dans  la  collection  envoyee  par 
I'Ecole  Dentaire  de  Paris.  Vous  suppl6erez 
a  I'insuffisance  d'lme  simple  projection. 


Planche  XXXVIII. 

Voici  les  deux  premiers  obturateurs  que 
Fauchard  inventa  pour  remplacer  tous  les 
mauvais  systemes  employes  jusqu'alors:  ce 
ne  sont  que  de  simples  plaques  obturatrices, 
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mais  les  deux  ailes  mobiles  grace  a  la  clef 
figure  10,  permettaient  d'introduire  facile- 
ment  I'appareil  et  de  le  maintenir  en  place. 


sacliant  pas  resoudre  ce  grave  probleme,  en- 
gagea  sa  malade  a  aller  chez  Fauchard,  re- 
connaissant  ainsi  sa  superiority. 


Planche  XXXIX. 

Ici  la  simple  plaque  obturatrice  est  rem- 
placee  dans  deux  cas  plus  compliques  par  un 
appareil  destine  a  suppleer  aux  dents  man- 
quantes  et  a  jouer  le  r61e  d'obturateur. 
Fauchard  a  deja  ameliore  son  premier  sys- 
teme,  et  grace  a  un  mecanisme  ingenieux,  11 
parvient  a  donner  une  telle  satisfaction  a  ses 
malades,  qu'eux-memes  en  sont  surpris.  Mais 
non  content  des  resultats  obtenus  dans  un 
aiitre  cas,  il  modifie  et  perfectionne  encore 
son  obturateur  et  fait  construire  les  ap- 
pareils  de  la  planche  suivante. 


Planche  XL. 

Fauchard  aide  ses  confreres  de  I'epoque  non 
seulement  par  des  dessins,  mais  aussi  par  des 
descriptions  tres  detaillees  de  ses  mecanismes, 
leur  permettant  ainsi  d'utiliser  ses  inven- 
tions dans  les  differents  cas,  car  comme  dit 
tres  justement  Fauchard,  "Dans  ces  sortes 
d'appareils,  il  est  necessaire  d'apporter  & 
chaque  cas  des  modifications  j^lus  ou  moins 
importantes."  Ainsi  la  figure  18  nous 
montre  un  appareil  de  4  dents  servant  il 
boucher  une  simple  perforation  palatine. 


Planche  XLI. 

Cette  planche  represente  un  dentier  a  res- 
sorts  vu  de  deux  cotes  differents.  Comme 
vous  voyez,  les  porte-ressorts  sont  mieux 
places  que  dans  les  dentiers  precedents,  et  les 
anses  D  D  constituent  aussi  une  ameliora- 
tion, car  elles  couvrent  les  faces  triturantes 
et  laterales  des  mol aires,  et  servent  ainsi  a  la 
fois  a  empecher  I'armature  de  s'enfoncer  et 
aussi  a  supjDorter  les  ressorts. 

Ce  dentier  fut  fabrique  par  Fauchard  en 
1737  pour  une  dame  qui  lui  fut  adressee  par 
un  praticien  tres  renomme,  M.  Caperon,  Den- 
tiste  du  Roi.     Ce  practicien  consciencieux  ne 


Planche  XLII. 

Nous  constatons  ici  une  petite  variante 
aux  dentiers  precedemment  construits  par 
Fauchard  qui  n'aA'ait  eu  a  faire  qu'a  des 
malades  depourvus  de  toutes  les  dents  de  la 
machoire  superieure,  mais  possedant  toutes 
les  dents  du  bas.  Dans  ce  cas,  il  r^solut  la 
difficulte  de  la  fagon  la  plus  simple  et  presque 
semblable  a  celle  suivie  par  les  confreres  de 
nos  jours  qui  voudraient  appliquer  des  res- 
sorts  a  un  dentier  dans  les  memes  circon- 
stances. 

[Voir  les  planches  suivantes  XXIX — XLII 
f Plates  I— XIV J. ] 


Discussion. 

Dr.  Francisque  Martin^  Lyons, 
France.  Je  suis  lieureux  d'avoir  assiste 
a  la  tres  interessante  communication  que 
je  viens  d' entendre  sur  Pierre  Fauchard. 
Trop  peu  connu  en  France,  presque 
ignore  a  I'etranger,  cet  liomme  qui  eut 
tant  d'infiuence  sur  de  Tart  dentaire 
frangais  et  mondial  vient  de  nous  etre 
revele  par  I'eloquente  erudition  de  mon 
confrere  et  ami  le  Dr.  Platscliick,  que  je 
remercie  au  nom  des  dentistes  frangais. 

Dr.  C.  N.  Johnson,  Chicago,  111. 
This  is  a  volume  in  itself,  and  it  will  be 
a  revelation  to  many  of  those  who  are 
bringing  out  patents  today.  Dr.  Plat- 
schick  has  come  a  long  distance  to  read 
this  paper;  he  has  given  a  wonderful 
revelation,  and  I  move  that  a  rising  vote 
of  thanks  be  extended  to  him. 

Motion  seconded  and  carried. 

Adjourned  until  Thursday  afternoon. 


B.    PLATSCHICK — "fAUCHARD/"] 


PLATE  I. 


Planche  XXIX. 


B.    PLATSCHICK — "fAUCII ARD."] 


PLATE  11. 


PlANCHE  XXX. 


IJ.    rLATSCTlICK — "fAUCIIAUI)."] 


PLATE  III. 


Pla.nche  XXXI. 


B.    PLATSCJIICK "fAUCIJARD/"'] 


r[.ATE  IV. 


Planche  XXXII. 


B.    PLATSCHICK —    FADCJIAIil)/ 


PLATE  V. 


Planche  XXXIII. 


m. 
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B.    PLATSCIIICK— "FAUCirARD/'] 


PLATE  VI. 


Planche  XXXIV. 


B.    PLATSCHICK — ''fAUOHAED/''] 


PLATE  VII. 


Planche  XXXV. 
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B.    PLATSCHICK — "r  AUG  HARD."] 


I' LATE  VII I. 


PlANCHK  XXXVI. 


B.    PLATSCHICK — "fAUCHARD/'J 


PLATE  IX. 


rLANCIIE    XXXVII. 


B.    PLATSCHICK — ''fAUCHARD."] 


PLATE  X. 


Planche  XXXVIII. 


B.    PLATSCHICK — "■fAUCHARD/'] 


PLATE  XL 


Planche  XXXIX. 


t.iJ 


B.    PLATSCHICK — "fAUCHARD/'J 


PLATE  XII. 


Planche  XL. 
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PLATE  XIII. 


Planche  XLI. 
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B.    PLATSCHICK — "fAUCHARD/''] 


PLATE  XIV. 


Plaxche  XLII. 


SECTION    IX  :       EDUCATION,    NOMENCLATURE,    LITERATURE,    AND    HISTORY.         249 


SECTION    IX— Continued. 


FOURTH   DAY— Thursday,  September  ht. 

TfiE  session  was  called  to  order  by  the  on  jSTomenclature,  by  the  chairman,  Dr. 

chairman  at  3  p.m.  A.  H.  Thompson  of  Topeka,  Ivans.,  to- 

The  first  order  of  business   was  the  gt'llier  with  the  included  essays  and  sug- 

reading  of  the  report  of  the  Committee  gestions,  as  follows : 

Report  of  the  Committee  on  Nomenclature. 

By  A.  H.  THOMPSON,  D.D.S.,  Topeka,  Kansas, 

CHAIEMAN. 


It  was  the  custom  of  the  old  Eoman 
nobility  that  as  one  of  them  proceeded 
along  the  way,  a  slave  ran  beside  the 
chariot  to  tell  the  occupants  the  names  of 
those  whom  they  met,  announcing  them 
as  they  approached.  This  slave  was 
called  the  nomsnclator,  or  namer.  From 
this  word,  and  from  nomen,  a  name,  we 
obtain  the  terms  that  refer  to  the  naming 
of  things,  and  hence  also  the  science  of 
nomenclature,  which  has  to  do  with  the 
exact  designation  of  names  and  their 
application.  Words  are  thereby  made  fit 
things  as  tools  for  work.  "Komencla- 
ture,"  the  Standard  Dictionary  says,  has 
reference  to  a  "system  of  names  or  of 
naming,  especially  to  one  used  in  a 
particular  art  or  science,  also  a  system- 
atic and  alphabetic  list  of  technical 
names."  It  seems  to  be  a  question 
whether  the  word  "terminology"  would 


not  be  better  for  our  use  in  this  sense, 
as  it  has  a  more  specific  reference  to  the 
technical  terms  in  use  by  a  science  or  an 
art,  i.  e.  the  more  exact  application  of 
terms  in  work.  The  distinction  might 
be  made  that  "nomenclature"  has  refer- 
ence to  the  giving  of  names  to  things, 
while  "terminology"  designates  the  ex- 
act, the  refined  application  of  terms  and 
names  to  things  and  ideas,  to  the  end  of 
facilitating  work. 

There  ought  not  to  be  any  argument 
or  question  as  to  the  desirability,  even 
the  necessity,  of  a  complete  and  exact 
terminology  for  the  use  of  the  dental 
profession.  Its  position  as  an  acknowl- 
edged scientific  occupation  should  war- 
rant the  possession  of  a  nomenclature 
that  is  scientific,  exact,  universal  and 
accepted.  That  this  condition  does  not 
prevail,  is,  to  say  the  least,  not  honorable 
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to  a  profession  claiming  to  be  scientific. 
To  be  sure,  the  great  special  sciences,  as 
chemistry,   zoology,   botany,   and   others 
have  but  recently  put  their  terminology 
upon  a  scientific  basis  and  secured  some- 
thing   like    harmony.      But    they    have 
cleared   up    their  nomenclature,    and   it 
becomes  us  of  the  professions  which  are 
founded  on  the  special  sciences,  to  clear 
up  our  terminology  and  introduce  scien- 
tific accuracy  and  harmony.     The  rank 
and  file  of  the  dental  profession  are  in- 
different as  to  the  value  of  care  and  exact- 
ness in  the  use  of  terms,  and  it  unfor- 
tunately happens  that  men  in  high  places. 
Journalists,  and  writers,  are  also  careless 
and  lacking  in  the  conscientious  concep- 
tion of  their  duty  in  this  regard.     They 
have  a  Tesponsibility  in  the  example  they 
set    that    they    should    appreciate,    and 
should  endeavor  to  aspire  after  greater 
exactness  in  the  selection  and  the  use  of 
terms.      A    slovenly    nomenclature    is    a 
great  hindrance  to  work ;  poor  words  are 
like    poor   tools — good   work    cannot   be 
performed  with  them.     That  this  is  true 
has  been  demonstrated  frequently  in  the 
history  of  all  the  sciences.    Rot  only  does 
confusion  arise  owing  to  the  use  of  dif- 
ferent terms  for  the  same  thing  or  idea, 
but  the  effort  wasted  in  explanation  and 
adjustment    of    harmony    is    a    distinct 
waste  of  brain  power — and  brain  power 
is  the  most  valuable  thing  in    the  world. 
The  great  argument  for  a  scientific  ter- 
minology is  economy  of  brain  power,  that 
the  world  may  have  the  benefit  of  the 
highest    efficiency    of    genius,    and    of 
trained  workers.    jSTomenclature  is,  in  its 
lasit  analysis,  therefore,  an  expediency,  a 
means  to  an  end,  a  tool  to  work  with, 
that  more  and  better  work  may  be  ac- 
complished.     But   it    is   a    most   valu- 
able   tool,    and    therefore    deserves    the 
greatest  possible  consideration  and  cul- 


tivation.      Our    protest,     therefore,    is 
against  the  indifference  of  the  profession 
as  to  the  real  value  of  an  exact  and  scien- 
tific nomenclature.    The  arguments  have 
been  frequently  presented  before  to  the 
profession,  for  the  subject  is  not  new, 
but  we  have  failed  to  impress  its  mem- 
bers with  the  fact  that  an  exact  termi- 
nology in  general  use  and  acceptation 
would  be  a  great  economy  of  time,  en- 
ergy, and  brain  power,  and  would  inev- 
itably lead  to  the  greater  efficiency  and 
usefulneSiS  of  the  dental  profession.    We 
would,  therefore,  urge  all  of  its  mem- 
bers, but  especially  those  in  high  and  in- 
fiuential   places,   to  consider   their  con- 
scientious   duty   in   this   regard   and   to 
endeavor  to  bring  about  a  better  condi- 
tion of  things  in  this  respect,  to  the  end 
of  advancing  the  honor  of  the  profession. 
On    this    great    occasion,    also,    when 
America  is  honored  by  the  presence  of 
so  many  of  our  eminent  and  respected 
foreign  confreres^  the  subject  of  a  uni- 
versal terminology  for  our  profession  in 
all  European  languages  must  receive  our 
serious  consideration.     The  essays  here- 
with appended  by  the  foreign  members 
of    the    co'mmittee    will    deal    with   this 
branch  of  the  subject.     It  is  the  earnest 
wish  of  the  coimmittee  that  some  steps 
may  be  taken   toward  the  ultimate  ac- 
complishment  of   the   preparation   of   a 
universal  terminology  that  will  be  under- 
stood  in   all    languages.      Science   is   a 
universal    brotherhood    and    knows    no 
political,     linguistic,     or     geographical 
boundaries.     Scientific  men  are  of  one 
blood,  one  purpose,  one  language — and 
that  language  should  be  universal  and 
uniform.      Other  sciences   have   such   a 
universal  language,  and  it  becomes  us  as 
a  great  and  universal  profession  to  pre- 
pare a  terminology  that  shall  be  uniform 
in  all  languages,  by  which  the  confreres 
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of  all  nations  may  read  each  other's  lit- 
erature and  learn  of  each  other's  work 
and  be  enabled  to  communicate  with 
each  other  in  the  common  interest  of 
furthering  our  beloved  profession  in  all 
lands.  To  that  end  it  is  the  earnest  de- 
sire that  steps  may  be  taken  at  this  great 
meeting  to  bring  about  ^'^a  consummation 
so  devoutly  to  be  wished."  Dr.  Chas. 
Grodon  speaks  of  the  work  of  securing  an 
international  nomenclature,  and  it  is  to 
be  desired  that  steps  should  be  'taken  at 
this  congress  to  further  the  undertaking. 
In  America  ithere  has  been  some  prog- 
ress made  in  the  improvement  and  har- 
monization of  our  nomenclature.  Com- 
mittees appointed  at  the  meetings  of  the 
American  Dental  Association  through 
the  seventies  and  eighties,  accomplished 
a  perceptible  beginning.  Old,  popular, 
and  unscientific  terms  were  gradually 
dropped  and  many  of  the  better  names 
suggested  by  those  committees  were 
adopted  and  became  part  of  our  current 
literature  and  general  usage.  All  honor 
to  the  workers  of  those  early  days,  for 
their  task  was  difficult  and  thankless, 
and  the  obstacles  and  opposition  they 
encountered  were  enough  to  discourage 
less  heroic  souls.  But  they  builded 
wisely  and  "their  works  do  follow  them." 
The  foundations  they  laid  were  deep  and 
lasting,  and  we  are  today  enjoying  the 
benefits  of  a  better  nomenclature,  owdng 
to  the  excellent  pioneer  labors  of  those 
early  enthusiasts  in  the  field.  They 
found  chaos  and  they  left  order  to  a  de- 
gree that  is  surprising  when  we  consider 
the  condition  of  the  current  terms  in 
common  use  in  the  profession.  They  ac- 
complished wonders  in  making  a  begin- 
ning, and  we  cannot  but  record  our  ap- 
preciation of  their  labors  in  first  blazing 
the  way  for  subsequent  workers.  With 
their  work  for  a  foundation,  after-work- 


ers have  been  enabled  to  accomplish  more 
than  they  would  otherwise  have  been 
able  to  do  without  the  labors  of  those 
early  pioneers. 

The  terminology  of  our  profession  has 
been  greatly  improved  since  the  next  ini- 
tiative made  by  the  committee  on  nomen- 
clature at  the  World's  Columbian  Dental 
Congress,  at  Chicago  in  1893.  Their 
report  was  an  excellent  new  starting- 
point,  and  from  the  suggestions  then 
made  much  good  has  resulted  in  the  im- 
provement and  harmonization  of  our 
nomenclature.  The  problem  of  the  whole 
subject  was  so  ably  discussed  in  all  of  its 
bearings  that  the  arguments  do  not  need 
to  be  presented  again.  It  is  only  neces- 
sary to  refer  to  that  excellent  resume  for 
the  exhaustive  presentation  of  the  sub- 
ject in  all  of  its  relations.  That  report 
undoubtedly  exercised  a  great  influence 
on  the  profession,  and  stimulated  the 
appreciation  of  the  necessity  for  formu- 
lating a  better  nomenclature,  and  inter- 
ested students  in  the  investigation  of  the 
subject.  We  may  even  hope  that  it  as- 
sisted at  the  birth  of  a  conscience  on  the 
subject,  and  that  writers  and  speakers 
have  perhaps  better  than  ever  before 
realized  their  responsibility  to  the  pro- 
fession and  to  the  public,  for  their  in- 
fluence in  the  use  and  presentation  of  a 
proper  terminology.  We  would  like  to 
believe  that  the  suggestions  of  that  com- 
mittee have  been  largely  adopted  by  the 
profession,  and  that  they  have  been  pro- 
ductive of  great  good.  Indeed,  we  cannot 
but  believe  that  the  impulse  there  given 
to  the  subject  eventuated  in  the  next 
most  important  step  in  the  evolution  of 
the  subject. 

At  the  meeting  of  the  American  Den- 
tal Association  held  at  Asbury  Park  in 
1895,  a  committee  drew  up  and  pre- 
sented a  considerable  list  of  words  which 
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it  was  hoped  would  introduce  more  har- 
mony in  the  use  of  terms.  This  report 
and  list  was  adopted  by  the  association 
and  was  very  generally  accepted  by  the 
profession  at  large  and  used  to  a  great 
degree  by  text-books  and  journals.  A 
great  step  was  taken  when  this  list  was 
adopted,  for  we  then  had  an  authorita- 
tive list  of  terms  from  which  to  work, 
and  the  gradual  elimination  of  duplicate 
words  and  inappropriate  terms  has  made 
©ome  progress  since  that  list  was  ac- 
cepted. There  has  been  some  conflict 
of  opinion  as  to  the  propriety  of  some 
few  terms,  different  names  for  the  same 
thing  each  having  their  advocates  who 
upheld  their  rival  claims  with  great 
energy,  but  on  the  whole  there  has  been 
less  controversy  than  might  have  been 
expected,  considering  the  revolution  that 
the  report  proposed  in  the  use  of  names. 
This  was  largely  due,  of  course,  to  the 
determination  of  the  committee  to  re- 
tain those  terms  that  were  most  in  use 
and  acceptation,  and  in  oases  of  confu- 
sion and  controversy  giving  preference 
to  that  term  which  had  the  most  advo- 
cates or  was  the  most  scientific. 

Perhaps  the  most  difficult  task  the 
committee  had,  or  that  any  reformers  of 
nomenclature  will  have,  is  the  elimina- 
tion of  so-called  popular  terms,  which, 
like  the  popular  names  of  animals  and 
plants,  are  often  local,  or  confined  to  sets 
or  classes  of  persons,  and  which  are 
varied  from  place  to  place  or  from  class 
to  class.  This  is  one  difficulty  with  the 
rank  and  file  of  the  profession  yet,  i.e. 
the  use  of  common,  popular  terms'  for 
things  and  ideas,  that  are  unscientific 
and  undescriptive.  There  is  an  inclina- 
tion on  the  part  of  scientific  men  also 
to  the  use  of  terms  that  they  consider 
better  and  more  scientific,  as  against 
those  proposed  by  the  American  Dental 


Association  committee.      Some  of  these 
will  be  noted  later. 

Eight  here  this  committee  would  make 
the  first  recommendation  and  suggest  the 
first  rule  for  the  simplification  land  har- 
monization of  our  nomenclature,  viz.. 
That  a  spirit  of  loyalty  should  pervade 
the  profession  that  is  sufficient  to  sinh 
all  preferences  that  are  not  in  harmony 
ivith  achnoioledged  authority,  and  to 
accept  their  rulings,  to  the  end  of  secur- 
ing uniformity. 

The  American  Dental  Association 
committee  was  such  an  authority,  duly 
appointed,  and  their  report  and  list  was 
formally  accepted  and  adopted.  This 
list,  therefore,  became  the  official  list  of 
the  profession  in  this  country,  and  as 
such  should  be  accepted  by  the  profession 
and  its  writers  and  speakers.  The  terms 
there  proposed  should  be  employed  by 
all  until  corrected  by  the  National  Den- 
tal Association  as  the  central  authority. 
That  authority  is  final,  and  should  be 
so  accepted  by  the  profession  in  a  spirit 
of  loyalty  for  the  greatest  good  to  the 
profession.  There  is  little  use  of  a  com- 
mittee on  nomenclature  proposing  re- 
forms if  their  authority  be  not  acknowl- 
edged and  obeyed.  To  be  effective  their 
decisions  must  be  arbitrary  if  any  prog- 
ress is  to  be  made,  and  where  it  is  shown 
they  are  wrong  such  errors  must  be  cor- 
rected by  the  central  authority.  But  this 
committee  insists  that  when  terms  are 
adopted  by  such  authority  that  they 
should  be  accepted  by  the  profession,  and 
that  the  love  of  harmony  and  simplicity 
should  be  sufficient  to  warrant  the  set- 
ting aside  of  all  personal  preferences  in 
favor  of  the  adopted  terms.  Otherwise 
the  work  of  all  such  committees  might 
as  well  not  be  done  so  far  as  attaining 
the  ultimate  and  much  desired  result  of 
a  i^erfect  and  uniform  terminology. 
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As  a  recent  writer  before  the  Botanical 
•Section  of  the  American  Association  for 
the  Advancement  of  Science,  at  the  re- 
cent meeting  in  St.  Louis,  said,  "Doubt- 
less all  will  now  agree  that  any  rational 
system  'of  nomenclature  must  be  based 
strictly  on  priority.  This  itself  is  a 
long  step  in  advance,  for  the  earlier  sys- 
tematists  laid  less  stress  on  priority  than 
■on  the  supposed  appropriateness  of  a 
name.  The  unfortunate  result  of  their 
practices  we  are  suffering  from  now,  i.e. 
that  it  is  impos'sible  to  bring  their  work 
into  harmony  with  ours  without  adopting 
rules  and  methods  that  are  necessarily 
more  or  less  arbitrary.  Let  us,  then, 
nerve  our  minds  to  the  point  of  seeing 
not  only  many,  but  if  necessary  all  of 
-our  most  favored  names  sacrificed  to 
consistency,  and  unite  in  adopting  the 
simplest  and  most  direct  code  of  rules 
thajt  can  be  agreed  upon."  This  is  the 
spirit  of  our  sister  sciences,  and  it  should 
be  our  spirit  in  the  interests  of  uniform- 
ity and  of  loyalty  to  the  honor  'and  ad- 
vancement of  our  beloved  profession. 
Therefore,  your  committee  would  make 
u  special  appeal  to  all  members  of  the 
profession  to  adopt  the  terms  and  names 
officially  decided  upon  by  the  committees 
on  nomenclature^,  to  the  end  of  securing 
a  better  and  moire  scientific  terminology, 
and  that  those  terms,  if  they  are  to  be 
corrected — and  they  will  often  need  to  be 
-corrected,  for  the  committees  are  but 
human,  and  with  all  their  investigations 
and  research  will  commit  errors — that 
corrections  should  be  made  through  the 
regular  channels  of  the  nomenclature 
committees  and  the  national  associations. 
The  committee  makes  this  appeal  in  the 
interests  of  harmony  and  for  the  honor 
that  would  accrue  to  the  profession  in 
having  an  exact,  scientific  terminology. 

We  are  now  past  the  discussion  of  the 


desirability  and  advantages  that  will  fol- 
low the  reformation  and  improvement  of 
terminology.  That  part  of  the  subject 
has  been  ably  presented  by  various 
writers  and  committees  on  nomenclature, 
and  their  conclusions  generally  accepted 
and  acknowledged.  We  have  now  come 
to  the  stage  attained  by  most  of  our  sis- 
ter sciences,  i.e.  the  discussion  and  if 
possible  the  solution  of  disputed  points 
and  terms  that  are  still  in  controversy. 
The  bulk  of  the  terms  in  common  use 
are  fairly  uniform  and  satisfactory,  but 
there  are  still  many  that  are  in  dispute, 
or  duplicate  terms  applied  to  the  same 
thing  or  idea,  that  require  adjustment. 
All  disputed  terms  should  be  well  con- 
sidered, especially  those  which  have 
many  friends  and  supporters,  and  which 
are  in  conflict.  Then  there  is  the  intro- 
duction of  new  terms  for  new  things  or 
ideas  which  are  new  to  the  profession. 
The  selection  of  a  nomenclature  for  a 
new  specialty  is  a  very  important  and 
delicate  matter,  and  one  that  needs  to  be 
undertaken  advisedly.  Then  there  is  the 
increased  refinement  and  differentiation 
of  meanings,  by  which  old  terms  that 
were  too  general  and  loosely  applied  were 
made  to  cover  too  much  ground  and 
which  must  be  divided  and  specialized. 
Therefore,  your  committee  will  confine 
itself  to  suggestions  along  those  lines, 
and  avoid  duplication  of  previous  work 
as  far  as  possible.  The  call  sent  out  to 
persons  invited  to  become  members  of 
the  committee  stipulated  that  lists  of 
terms  were  desired  as  follows :  new  names 
for  new  things,  ideas,  discoveries, 
methods,  etc.,  better  terms  for  the  cor- 
rection, elaboration,  or  displacement  of 
old  terms,  etc.,  but  that  generally 
adopted  and  accepted  terms  should  not 
be  listed.  In  other  words,  that  we  would 
take    cognizance    only   of    the    advance- 
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mente  made  since  the  adoption  of  pre- 
vious xeports  of  special  committees  on 
nomenclature.  Disputed  terms  and  ap- 
plications of  terms  would  require  atten- 
tion, of  course,  and  it  is  an  unfortunate 
fact  that  several  such  controversies  exist. 
In  regard  to  some  of  these  disputes  the 
oom'mittee  reiterates  the  wish  that  the 
disputanits  would  accept  the  decision  of 
the  committee  of  the  American  Dental 
Association  of  1895,  and  tentatively,  at 
least,  adopt  its  rulings  in  the  name  of 
harmony.  Many  new  words  have  come 
into  use  in  the  new  departments,  as  of 
porcelain  work,  which  require  to  be 
listed  and  passed  upon.  It  is  most  im- 
perative that  such  terms  should  be  har- 
monized at  the  beginning  of  the  organi- 
zation of  a  new  branch,  for  uniformity 
can  be  more  easity  secured  then  than 
later,  when  varied  and  diverse  terms  have 
come  into  use  in  different  localities.  In 
such  new  departments  the  committee 
would  urge  the  listing  as  completely  as 
possible  of  the  terminology  and  its  adop- 
tion by  the  congress,  to  the  end  of  pro- 
mulgating the  terms  widely  and  giving 
them  the  authoritative  sanction  of  this 
great  body.  This  is  one  of  the  most 
important  duties  of  this  committee,  and 
it  is  to  be  earnestly  hoped  that  some- 
thing may  be  accomplished  in  all  of  the 
new  departments.  The  old  question  of 
priority  will  always  be  with  us,  perhaps, 
as  with  our  sister  sciences,  and  of  course 
all  harmony-loving  members  will  accept 
that  which  has  the  best  claim.  We  are 
not  in  the  quandary  of  the  biologists, 
however,  in  having  great  need  of  a  mul- 
tiplicity of  names  and  difficulty  in  find- 
ing terms  that  have  not  been  employed. 
We  have  not  exhausted  the  ipossibilities 
of  ancient  and  modern  languages,  and 
yet  some  terms  are  employed  in  dupli- 
cation that  need  to  be  investigated  and 
the  first  application  decided. 


Among  disputed  terms  in  controversy, 
and  one  of  the  most  prominent,  is  that  of 
the  "cuspid"  versus  the  ^^canine"  teeth. 
It  is  a  curious  fact  that  the  disputants 
are  ranged  along  two  lines,  i.e.  the  an- 
atomists stand  for  "canine,"  and  the 
operators  for  "cuspid."  The  American 
Dental  Association  committee  of  1895, 
said,  "We  believe  it  to  be  more  harmoni- 
ous and  appropriate  to  use  the  word 
'cuspid'  instead  of  ^canine'  to  indicate 
the  single-cusped  teeth,  just  as  the  term 
bicuspid  is  applied  to  their  neighbors." 
Both  terms  are  given  in  the  list  offered, 
and  confusion  has  existed  in  regard  to 
the  terms  ever  since.  A  definite  decision 
should  be  reached  by  this  body,  so  that 
there  may  be  harmony.  It  is  a  very  evi- 
dent fact  that  if  we  are  to  rank  as  a 
scientific  'profession  and  have  a  nomen- 
clature in  harmony  with  other  sciences, 
that  we  should  employ  the  term  "canine," 
as  that  term  is  applied  by  all  odontolo- 
gists  to  this  particular  tooth  in  all  mam- 
mals. It  is  not  worth  while  to  discuss 
the  propriety  of  the  word;  it  has  been 
arbitrarily  accepted  by  zoologists,  and 
that  is  reason  sufficient  for  all  iodontolo- 
gists  accepting  it,  even  in  human  odon- 
tology. It  describes  the  position  of  these- 
teeth  in  relation  to  the-  other  teeth,  which 
is  the  important  thing  in  anatomy.  The 
more  popular  name  "cuspid"  is  advocated 
on  the  ground  that  it  is  a  single-cusped 
tooth,  but  this  is  too  indefinite.  Some- 
times other  teeth  have  but  one  cusp,  as 
in  some  forms  of  the  lower  first  bicuspid. 
Black's  "Dental  Anatomy"  gives  the- 
preference  to  "cu'spid."  Mr.  Chas. 
Tomes'  "Dental  Anatomy"  says  that 
"The  canine  is  the  next  tooth  behind  the- 
intermaxillary  suture  above,  and  the 
lower  canine  is  the  tooth  which  closes 
in  front  of  the  upper  canine."  It  is,  of 
course,  modified  from  the  premolar 
series,  and  so  is  distinct  from  the  incisor 
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series.  Mr.  'Tomes  says  ithat  "It  should 
be  borne  in  mind  that  iits  significance  is 
merely  equivalent  to  caniniform  pre- 
molar." Owen  says  in  "Odontography"  : 
"When  the  tooth  which  succeeds  the  in- 
cisors, or  ithe  first  of  the  upper  maxil- 
lary bone,  is  conical  pointed  and  longer 
than  the  rest,  dt  is  called  a  'canine,'  as  is 
also  its  analogue  in  the  lower  jaw,  which 
passes  in  front  of  it  when  the  mouth  is 
closed."  Huxley  says  ("Anatomy  of  Ver- 
tebrates") :  "The  distinction  between 
canines  and  molars  is  one  of  form  and 
position  in  regard  to  the  remaining 
teeth,  the  most  anterior  of  the  teeth  be- 
hind the  premaxilla-maxillary  suture, 
if  it  is  sharp  and  projecting,  receiving 
the  name  of  'canine.'  There  are  never 
more  than  four  canines."  Mr.  Jno. 
Tomes  ("Dental  Surgery")  uses  the 
term  "canine."  Koecker  ("Dental  Sur- 
gery") employed  the  term  "cuspid,"  or 
rather  the  Latin  form  "cuspidatus," 
which  so  many  of  the  old  writers  used. 
Jno.  Hunter  ("Nat.  Hist,  of  Human 
Teeth")  also  employed  the  Latin  "cus- 
pidatus." Thos.  Bell  ("Diseases  of  the 
Teeth")  uses  "cuspidatus."  James  Snell 
("Operations  on  the  Teeth")  used  "ca- 
nine." In  the  World's  Columbian  Den- 
tal Congress  report  there  is  an  excellent 
tabulation  of  many  terms  from  which, 
as  well  as  the  authorities  herewith  quoted, 
it  is  plainly  demonstrated  that  there  has 
always  been,  as  far  back  as  there  has 
been  any  mention  made  of  this  tooth, 
great  confusion  and  lack  of  harmony  in 
the  names  given  to  it.  Therefore,  your 
committee  respectfully  urges  that  this 
congress  should  pass  upon  and  decide 
authoritatively  upon  a  proper  term  to 
employ  and  the  profession  be  urged  to 
adopt  that  term  for  the  purposes  of  har- 
mony and  uniformity. 

Much  confusion  exists  also  in  regard  to 


the  na;me  that  should  be  given  to  the  ar- 
ticulating surfaces  of  the  teeth.  The  ques- 
tion was  exhaustively  diiscussed  by  the 
W.  D.  C.  report  and  the  American  Dental 
Association  report  of  1895.  The  terms 
"occlusal"  and  "morsal"  are  still  in  gen- 
eral use.  Both  words  are  given  in  the 
American  Dental  Association  list,  with 
the  preference  for  "occlusal,"  in  which 
conclusion  the  present  committee  con- 
curs and  hopes  the  congress  will  put  the 
seal  of  its  approval  and  that  the  profes- 
sion will  accept  and  adopt  it.  It  is  the 
better  and  preferable  word,  for  many 
good  reasons  that  are  given  in  the  afore- 
said reports.  But  that  the  term  "occlu- 
sal" is  not  really  scientific,  is  well  shown 
by  one  of  the  essayists  in  his  observation 
of  the  meaning  and  application  of  the 
name.  However,  as  it  is  in  the  most 
general  use,  it  would  be  best  for  the  con- 
gress to  adopt  it  arbitrarily  and  for  the 
profession  to  conform  for  the  sake  of 
harmony.  Words  that  have  been  so  long 
in  use,  without  regard  to  their  appro- 
priateness, should  be  accepted  in  the  in- 
terests of  harmony.  It  is  too  late  to 
create  and  introduce  new  words  for  such 
common  things  and  expect  them  to  be 
accepted  and  adopted. 

A  much-disputed  term  and  one  that 
requires  to  be  dealt  with  by  authority,  is 
that  of  "cast"  versus  "model,"  as  em- 
ployed in  prosthesis.  The  balance  of 
opinion  seems  to  be  in  favor  of  the  word 
"cast,"  for  the  reasons  best  presented  by 
Dr.  Geo.  H.  Wilson  of  Cleveland,  0., 
in  the  paper  appended.  But  much  con- 
fusion still  prevails  among  prosthetists, 
and  it  would  be  well  to  have  a  definite' 
decision  on  this  term. 

An  innovation  that  the  chairman  has 
had  in  mind  for  many  years  and  that  he 
now  believes  should  be  inaugurated,  is 
fhe  better  naming  of  the  parts  of  the 
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molars  to  be  in  harmony  with  the  com- 
parative odontologists.  This  is  especially 
desired  when  human  odontology  is  nowa- 
days studied  from  the  comparative  stand- 
point, and  with  reference  to  their  evolu- 
tion. The  present  system  is  awkward 
and  unscientific,  as  well  as  hampering  to 
the  student  in  his  studies  of  general 
-odontology.  The  change  proposed  is  to 
adopt  tlie  terms  employed  by  all  of  the 
■comparative  anatomists  and  thereby  be 
in  harmony  with  this  great  related 
science. 

These  terms  are  briefly  as  follows : 

Protocone.  The  mesio-lingual  cone  or  cusp 
of  the  upper  molar. 

Paracone.     The  mesio-buccal  cusp  or  cone. 

Metacone.     The  disto-buccal  cusp. 

Hypocone.     The  disto-lingual  cone. 

Hypoconule.  The  fifth  tubercle  (when  pres- 
-ent). 

Protoconid.  The  mesio-buccal  cusp  of  the 
lower  molar. 

Metaconid.  The  mesio-lingual  cusp  of  the 
lower  molar. 

Entoconid.     The  disto-lingual  cusp. 

Hypoconid.  The  medio-buccal  cusp  of  the 
lower  molar. 

Hypoconulid.  The  disto-buccal  cusp,  or 
fifth  cone. 

These  terms  are  as  far  as  we  would  go 
at  present,  leaving  the  more  complicated 
terms  of  the  bicuspid,  or  premolar,  cones 
for  a  later  innovation.  But  your  com- 
mittee would  urge  the  adoption  of  the 
terms  in  preference  to  the  old  cumbrous 
■designations  of  the  present  compound 
words;  for  the  sake  of  simplicity  and 
•ease  of  use;  for  the  history  that  each 
name  carries  of  the  evolution  of  the  part ; 
for  harmony  with  the  terminology  of  the 
sister  science  of  comparative  odontology 
on  which  we  are  dependent  for  all  that 
we  have  of  real  anatomical  science  in  the 


study  of  the  human  tooth,  and  finally 
for  the  ennobling  and  uplifting  effect 
that  the  study  of  the  wonders  of  nature 
through  the  illumination  of  evolution  has 
upon  the  human  mind.  The  evolution  of 
the  human  molars  is  one  of  the  most 
beautiful  things  in  the  whole  realm  of 
nature,  and  the  civilizing  effect  of  such 
a  study  upon  dental  students  cannot  be 
overestimated.  Hence  we  urgently  re- 
quest the  adoption  of  this  valuable  ter- 
minology in  the  description  of  the  human 
molars. 

In  conclusion,  your  com^mittee  would 
recommend  the  careful  selection  of  a 
permanent  committee  on  international 
nomenclature  to  follow  and  co-operate 
with  like  committees  of  this  and  other 
countries,  associations,  and  congresses  to 
consider  and  promulgate  the  idea  of  an 
harmonious  system  of  terminology  that 
shall  apply  to  all  countries.  It  is  not 
expected  to  employ  the  same  words  in  all 
languages,  but  it  is  to  be  desired  that 
similar  words  shall  be  employed  that  will 
be  translatable  into  the  same  meanings 
and  application.  We  earnestly  recom- 
mend this  step  in  the  interests  of  the 
universal  brotherhood  of  the  dental  pro- 
fession and  the  simplifying  of  the  con- 
fusion that  now  exists  in  our  terminology. 
It  will  assist  materially  in  perpetuating 
the  bond  that  has  been  created  at  this 
great  congress  between  the  dentists  of  all 
lands,  and  the  obliteration  of  political, 
linguistic,  and  geographical  boundaries. 

[Forming  part  of  the  report  were  the 
following  essays  and  suggestions  by  Dr. 
Geo.  H.  Wilson,  Cleveland,  Ohio;  Prof. 
Dr.  Hesse,  Leipzig,  Germany;  Dr.  W.  T. 
Reeves,  Chicago,  111. ;  Dr.  W.  C.  G-owan, 
Creemore,  Ontario,  Canada;  Dr.  Charles 
Godon,  Paris,  France,  etc.] 
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Dr.  Geo.  H.  "Wilson. 

Dr.  Geo.  H.  Wilson,  Cleveland,  Ohio, 
contributed  the  following 

Report  on  Peosthetic  Nomen- 
clature. 

I  submit  this  report  for  consideration, 
recognizing  that  some  of  the  words  have 
been  adopted  by  the  lexicographers  and 
many  writers;  but  it  seems  wise  to  again 
bring  them  to  the  attention  of  the  pro- 
fession. When  two  or  more  words  are 
used  to  convey  the  same  idea  it  is  advis- 
able that  the  best  should  be  adopted  and 
the  rest  discarded.  Some  definitions  and 
some  words  should  be  given  special  sig- 
nificance. 

The  term  prosthesis  should  be  given  the 
preference  over  the  term  prosthodontia. 

While  "prosthesis"  is  applicable  to  the 
restoration  of  any  lost  part,  I  believe  it 
has  now  been  so  associated  with  the  den- 
tal profession  that  we  are  justified  in 
appropriating  it  and  thus  defining  it : 
Prosthesis — the  art,  science,  and  esthetics 
of  restoring  the  lost  dental  organs  and 
their  associate  parts,  with  an  artificial 
substitute.  Art  and  esthetics  are  both 
used  because  art  has  a  double  meaning, 
and  in  this  definition  I  would  have  it 
mean  mechanical  perfection,  while  I 
would  use  esthetics  to  represent  the  ideal 
— the  harmonizing  of  the  instrument 
with  the  associate  parts. 

If  we  are  justified  in  using  the  words 
"prosthesis"  and  "prosthetist"  as  nouns, 
and  not  the  words  "dentistry"  and  "den- 
tist," then  the  one  strong  argument  for 
"prosthodontia"  is  gone.  The  Stand- 
ard Dictionary  seems  to  recognize  such 
use. 

"Prosthodontia"  is  too  limited;  it  re- 
fers only  to  restoring  the  teeth,  and  the 
rest  must  be  inferred. 


The  term  "mechanical  dentist"  .should 
be  limited  to  the  laboratory  man,  and 
implies  that  he  does  not  work  directly 
for  the  patient  but  for  the  "prosthetisf" 
who  does  all  the  work  at  the  chair,  while 
the  mechanical  dentist,  as  such,  never  sees- 
the  patient.  The  one  implies  the  "ar- 
tist," the  other  the  "artisan." 

Tray  (not  cup)  for  taking  impres- 
sions. 

Impression.  A  negative  likeness  of  an 
object  or  part  from  which  is  produced 
the  cast. 

Maxillary  Surface.  Applied  to  the 
inner  surface  of  both  upper  and  lower 
tra3'S  and  impressions.  (Suggested  by 
Dr.  Weiss  of  Minneapolis.) 

Cast  or  Model.  While  there  has  been 
much  agitation  over  these  words,  there 
is  a  strong  tendency  to  retain  the  old 
and  objectionable  word  "model."  "Cast" 
implies  exactness,  because  it  is  poured  or 
formed  in  an  impression  or  mold  and 
is  a  perfect  reproduction  of  the  object. 
"Model"  implies  something  to  be  copied 
or  over  which  a  thing  is  made,  as  the 
sculptor's  model  of  clay  or  staff  may  be 
heroic  or  diminutive ;  it  is  to  be  copied  in 
outline  but  is  not  an  exact  reproduction, 
only  an  aid  to  the  creation.  The  painter 
uses  a  model,  not  for  the  purpose  of  ex- 
act detail,  but  as  an  aid  to  depict  the 
animation  or  soul.  The  dressmaker  uses 
a  'model  over  which  she  forms  the  gax- 
ment,  which  is  not  designed  to  fit  the 
human  body,  but  to  shape  the  body  to  an 
ideal  form.  Therefore  the  accepted  use 
of  the  word  is  inappropriate  to  its  gen- 
eral application  to  dentistry,  while 
"cast"  conveys  a  definite  idea.  It  seems 
l3est  to  limit  the  word  "cast"  to  plaster 
and  its  compounds,  and  "die"  to  a  metal 
cast. 

Models  are  used  to  make  dies,  and  con- 
sist of  the  cast  being  properly  trimmed. 
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an  addition  of  wax  and  possibly  plaister, 
and  a  glaze  upon  the  surface,  which  is 
copied  exactly.  Models  are  used  exten- 
sively by  students  in  technic  work.  In 
the  practice  of  dentistry  casts  are  never 
'Copied  or  reproduced,  but  are  used  to 
produce  the  negative  likeness. 

Denture.  Used  to  designate  a  com- 
pleted piece. 

Plate.  Should  be  limited  in  its  use 
to  the  base-plate  upon  which  the  denture 
is  constructed :  vulcanite,  silver,  gold,  or 
platinum. 

Contour.    Not  plumpers. 

Porcelain.  A  solidified  suspension  of 
one  or  more  insoluble,  infusible  sub- 
stances, in  a  fusible  silicate,  which  acts 
as  a  flux  or  bond. 

Vacuum  Charnber.    Not  air-chamber. 

Flashing.  Where  a  piece  of  work  is 
■enclosed  in  a  flask,  as  vulcanite  and  cast 
work. 

Invest.  When  no  flask  is  used,  as  in 
-solder  work. 

Ruiher.  While  in  a  soft  state,  before 
the  application  of  heat  to  the  sulfur 
and  caoutchouc. 

Vulcanite.  After  the  application  of 
heat  to  a  mixture  of  sulfur  and  caout- 
chouc ;  may  be  either  soft  or  hard. 

Ferrule  (fer'-il).  A  continuous  band 
•about  a  tooth  for  sustaining  an  artificial 
■denture. 


Apex  radicis  dentis. 
Facies  masticatoria. 
Facies  labialis   (buccalis). 
Facies  lingualis. 
Facies  contactus. 


Facies  medialis. 
Facies  lateralis. 
Facies  anterior. 
Facies  posterior. 
Cavum  dentis. 
Pulpa  dentis. 
Papilla  dentis. 
Canalis  radicis  dentis. 
Foramen  apicis  dentis. 
Susbstantia  eburnea. 
Substantia  adamantina. 
Substantia  ossea. 
Canaliculi  dentales. 
Spatia  interglobularia. 
Prismata  adamantina. 
Cuticula  dentis. 
Periosteum  alveolari. 
Arcus   dentalis   superior 
Arcus  dentalis  inferior. 
Dentes  incisivi. 
Dentes  canini. 
Dentes  prsemolares. 
Dentes  molares. 
Dens  serotinus. 
Dentes  permanentes. 
Dentes  decidui. 


Dentium  incisivorum  et 

caninorum. 
Dentium    prsemolarium 

et  molarium. 


Dr.  W.  C.  Go-wan. 

Dr.  W.  C.  GowAN^  Creemore,  Ont., 
Canada,  proposed  the  following  fixed 
definitions : 


Dr.  Hesse. 


The  following  terms  were  recommended 
for  adoption  by  Prof.  Dr.  Hesse,  Leip- 
:zig,  Germany : 


Corona  dentis. 
Tubercula    (coronse)    dentis. 
Collum  dentis. 
Kadix  dentis. 


Drug.  Any  substance  used  in  the  com- 
position of  medicine. 

Medicine.  Anything  applied  for  the 
cure  or  lessening  of  disease  or  pain. 

Remedy.  Any  medicine,  appliance,  or 
treatment  which  cures  disease.  The 
word  "remedy^^  should  seldom  if  ever  be 
used  in  the  plural.  For  example:  ^"^We 
keep    "^drugs'    and   'medicines,^   but   not 
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'remedies.'  "  The  "remedy"  for  an  al- 
veolar abscess  is  a  course  of  surgical  and 
medicinal  treatment;  for  a  diseased  and 
useless  tooth  the  "remedy"  is  extraction. 
Carbolic  acid,  arsenic,  cocain,  oil  of 
cloves,  are  "drugs."  When  applied  to 
disease  they  are  "medicines." 

Treatment.  The  manner  of  applying 
a  remedy — which  may  be  surgical,  me- 
chanical, or  medicinal.  The  word  is  not 
properly  used  in  the  plural. 

Articulate.     To  joint. 

Articulation.  A  joining,  as  of  the 
bones;  the  parts  between  the  joints. 

Occlude.  To  absorb,  as  a  gas  by  a 
metal.     (Standard  Dictionary.) 

Occlusion.  A  closing  of  an  opening, 
passage,  or  cavity;  the  act  of  occluding 
or  absorbing. 

(It  would  seem  that  the  relation  and 
contact  between  the  upper  and  lower  teeth 
is  neither  "articulation"  nor  "occlusion." 
We  need  a  more  appropriate  term.) 

Superior  and  inferior  (as  of  the  jaws 
or  teeth).  These  words,  derived  as  they 
are  from  the  Latin,  are  properly  used  to 
qualify  words  of  the  same  derivation,  as 
"maxillary,"  "dental,"  etc.  But  the 
Anglo-Saxon  words  "tooth,"  "jaw,"  etc., 
should  have  the  Anglo-Saxon  words  "up- 
per" and  "lower"  to  qualify  them.  In 
English  we  use  the  words  "superior"  and 
"inferior"  in  the  sense  of  better  and 
worse,  in  comparing  the  quality  of  one 
thing  with  another. 

Cuspid  and  Canine.  Cuspid  is  pref- 
erable, as  it  is  significant  of  the  thing 
named,  and  simplifies  the  nomenclature, 
for  "cusp"  and  "bicuspid"  are  approved 
and  established  names  for  things.  "Ca- 
nine" pertains  to  the  dog.  A  dog's  molar 
or  incisor  is  really  a  canine  tooth.  And 
besides,  the  long  cuspid  is  not  charac- 
teristic of  the  dog  alone,  as  other  mam- 
mals have  it. 


Dr.  W.  T.  Reeves. 

Dr.  W.  T.  Reeves,  Chicago,  111,  pro- 
posed the  following  terms  applying  to 
porcelain  work  in  particular : 


Porcelain. 
Bodies. 
High-fusing. 
Low-fusing. 
Translucent. 
Opaque. 
Tense. 
Porous. 
Baking. 
Fusing. 
Biscuit. 

Glistening-biscuit. 
Glazed. 
Full-glaze. 
Gassed. 
Gassing. 
Disintegration. 
Burned-out. 
Developing-color. 
Over-baked. 
Bulk. 

Feather-edge. 
Edge-strength. 
Friable. 
Attenuated. 
Porcelain       operative 
dentistry. 


Porcelain  restorations. 
Porcelain  fillings. 
Porcelain  crowns. 
Porcelain  bridge-work. 
Metal  construction. 
Platinum  solder. 
Contouring. 
Carving. 
Building-up. 
Drying-out. 
Popping-off. 
Checking. 
Cooling. 
Annealing. 
Staining. 
Mineral  stains. 
Oil-paints. 
Cavity  preparation. 
Knife-edge  margins. 
Joints. 

Butt-ended  joint. 
Lap-joint. 
Saucer-shaped. 
Seating-form. 
Surface-retention. 
Frictional-retention. 


Dr.  Blatter. 

Dr.  GoDON-  presented  the  following 
notes,  by  Dr.  Blatter,  Chef  de  Clinique 
a  I'Ecole  Dentaire  de  Paris : 

Je  propose  a  la  commission  de  nomen- 
clature differents  termes  nouveaux  pou- 
vant  donner  une  definition  vraiment  sci- 
entifique  a  certaines  affections  dentaires, 
La  commission  sera  seule  juge;  elle 
pourra,  a  son  gre,  soit  accepter,  soit  re- 
jeter  ou  modifier  les  expressions  que  je 
soumets  a  sa  haute  competence  en  den- 
tisterie  operatoire. 

(1)  Pour  la  devitalisation  pulpaire 
par  I'arsenic  et  ses  derives,  je  propose  le 


terme 


Pulpoarseniation. 
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(2)  Pour  la  devitalisation  pulpaire 
soit  par  le  thermo,  soit  par  le  galvanocau- 
tere  (agent  physique,  la  chaleur)  je  pro- 
pose les  termes  ..... 
Thermo  cauterisation  pulpaire  ou  Pulpo- 

cauterisation. 

(3)  Pour  la  devitalisation  pulpaire 
par  le  cocaine  et  la  compression  cle  la 

pulpe   je  propose 

Pulpococainisation  et  compression  {Pul- 

pocompression) . 

(4)  Pour  definir  reoperation  consistant 
dans  la  resection  de  la  portion  apicale 
d'une  racine,  atteint  d'une  lesion  du  som- 
met,  je  propose  le  mot    .    Apicectomie* 

( 5 )  Pour  la  trepanation  ou  ouverture 
alveolaire  je  propose  le  terme    . 

Alveolotomie. 

Par  contre  la  resection  de  I'alveole  ou 

d'une  de  ses  parois,  cette  intervention  doit 

porter  la  denomination  de        .        .        . 

Alveolectomie.f 

(6)  La  trepanation  d'une  couronne 
(cas  de  mortification  pulpaire,  etc.) 
devrait  en  dentisterie  operatoire  etre 
definie  de  la  fagon  suivante 

Coronotomie. 
La  resection  de  la  couronne  .     . 

Coronectomie. 

(7)  Pour  la  resection  d'une  racine  ou 
pratiquerait  la     .     .      .     Racinectomie.X 

(8)  La  resection  de  I'ivoire  (prepara- 
tion d'une  cavite,  par  exemple)  serait 
mieux  definie  par  le  terme 

soit  Dentinectomie,  soit  Eburnectomie.^ 


*  Pour  la  formation  reguliere  de  ce  mot 
composg  il  faudrait  admettre  le  neologisme 
suivante :  Acrectomie  ^  dKpov  du  grec  =: 
apex. 

f  Le  mot  r6gulier  devrait  etre  1  °  Cuttaroto- 
mie  =z  de  Kvrrapos,  grec  alveole;  2°  Cuttarec- 
tomie. 

J  Le  mot  regulier  pour  ce  dernier  terme 
devrait  etre  Rhisectomie  de  iio}fJ-a,  grec  = 
racine. 

§  Ce  dernier  est  le  plus  regulier. 


(9)  La  resection  et  le  polissage  dui 
tissu  adamantin  (email)  altere  dans  le 
cas  d'une  carie  du  premier  degre,  doit,  a. 
mon  sens,  porter  le  denomination     . 

Adama7itectomie. 

Pour  la  regularisation  des  bords  d'une 

cavite     ou     I'on     doit     couper     dessous 

I'email,  le  terme  regulier   est      .      .      . 

Adainantotomie. 

(10)  L'amputation  de  la  pulpe 
(troisieme  degre)  sera  .  la  Pulpectomie. 

L'extirpation  des  filets  radiculaires- 
(des  radicules)      .       la  Radiculectomie. 

En  Pathologic. 

(11)  Je  propose  definir  I'inflamma- 
tion  du  periodonte  de  la  partie  apicale 
(atteinte  du  sommet)  par  le  terme  .  . 
soit  (1°)  Periapiculite;  soit  (2°)  Peri- 
dontite  apicale. 

(12)  Le  terme  pour  definir  le  noircir- 
ment  des  dents  devrait  etre 

la  Melanodontie. 


Discussion. 

Dr.  Louis  Ottofy^  Manila,  P.  I.  I 
was  intensely  interested  in  the  subject 
of  nomenclature  while  I  lived  in  this 
country,  and  I  am  even  more  so  at  the 
present  time,  for  I  realize  the  great  im- 
portance of  a  uniform  system  as  a  result 
of  a  larger  field  of  experience.  In  the 
Philippines  the  native  dentists  speak 
Spanish  well,  but  little  English,  while 
the  Americans  understand  but  little 
Spanish.  The  disadvantage  of  a  lack  of 
uniformity  is  noticeable  in  our  dental  so- 
ciety, in  which  a  common  nomenclature 
would  be  of  great  benefit.  For  instance, 
the  natives  still  use  the  terms  "approxi- 
mal,"  "anterior,"  "posterior,"  etc.,  while 
"mesial,"  "distal,"  "occlusal,"  etc.,  are 
new  to  them. 
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Similar  valuable  papers  to  the  report 
under  discussion,  have  been  presented 
before,  hut,  so  far  as  I  know,  no  definite 
and  final  action  has  as  yet  been  reached. 
Whatever  terms  seem  irrevocably  satis- 
factory should  be  adopted  internation- 
ally, and  not  changed,  except  for  the 
very  best  of  reasons.  I  have  been  ac- 
customed to  the  term  "canine,"  and  have 
barely  become  well  familiarized  with  the 
word  "cuspid,'^  when  I  now  learn  that 
the  former,  after  all,  is  the  correct 
one.  I  trust  that  through  the  Inter- 
national Dental  Federation  definite  re- 
sults may  be  promulgated  in  the  near 
future. 

Dr.  James  Truman,  Philadelphia,  Pa. 
It  seems  to  me  that  while  I  sympathize 
with  the  effort  to  change  the  terms,  yet 
human  nature  is  human  nature,  and  it  is 
utterly  impossible  to  work  out  this  mat- 
ter by  any  resolution  or  any  action  of  any 
congress  of  individuals.  It  has  got  to 
come  by  a  proeess  of  evolution.  These 
terms  will  grow,  and  their  eventual 
adoption  will  be  effected,  but  it  will  take 
years  for  this.  It  is  a  language  itself — 
practically  a  new  language — ^one  made 
in  the  last  sixty  or  seventy  years,  and  in 
the  years  to  come  we  will  grow  into  the 
use  of  these  terms.  I  believe  Dr.  Thomp- 
son took  the  position  that  "canine" 
should  be  used  in  place  of  "ciispid."  I 
think  he  is  right.  I  use  that  term  al- 
most exclusively.  I  think  the  term  "pre- 
molar" should  be  used  in  place  of  "bi- 
cuspid." That  is  the  term  usually  used 
by  comparative  anatomists.  I  think  Dr. 
Ottofy  was  correct  in  going  back  to  the 
original  terms.  I  seldom  use  the  terms 
"mesial"  and  "distal"  for  I  think  "an- 
terior" and  "posterior"  cover  the  posi- 
tion very  well  and  they  are  terms  that 
have  been  in  use  very  much  longer;  but 
this  is  altogether  a  matter  of  taste.     But 


this  effort  to  create  new  terms  by  rule 
and  expect  them  to  be  adopted  is  equiva- 
lent to  preparing  a  universal  language 
for  the  world — doomed  to  failure  from 
its  inception. 

Dr.  Henry  W.  Morgan,  Nashville, 
Tenn.  The  question  of  the  adoption  of 
terms  in  which  to  express  one's  thoughts 
is  usually  a  matter  of  a  man's  education. 
Much  depends  upon  the  text-books  used 
when  he  was  a  student.  In  operative 
dentistry,  terms  used  must  be  in  accord 
with  the  terms  used  by  the  anatomy 
studied.  In  the  institution  with  which 
I  am  connected  we  adopted  as  a  matter 
of  convenience  a  dental  anatomy  using 
the  terms  "mesial"  and  "distal."  They 
simplified  the  matter  and  relieved  us  of 
the  necessity  of  using  long  descriptive 
terms.  I  have  for  many  years  discarded 
the  term  "canine"  because  there  seems  no 
good  reason  for  its  use;  the  word  "cus- 
pid" describes  that  tooth  as  well  or  better 
than  any  other  that  might  be  given. 
While  the  term  "occlusal'-'  might  be  mis- 
leading to  one  unfamiliar  with  it,  it  is 
merely  a  matter  of  preference  and  a  ques- 
tion of  what  a  man  is  used  to.  One  con- 
tinues to  use  the  terms  that  he  has 
learned  in  the  early  years  of  college  life. 
Like  Dr.  Truman,  I  do  not  believe  there 
is  any  possibility  oi  this  body,  the  Inter- 
national Federation,  or  any  other  body 
finally  settling  these  questions,  but  it  does 
seem  to  me  that  they  might  arrive  at 
some  good  results  if  we  had  a  committee 
to  correct  the  various  dental  text-books 
before  being  published. 

Dr.  GoDON.  I  was  sorry  I  could  not 
hear  the  communication  of  Dr.  Thomp- 
son. I  sent  him  a  little  paper  on  this 
question  of  nomenclature.  I  have  men- 
tioned some  of  the  terms  that  v^e  use  in 
the  Dental  School  of  Paris.  I  do  not 
think  that  the  International  Dental  Fed- 
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eration  could  make  up  a  nomenclature 
of  all  the  terms  that  we  use  and  the  de- 
cision be  accepted  everywhere.  Such  a 
committee  was  named  at  the  meeting  in 
Paris  in  1889,  and  all  the  words  they 
adopted  were  not  accepted  everywhere, 
but  some  of  them  were  accepted.  I 
think  it  would  be  a  good  plan  for  the 
International  Dental  Federation  to  make 
up  a  dental  nomenclature;  it  would  be 
a  very  useful  thing.     I  presented  some 


of  the  terms  that  we  use  in  the  Dental 
School  of  Paris,  and  I  believe  Black  in 
his  report  to  the  World's  Columbian  Den- 
tal Congress  accepted  some  of  these  terms, 
as,  for  instance,  the  four  degrees  of 
caries.  There  are  also  some  terms  on 
the  preparation  of  the  cavities  and  the 
names  of  the  edges  of  the  cavity.  I  have 
not  attempted  to  read  my  paper  to  you 
on  this  question,  as  it  is  in  French. 
The  paper  here  follows  : 


Quelques  Observations  sur  la  Nomenclature  Dentaire 

Internationale. 


Par  Dr.  CHARLES  GODON,  Paris,  France. 


Une  des  preoccupations  principales 
qui  s'imposent  a  lesprit  des  membres  de 
la  profession,  lorsqu'ils  prennent  part 
a  un  congres  international,  est  celle  qui  a 
pour  objet  la  creation  d'une  nomencla- 
ture dentaire  Internationale . 

En  effet,  en  dehors  des  difficultes  deja 
grandes  que  Ton  rencontre  dans  ces  re- 
unions on  se  convient  les  hommes  des 
differents  pays  du  globe,  une  autre  reside 
dans  I'usage  des  differentes  langues  et 
Ton  se  prend  a  souhaiter  que  Tepoque  soit 
prochaine  ou  sera  adoptee  une  langue 
commune  universelle  pour  faire  dispa- 
raitre  cette  confusion  qui  rappelle  trop  la 
legende  biblique  de  la  Tour  de  Babel. 

Mais  si  cette  langue  universelle  est 
encore  dans  un  avenir  lointain  par  suite 
de  difficultes  diverses,  il  est  au  moins  pos- 
sible d'entrevoir  une  entente  Internation- 
ale sur  les  termes  employes  dans  chaque 
branche  de  la  science  huniaine. 

Cette  entente  a  deja  ete  realisee  dans 
nombre  de  branches  oii  se  donne  cours 
I'activite  humaine,  au  grand  benefice  de 
tons. 


ISTous  ne  rappellerons  pas  toutes  les 
tentatives  qui  ont  deja  ete  faites  dans  la 
science  odontologique  pour  obtenir  ce 
resultat. 

Nous  signalerons  pourtant  qu'au  pre- 
mier congres  dentaire  international  tenu 
a  Paris  en  1889,  une  commission  com- 
posee  de  P.  Dubois  de  Paris,  de  Cunning- 
ham de  Cambridge,  et  de  Grosheintz  de 
Bale,  fut  nommee  dans  ce  but. 

Plus  tard,  au  deuxieme  congres  de 
Chicago  en  1893,  il  y  eut  une  autre  com- 
mission de  nomenclature  dont  Black  fvit 
rapporteur. 

Au  congres  de  Paris  en  1900,  quelques 
propositions  furent  presentees  a  ce  sujet. 

Enfin,  en  1902,  a  la  reunion  de  la 
Federation  Dentaire  Internationale  tenue 
a  Stockholm,  le  Dr.  Haderup,  de  Copen- 
hague  presenta  un  pro  jet  inter  essant  et 
demanda  la  nomination  d'une  commis- 
sion internationale  de  nomenclature. 
Les  nombreux  travaux  qui  ont  incombe 
depuis  cette  epoque  a  la  Federation  n'ont 
pas  permis,  malgre  I'importance  de  la 
question,   de  donner  suite  au  projet  du 
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(I)      Tableau  des  onze  types  de  caries  simples  et  composees. 

'^      '^  if ^^^^i^^  '^^'uiies  Inter^tifielles. 

/^S.  is.       W^^^^^iS^ Carie  face  lin«iiale. 

J^  ^^      ^%^  ^~-*'t^/^        ^^    \ f 'arie  cervicale. 

X-t.       J  l^"--l-^'\ CarieT.  M. 

1 V -A  III  ^S y—  A T'" ''■  "^^ "" ''"• 

(    y>         ]         '  C!^^       "~-""^1 Carie  triturante. 


(II.)     Les  faces,  les  lords  et  les  angles   d'une   cavite   de   carie    dentaire. 


Angle  axio-jugal  et  distal. 

Bord  triturant  distal. 

Parol  asiale  ou  pulpaire. 

Parol  distale. 

Bord  distant  ou  distal. 
Angle  cervical  distal. 

Bord  cervical  ou  gingival. 


Bord  triturant    Parol  triturante      Angle  axio-jugal 
axial.  ou  Incisive.  et  mesial. 


,--— '  Bord  triturant  mesial. 

Parol  linguale  ou  palatine. 

""~~—  Parol  mesiale. 
"~~-  Bord  mesial. 

^~-  Parol  cervicaleougingivale. 


\         ^  Angle  cervical  m(5sial. 


^-  Angle  axio-eervical. 


264 


FOURTH    INTERNATIONAL   DENTAL    CONGRESS. 


Dr.  Haderup,  et  de  I'adopter.  Cette  mis- 
sion a  ete  reservee  an  Conseil  Execntif 
de  la  F.  D.  I.  pendant  la  deuxieme  ses- 
sion qui  s'etendra  entre  le  quatrieme  con- 
gres  de  1904  et  le  cinquieme  congres. 
Cette  question  de  la  nomenclature  est 
naturellement  tres  vaste.  Les  termes  sur 
lesquels  il  est  necessaire  de  faire  une  en- 
tente sont  si  nombreux  que  I'on  ne  pent 
avoir  la  pretention  de  resoudre  le 
probleme  en  un  seul  congres  et  qu'une 
commission  internationale  permanente 
serait  le  moyen  le  plus  pratique  de  tenir 
a  jour  la  nomenclature  internationale 
dentaire,  d^autant  plus  que  I'evolution  de 
la  science  apporte  chaque  annee  des 
termes  nouveaux  qui  naissent  dans  les 
divers  pays  du  globe. 


le  Dr.  Black  au  Congres  de  Chicago  en 
1893. 

La  classification  des  cavites  resultant 
des  caries  au  point  de  vue  de  leur  siege, 
comprenant    onze    cavites  types    et    di- . 
vises   en   caries    simples   et  caries   com- 
posees  est  la  suivante: 

CARTES    SIMPLES. 

Caries  centrales  triturantes  (grosses 
molaires) . 

Caries  laterales  interstitielles  medianes 
(incisives  centrales). 

Caries  laterales,  interstitielles,  distantes 
(incisives  laterales). 

Caries  laterales  jugales    (molaires). 

Caries  laterales  palatines  ou  linguales 
( molaires ) . 

Caries  cervicales    ( canines ) . 


ler  degrg.     Alteration  de  I'email )  . 

26me  degre.     Alteration  de  I'email  et  de  I'ivoire j    Cane   non   penetrante. 

3eme  degre.     Alteration   de  la   pulpe "| 

4eme  degrg  /  Mortification    de    la    pulpe    et    alteration    du  i   Carie    penetrante. 

°     ■  I  periodonte J 


Je  terminerai  done  ces  courtes  ob- 
servations en  proposant  a  la  Commission 
de  Nomenclature  du  quatrieme  congres 
international  de  Saint  Louis  d'emettre  le 
vceu  qu'il  soit  cree  dans  la  Federation 
Dentaire  Internationale  une  commission 
internationale  permanente  de  nomencla- 
ture. 

Chaque  ecole  dentaire  se  cree  une 
nomenclature  un  pen  speciale.  ISTous 
donnons  ci-dessous  quelques  termes  em- 
ployes a  I'Ecole  dentaire  de  Paris  dans 
notre  enseignement,  dans  la  branche 
speciale  de  la  clinique  et  de  la  dentisterie 
operatoires. 

II  a  ete  adopte,  sur  ma  proposition  et 
depuis  la  foundation  de  TEcole  dentaire 
de  Paris  en  1880,  le  tableau  ci-dessus  des 
classifications  des  differents  degres  de  la 
carie,  classification  qui  a  ete  acceptee  par 


CARIES    COMPLIQUEES. 

Caries  medio-triturantes  (petites  mo- 
laires ) . 

Caries  disto-triturantes    (petites  molaires). 

Caries  jugo-triturantes    (molaires). 

Caries  linguo-triturantes    (molaires). 

Caries  medio-disto-jugo-linguo-cervico-tritu- 
rantes  soit  coronales   ( molaires ) . 

Indication  des  termes  designant  les 
faces,  les  bords  et  les  angles  d'une  cavit6 
de  carie  dentaire  preparee  pour  1' obtura- 
tion, est  la  suivante : 


PAEOIS. 

Paroi  mgsiale  ou  mediane. 
Paroi  cervicale  ou  gingivale. 
Paroi  distale  ou  distante 
Paroi  triturante  ou  incisive. 
Paroi  axiale  ou  pulpaire. 
Paroi  linguale  ou  palatine. 
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UOKUS. 

Bord  mfisial. 

Bord  cervical. 

Bord  distal. 

Bord  triturant  distal. 

Bord  triturant  axial. 

Bord  triturant  mesial. 


Angle 
Angle 
Angle 
Angle 
Angle 
Angle 
Angle 
Angle 


cervico-mesial. 

cervico-axial. 

cervico-distal. 

axio-distal. 

axio-m6sial. 

axio-triturant. 

mesio-triturant. 

disto-triturant. 


The  author  concluded  his  communica- 
tion by  offering  the  following  resolution, 
which  was  duly  seconded  and  adopted: 


Resolved,  That  an  international  committee 
be  appointed  by  the  Federation  Dentaire  In- 
ternationale upon  international  nomenclature 
and  the  preparation  of  a  list  of  professional 
terms  which  shall  be  interchangeable  and 
translatable  into  English,  German,  French, 
and  Spanish;  such  committee  to  report  at 
the  Fifth  International  Dental  Congress. 

On  motion  of  Dr.  Thompson  this  reso- 
lution was  referred  to  the  committee  hav- 
ing the  matter  in  charge,  with  instruc- 
tions that  it  be  presented  to  the  congress 
in  general  session  and  its  passage  recom- 
mended. 

The  subject  was  passed  and  the  chair- 
man called  for  the  next  paper,  entitled 
"Dental  Education  from  the  View  of  Ex- 
perience/' by  Dr.  James  Truman,  Phil- 
adelphia, Pa.,  as  follows: 


Dental  Education  from  the  View  of  Experience. 

By  JAMES  TRUMAN,  D.D.S.,  LL.D.,  Philadelphia,  Pa. 


The  following  propositions  are,  in  the 
opinion  of  the  writer,  fundamental  to  a 
proper  realization  of  ideals  in  education : 

(1)  A  decided  mental  tendency,  in  the 
individual,  in  one  direction. 

(2)  This  established,  training  must 
be  to  develop  these  mental  tendencies. 

(3)  Dental  education,  to  be  effective, 
must  therefore  be  developed  from  these 
original  tendencies,  if  these  are  in  the 
direction  of  its  complex  character,  prac- 
tical and  theoretical. 

(4)  In  this  education  the  practical 
must  precede  the  theoretical. 

Considering  these  propositions  seriatim 
it  must  be  conceded  that  the  mental  ten- 
dencies of  the  individual  are  primarily 
the  most  important  for  the  educator  to 
consider.    The  study  of  the  mental  incli- 


nations of  youth  belongs  not  alone  to  the 
teacher,  but  is  part  of  the  important  rela- 
tions held  by  parents  and  guardians. 
The  latter  may  regard  this  a  difficult 
problem  to  solve,  belonging  more  prop- 
erly to  the  specialist  in  psychological 
manifestations.  To  reason  thus  is  a  fatal 
error,  and  one  so  often  made  that  it  has 
become  a  very  serious  evil,  forcing  young 
minds  in  wrong  directions  and  wrecking 
innumerable  lives  in  vain  attempts  to  ac- 
quire, to  them,  useless  knowledge. 

The  general  idea,  prevalent  not  alone 
among  parents  but  as  a  part  of  the  gen- 
eral educational  thought,  is  that  educa- 
tion to  be  of  value  must  run  lalong  hard 
and  fast  lines,  and  that  without  variation 
to  meet  these  special  tendencies ;  in  other 
words,  the  child  is  placed,  as  it  were,  in 
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a  strait-jacket  from  the  time  of  enter- 
ing school  until  the  period  the  diploma  is 
reached.  This  may  be  the  A.B.  of  the 
high  school^  or  of  this  degree  in  arts  of 
our  universities  or  colleges.  Is  it  any 
wonder  that  the  student  whose  tastes  run 
counter  to  all  this  should  regard  with 
aversion  this  iron-clad  method?  The 
average  teacher,  however,  holds  that  to 
draw  out  the  best  in  the  individual  all 
that  is  necessary  is  to  force  the  undevel- 
oped being  through  the  universal  educa- 
tional mill.  It  is  immaterial  to  this 
teacher  whether  the  student  is  to  become 
a  mechanic,  an  architect,  minister,  law- 
yer, doctor,  dentist,  or  journalist,  in  fact 
any  of  the  varied  and  useful  occupations 
that  go  to  make  up  what  we  term  civiliza- 
tion. To  merely  name  this  variety  stamps 
the  preliminary  work,  as  usually  given,  as 
the  weak  point  in  the  school  training  of 
America.  They  have  a  far  better  idea  of 
education  in  some  parts  of  continental 
Europe,  in  that  the  training  is  in  the 
direction  of  the  future  work  of  the  stu- 
dent, but  while  this  is  an  advance,  it 
takes  but  a  limited  account  of  the  mental 
tendencies  of  the  individual.  It  is  true 
that  a  thorough  classical  education  is  of 
untold  value  to  any  individual,  and  other 
things  being  equal,  may  give  to  him 
power  and  marked  advantage  over  his  less 
fortunate  competitor  in  the  race  of  life. 
But  this  will  depend  so  much  on  natural 
tendencies  and  the  subsequent  use  made 
of  these,  that  no  one  can  wisely  prophesy 
the  future  of  the  individual. 

Two  prominent  and  very  recent  illus- 
trations in  this  country  serve  to  give 
point  to  this  by  no  means  original  idea. 
One,  a  graduate  in  arts  from  one  of  the 
leading  colleges  of  the  country,  found 
his  acquirements  of  no  practical  value  in 
the  active  world.  His  training,  good  as 
it  was   for  certain  purposes,   furnished 


nothing  that  would  enable  him  to  reach 
a  position  consonant  with  his  tastes  and 
necessities.  His  learning  failed  to  meet 
the  demands  of  his  daily  needs,  and  noth- 
ing else  offering,  he  bravely  accepted  the 
humble  position  of  a  laborer  on  a  railway. 
The  result  was  that  step  by  step  he  ad- 
vanced from  this  to  the  position  of  motor- 
man  on  an  electric  street-oar.  From  this, 
at  an  early  age,  to  the  presidency  of  the 
system  of  street  railways  in  the  largest 
city  of  the  country  was  the  natural  result 
of  untiring  efforts  and  original  mental 
training  in  other  directions. 

The  other  began  with  no  such  educa- 
tion; in  fact  his  scholastic  training  was 
below  the  average.  He  started  as  brake- 
man  on  a  railroad,  and  from  that, 
through  all  grades,  became  eventually 
many  times  a  millionaire,  a  United  States 
senator,  and  has  recently  been  nominated 
for  the  position  of  vice-president  of  the 
United  States  by  one  of  th6  great  political 
parties  of  this  country. 

The  conclusion  to  be  derived  from  these 
examples,  not  at  all  uncommon,  is  that 
the  first  demonstrates  the  power  of  a  lib- 
eral education  when  started  in  the  direc- 
tion of  the  natural  bent  of  mind  in  the 
individual,  and  the  second,  that  defects 
in  education  may  be  overcome  by  mental 
force  concentrated  on  one  object. 

If  then,  it  be  true  that  a  mental  ten- 
dency in  the  individual  is  all-important 
and  must  be  sought  for,  when  found  it 
becomes  of  vital  importance  that  the 
training  should  be  in  the  direction  of 
these  natural  tastes.  The  problem  be- 
comes complicated  when  the  individual 
exhibits  no  special  proclivities,  but  seems 
willing  to  drift  along  with  the  world's 
current.  General  laws  are  not  for  these, 
however,  and  the  only  test  for  this  very 
large  class  of  young  persons  is  to  prove 
their  capacity  in  some  one  or  more  direc- 
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tions.  When,  however,  the  tendency  is 
marked,  every  effort  should  be  made  to 
begin  the  individual's  career  properly. 
If  this  is  in  the  direction  of  mechanics, 
no  mistake  will  be  made  if,  during  the 
impressible  period  of  youth,  the  muscles 
are  placed  in  training  in  schools  espe- 
cially devoted  to  this  work.  This  experi- 
ence will  be  of  inestimable  value  should 
the  youth  subsequently  prefer  the  literary 
training  necessary  to  become  a  doctor  of 
medicine,  minister,  or  lawyer.  Especially 
will  this  apply  to  the  surgeon. 

Dental  education,  then,  to  be  effective 
must  be  based  on  an  early  investigation 
of  the  mental  tendencies,  and  those  being 
discovered,  the  direction  which  education 
must  take  is  then  plain.  Dentistry  is  a 
complex  study;  it  begins  with  the  prac- 
tical and  ends  with  the  theoretical,  or 
should  so  end.  From  what  has  already 
been  stated,  the  necessity  for  early  mus- 
cular training  in  mechanics  must  be  ap- 
parent. No  other  course  is  left  open. 
Every  added  year  lost  in  this  cultivation 
is  just  one  year  of  less  ability  to  over- 
come mechanical  problems. 

The  idea  is  often  taught,  and  as  often 
combated,  that  the  theoretical  must  pre- 
cede the  practical.  In  other  words,  the 
individual  must  have  a  special  training 
before  he  is  supposed  to  be  fitted  to  begin 
his  work  in  dentistry.  The  Association 
of  Dental  Faculties  says  the  applicant  for 
the  degree  of  Doctor  of  Dental  Surgery 
must  first  show,  on  matriculating,  a  cer- 
tificate of  entrance  to  the  third  year  of 
a  high  school.  JSTothing  is  said  as  to  the 
character  of  the  training  given  in  the 
high  school.  Our  universities  demand  a 
fixed  standard,  easily  understood,  and 
very  much  higher  than  the  ordinary 
routine  of  studies.  What  is  the  result? 
Our  dental  colleges  are  inundated  with 
educated  young  men  who  have  been  sent 


by  those  in  authority  over  them  to  master 
a  calling,  a  prerequisite  to  success  in  which 
is  a  taste  at  least  for  mechanical  work. 
Nothing  in  their  previous  studies  leads  to 
a  knowledge  of  this  bent  of  mind,  and  the 
results,  therefore,  are  not  always  satis- 
factory. 

To  decide  this  question  of  fitness  for 
the  proposed  study,  the  practical  must 
precede  the  theoretical,  and  any  other 
course,  as  far  as  dentistry  is  concerned, 
is  simply  a  great  wrong  perpetrated  in 
the  name  of  higher  education.  No  greater 
mistake  can  be  made  than  to  place  a 
youth  in  a  medical  college  as  preliminary 
to  his  dental  training.  The  time  may 
come,  indeed  is  fast  coming,  if  not  al- 
ready here  in  some  institutions,  of  carry- 
ing the  student  of  medicine  and  dentistry 
pari  passu.  This  will  doubtless  lead  to 
the  M.D.  degree,  but  a  much  longer  period 
of  probation  will  be  required  than  the 
present  four  years  of  training  to  secure 
separately  either  of  these  degrees,  that 
of  M.D.  or  D.D.S.  The  experience  of 
dental  educators  has  been — and  this  has 
been  confirmed  in  the  writer's  life-work 
— that  the  individual  who  has  passed 
from  the  higher  schools  into  those  of 
medicine,  and  then  essays  the  study  of 
dentistry,  fails,  with  few  exceptions,  in 
reaching  a  high  degree  of  skill.  The 
evidences  of  the  truth  of  this  are  among 
the  most  painful  of  the  writer's  experi- 
ences as  a  teacher  in  dentistry,  and  this 
alone  would  lead  him  to  enter  an  earnest 
protest  against  this,  to  him,  fatal  error  in 
the  future  proposed  education  of  dentists. 

There  has  been  a  general  impression 
that  the  higher  preliminary  education,  if 
it  did  not  increase  ability  in  the  two  prac- 
tical branches  of  dentistry,  would  at  least 
enable  the  student  to  hold  his  own,  and  in 
other  respects  make  him  more  valuable  in 
the  community.     This  view  is  partially 
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borne  out  by  the  averages  taken  in  the 
Dental  Department  of  the  University  of 
Pennsylvania.  The  following  table  illus- 
trates the  average  standing  of  the  several 
classes  in  prosthetics  and  operative  den- 
tistry from  the  period  when  the  depart- 
ment accepted  student's  upon  a  grammar- 
school  certificate  to  the  time  when  a  high- 
school  diploma  was  required  : 

Mechanical      Operative 


Certificate. 

Dentistry. 

Dentistry. 

Grammar    school 

.     76.22 

84.82 

1st  year,  high  school.. 

.      81.19 

85.91 

2d  year,  high  school . . 

.      83.13 

80.97 

Diploma,  high  school . . 

.      75.47 

86.54 

While  averages  are  somewhat  mislead- 
ing, yet  so  far  as  this  goes,  as  the  result 
in  one  school,  it  may  be  taken  as  an  indi- 
cation that  the  boy  from  the  grammar 
school  stands  an  equal  chance  with  the 
boy  with  a  high-school  diploma  in  mas- 
tering the  practical  work  of  dentistry. 
But  it  is  very  evident  that  the  higher 
education  has  not  improved  the  high- 
school  boy's  ability  to  meet  the  difficulties 
of  the  practical,  more  than  it  has  the  boy 
of  the  lower  school.  It,  however,  does 
show  that  the  higher  preliminary  train- 
ing enables  the  one  who  has  it  to  hold  his 
own  in  the  realm  of  the  practical,  and 
will  give  him  an  immense  advantage  in 
acquiring  the  collateral  branches  peculiar 
to  medicine. 

In  conclusion,  dental  education  must 
be  first  based  on  mental  tendencies,  and 
these  proved,  then  the  education  should 
begin  with  manual-training  work.  It  is 
immaterial  where  this  is  secured.  From 
this,  the  practical  side  of  dentistry,  the 
prosthetic  must  be  conquered.  This  will 
furnish  the  foundation  for  the  operative 
branch,  and  the  two  constitute  the  neces- 
sary practical  basis  for  the  attainment  of 
success   in   the  future  professional  life- 


work  of  the  individual.  It  must,  how- 
ever, never  be  forgotten  that  the  old  age 
of  manual  dexterity  begins  with  matur- 
ity, and  skill,  to  be  of  value  and  perma- 
nent, must  be  acquired  while  the  mind 
and  the  hands  are  in  the  impressive 
period  of  youth. 


Discussion. 

Dr.  H.  A.  Smith,  Cincinnati,  0.  Dr. 
Truman  has  given  us  an  interesting 
paper.  Doubtless  everyone  will  agree 
with  him  in  his  main  contention,  that 
since  dentistry  is  so  largely  manipulative 
all  persons  seeking  entrance  to  our  col- 
leges should  show  a  fondness  for  or  a 
degree  of  ability  in  handicraft.  Just 
how,  when,  or  where  this  test  should  be 
made  the  essayist  does  not  inform  us. 
Experience  shows  that  parents  cannot 
give  a  reliable  opinion  as  to  their  son's 
fitness  to  pursue  dentistry.  A  course  in 
the  technical  school  would  be  out  of  the 
question  to  the  majority  who  apply.  Even 
the  old  plan  of  first  serving  a  term  in  the 
dentist's  laboratory  was  quite  unsatisfac- 
tory. As  the  matter  stands  today  the 
experienced,  able  dental  teacher  is  likel}'' 
to  be  the  best  judge  of  one's  fitness  to 
enter  upon  the  study  of  dentistry. 

Dr.  Truman  has  presented  some  sug- 
gestive statistics  bearing  upon  the  ques- 
tion of  fitness,  both  natural  and  acquired, 
for  the  study  of  dentistry.  If  ultimately 
it  can  be  shown  that  students  with  less 
education  than  obtains  in  a  full  high- 
school  course  excel  in  prosthetic  dentis- 
try, some  of  us  perhaps  will  have  to  re- 
vise our  views  in  reference  to  the  right 
educational  standard  for  admission  to 
our  dental  colleges.  Statistics,  especially 
of  the  kind  Dr.  Truman  gives,  are  often 
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misleading,  but  if  a  systematic,  concerted 
effort  was  made  by  our  dental  colleges  to 
collect  statistics  bearing  upon  such  sub- 
jects as  are  being  discussed  before  this 
section  today,  much  aid  would  be  given 
in  the  direction  of  the  right  education  of 
dentists. 

Dr.  William  H.  Trueman,  Philadel- 
phia, Pa.  This  question  of  higher  edu- 
cation is  very  fascinating.  It  has  become 
a  fad.  How  far  it  will  prove  a  practical 
benefit  is  a  serious  question.  Undoubt- 
edly, a  good  mental  endowment  should 
be  possessed  by  all  who  seek  to  enter  the 
more  exacting  professions.  They  need, 
first,  sufficient  knowledge  and  sufficient 
mental  training  to  enable  them  to  under- 
stand and  appreciate  the  instruction 
given  in  the  professional  schools.  Sec- 
ondly, and  beyond  this,  they  should  have 
sufficient  general  knowledge  to  uphold 
the  dignity  of  their  calling.  Now,  this 
latter  may  be  carried  so  far  as  to  unfit 
one  for  his  chosen  vocation.  The  time 
comes  when  the  muscles  cannot  be  trained 
and  educated  so  easily  as  in  early  life, 
and  this,  to  a  dentist,  is  a  serious  handi- 
cap— for  to  him  manual  dexterity  is  a 
requisite  to  success.  Higher  education 
has  entered  the  dental  schools.  The  cur- 
riculum has  been  so  greatly  extended 
that  post-graduate  schools  are  springing 
up  all  over  the  land  to  teach  dental  grad- 
uates practical  dentistry.  So  much  time 
is  taken  up  with  teaching  prospective 
dentists  the  things  they  ought  to  know, 
but  have  no  use  for,  that  the  practical 
side — the  things  absolutely  essential  to 
his  daily  work — are  neglected.  Higher 
education,  preparatory  and  professional, 
so  far  as  dentistry  is  concerned,  is  so  re- 
cent that  we  cannot  yet  judge  its  results. 
When  we  consider  that  life  is  short,  it 
hardly  seems  wise  to  compel  one  to  defer 
entering  on  its  work  seriously  until  it  is 


half  speat,  as  seems  to  be  the  trend  at  the 
present  time,  unless  it  can  be  shown  that 
better  results  warrant  the  sacrifice. 

Dr.  Henry  W.  Morgan,  Nashville, 
Tenn.  I  have  been  very  much  delighted 
and  greatly  interested  in  this  paper  and 
am  glad  to  indorse  most  of  it.  I  wish 
Dr.  Truman  would  change  the  phrase 
"practical  dentistry"  to  the  expression 
"the  art  side  of  dentistry."  The  sense 
in  which  the  word  practical  has  for  so 
long  been  used  leads  one  to  think  it  re- 
fers to  the  work  done  for  the  patient  at 
the  chair  side,  while  this  is  not  what  Dr. 
Truman  means,  if  I  understand  it.  The 
art  side  of  dentistry  certainly  has  been 
neglected  in  the  teaching  of  many  insti- 
tutions. I  believe  with  Dr.  Truman  that 
the  training  in  the  two  should  be  carried 
on  pari  passu.  The  student  should  be 
made  to  feel  that  he  is  doing  something 
from  the  very  first,  and  not  merely  that 
he  is  getting  a  theoretical  knowledge  of 
what  he  will  have  to  do  in  the  future. 

The  reference  to  the  gentleman  in  the 
paper  who  started  out  with  a  fine  edu- 
cation in  the  arts,  failed  utterly  in  his 
undertaking  and  went  into  the  street  rail- 
road business,  later  to  become  the  road's 
president,  reminds  me  of  two  dental  stu- 
dents in  my  own  experience.  One  was  a 
college  graduate,  in  personal  appearance, 
dignity  of  character,  and  general  bear- 
ing, all  that  seemed  necessary  to  make 
up  the  ideal  student.  But  just  here  let 
me  say  that  the  record  a  man  makes  in  a 
dental  college  is  no  indication  of  what 
he  will  make  his  professional  career. 
This  man  graduated  second  in  his  class 
but  failed  utterly  in  his  profession,  and 
in  less  than  two  years  had  made  an  ap- 
plication for  clerkship  in  a  packing  house 
of  a  Western  state.  The  other  student 
was  not  so  well  prepared  and  barely  got 
his   degree.     He   seemed  an   indifferent 
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student,  content  with  only  a  grade  that 
would  pass  him,  with  nothing  about  him 
to  lead  to  an  expectation  of  success,  and 
yet  about  the  time  the  first  man  was  seek- 
ing a  clerkship  the  second  was  found  to 
own  his  home  and  oflfiee,  and  had  won  the 
confidence  of  the  people  in  the  com- 
munity in  which  he  resided.  As  a  den- 
tist the  man  who  was  barely  able  to  get 
his  degree  had  made  a  grand  success  so 
far  as  professional  career  was  concerned. 

Someone  in  the  discussion  of  this 
paper  has  aisked,  Who  shall  decide?  If 
the  boy  himself  is  not  able  to  answer  that 
question  then  nobody  under  the  sun  can 
answer  it  for  him.  We  have  seen  many 
wrecks  where  attempts  have  been  made 
to  make  something  out  of  a  boy  who  is 
entirely  unfitted  for  the  occupation 
chosen.  I  graduated  in  medicine  first 
and  have  always  contended  that  it  was 
the  one  mistake  in  my  dental  education. 
My  medical  training  should  have  come 
after  I  became  a  dentist. 

Dr.  Chas.  Godon,  Paris,  France. 
I  am  pleased  to  add  my  indorsement  to 
all  Dr.  Truman  has  said  about  dental 
education.  In  this  education  the  prac- 
tical must  precede  the  theoretical.  That 
is  the  basis  at  the  Dental  School  of  Paris. 
The  student  commences  with  manual 
training.  When  making  up  our  program 
Sir  Michael  Foster  said  the  time  for  a 
man  to  acquire  manual  dexterity  was 
when  he  was  young.  We  must  begin  very 
soon.  I  am  pleased  that  we  have  that 
method  in  our  country,  and  not  only  in 
dental  education  but  in  general  educa- 
tion the  same  idea  begins  to  prevail. 
Only  last  year  a  report  was  made  by  the 
rector  of  the  University  of  Paris  in  which 
it  was  stated  that  the  young  man  must 
be  trained  as  a  woodworker  and  an  iron- 
worker at  the  same  time  he  takes  his 
university  course.  This  was  approved  and 


I  think  will  soon  go  into  effect.  I  have 
been  informed  by  the  Commission  of 
Public  Education  that  after  October  1904 
they  will  require  that  dental  students 
take  a  two-year  course  in  manual  train- 
ing before  entering  the  dental  school. 
They  have  done  this  because  they  believe 
that  practical  training  should  precede 
theoretical  studies.  I  approve  absolutely 
the  principles  of  Dr.  Truman. 

Dr.  Truman  W.  Brophy,  Chicago, 
111.  While  Professor  Truman  was  read- 
ing his  paper,  in  speaking  of  the  manip- 
ulative skill  that  must  necessarily  be  ac- 
quired when  young,  I  remembered  some 
of  the  scenes  that  impressed  me  when  I 
rambled  over  Europe  years  ago,  and  the 
place  that  affected  me  most  was  that  of 
Peter  the  Great,  of  Russia.  When  visit- 
ing the  city  of  St.  Petersburg  the  tourist 
is  always  taken  to  his  room  and  shown 
the  pieces  of  mechanism  that  he  made — 
machinery  of  wood  and  iron;  almost  all 
the  metals  are  used  in  the  machinery  that 
wonderful  man  made  with  his  own  hands. 
That  he  might  teach  his  people  the  best 
in  mechanics  he  even  went  to  Holland  to 
learn  shipbuilding.  I  believe  that  Peter 
the  Great  would  never  have  figured  in  the 
history  of  the  world  as  he  did  had  it  not 
been  for  his  mechanical  skill.  Engin- 
eering is  only  a  high  development  of 
the  skill  which  comes  through  manual 
training.  The  Massachusetts  School  of 
Technology  furnishes  a  most  striking  ex- 
ample of  what  men  filling  the  highest 
places  in  the  United  States  government 
can  do  with  their  hands.  Too  much  at- 
tention cannot  be  paid  to  the  subject.  I 
think  possibly  that  what  I  have  said  on 
the  subject  has  been  due  in  a  measure  to 
what  Dr.  Truman  said  many  years  ago 
when  he  was  the  master  and  I  the  boy  in 
school,  and  had  it  not  been  for  that  kind 
of  teaching  in  those  days,  away  back  in 
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1870,  I  doubt  if  I  would  ever  have  ac- 
complished much  in  manipulative  skill.  I 
believe  that  the  high-school  training,  and 
university  training,  while  a  thing  of  in- 
estimable value,  does  not  fit  the  young 
man  in  the  highest  sense  for  the  dental 
profession.  I  hold  that  the  students  of 
the  future  should  enter  the  dental  schools 
as  well  prepared  as  we  would  have  them, 
and  when  we  request  that  they  get  this 
manual  training  it  will  guide  the  mem- 
bers of  the  profession.  The  dentists  of 
the  world  will  tell  the  young  men  that 
they  must  have  this  kind  of  training,  the 
young  man  who  has  not  had  this  train- 
ing will  get  it  and  he  will  know  how  to 


use  the  instruments  when  they  are  placed 
in  his  hands,  and  instead  of  pushing  the 
file  backward  he  will  draw  it  forward.  I 
was  pleased  with  Dr.  Truman's  impress- 
ing upon  us  the  importance  of  that. 
What  is  the  use  of  high-school  training 
unless  we  can  get  with  it  manual  train- 
ing? If  he  has  not  the  manual  training,. 
a'S  a  dental  student  he  will  be  a  failure. 

The  next  item  as  announced  l>y  the 
chairman  was  a  paper  on  educational 
standards,  by  Dr.  Chas.  Godon,  Paris, 
France,  entitled  '"Le  Doctorat  Dentaire: 
Coinniunieation  a  la  Commission  d'En- 
seignement,"  which  here  follows : 


Le  Doctorat  Dentaire:  Communication  a  la  Commission 

d^  Enseignement* 


By  Dr.  CHAS.  GODON,  Paris^  France. 


La  commission  internationale  d'En- 
seignement  de  la  F.  D.  I.  pendant  les 
trois  sessions  de  Cambridge,  de  Stock- 
holm et  de  Madrid  a  elabore  un  pro- 
gramme international  d'enseignement 
dentaire  avec  le  concours  des  hommes  les 
plus  qualifies  dans  les  principaux  pays 
du  monde  sur  ces  questions. 

Ce  programme  qui  comprend  quatre 
annees  d'etudes  theoriques  et  pratiques, 
scientifiques,  medicales  et  techniques  a 
pour  but  de  former  des  pratieiens  a  la 
hauteur  des  progres  de  la  science  odon- 
tologique  moderne  et  capable  de  soigner 
dans  les  meilleures  conditions  les  pa- 
tients qui  auront  besoin  de  leurs  soins. 

Mais  a  cela  ne  doivent  pas  se  borner 
les  aspirations  de  I'enseignement  odonto- 
logique,  car  ses  besoins  sont  autres. 

Elle  risquerait  en  se  limitant  ainsi  de 
jusfifier   le  dedain   avec   lequel   certains 


hommes  de  science  affectent  encore  trop 
souvent  de  le  considerer  en  disant  que 
le  grade  de  derrtiste  ne  signifie  pas  des 
etudes  superieures,  de  justifier  aussi  la 
recherche  d' autres  titres  scientifiques  et 
surtout  medioaux  que  font  qu'un  certain 
nombre  de  confreres  ne  sont  pas  satisfait 
de  leur  simple  titre  professionnel. 

La  science  odontologique  a  maintenant 
ses  savants  speciaux,  ses  professeurs,. 
comme  les  autres  sciences,  ses  cadres  uni- 
versitaires. 

Pourquoi  n'aurait-ell-e  pas  aussi  ses 
etudes  et  ses  titres  universilaires  supe- 
rieurs,  comme  toutes  les  autres  branches 
des  connaissances  humaines  qui  ferment 
les  diverses  sections  d'une  universite? 

Ces  considerations  semblent  actuelle- 
ment  repondre  a  des  aspirations  profes- 
sionnelles  qui  viennent  de  se  former  dans- 
certains  pays   et  dont  notre  grande  as- 
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semblee  Internationale  doit  avoir  un 
-echo. 

En  France^  elles  ont  recemment  fait 
I'objet  de  discussions  dans  nos  societes 
•et  de  voeux  aux  ponvoirs  publics  tendant 
a  la  creation  d'un  doctorat  scientifique 
■en  odontologie  dans  les  universites,  a  la 
■suite  d'un  rapport  dont  m'avait  charge 
la  Federation  dentaire  internationale  et 
dont  je  'cite  ci-dessous  les  principaux 
passages.* 

Le  seul  titre  legal  qui  existe  en  France 
pour  les  dentistes  est  celui  de  chirurgien- 
dentiste  cree  par  la  loi  du  30  novembre 
1892  et  le  decret  du  25  Juillet  1893.  On 
salt  qu'il  est  delivre^  apres  trois  annees 
-d'etudes  dans  les  ecoles  dentaires,  par  les 
Facultes  de  anedecine  a  la  suite  de  trois 
■examens. 

Ce  titrC;,  qui  s'applique  aussi  bien  a 
ceux  qui  ise  livrent  a  la  pratique  de  I'art 
dentaire  qu'a  ceux  qui  poursuivent  des 
etudes  soientifiques  odontologiques  ou 
font  de  I'enseignement;,  ne  semble  plus 
repondre  a  toutes  les  necessites  de  la 
profession  ni  a  la  situation  resultant  de 
revolution  qui  s'est  aocomplie  dans  cet^te 
science  speciale  depuis  les  dix  dernieres 
annees. 

Diverses  adininistrations  publiques  out 
juge  insuffisant  ce  titre  de  chirurgien- 
dentiste  pour  les  posites  officiels  de  den- 
tistes des  hopitaux,  d'examinateurs  pres 
des  Facultes,  etc.,  et  ont  reclame  le  titre 
de  docteur  en  medecine,  que  certains  den- 
tistes ont  cru  devoir  s'adjoindre. 

Quelques  jeunes  confreres  sont  alles  en 
Amerique,  avant  d'exercer,  demander  aux 
•ecoles  dentaires  des  universites  des 
£tats-Unis  le  titre  de  docteur  en  cliirur- 


*  Ce  rapport  a  St^  presente  a  1' Association 
generale  des  dentistes  de  France,  le  19  mars 
1904,  et  a  la  session  de  la  Federation  dentaire 
nationale,  le  9  avril  1904,  et  a  ete  adopte  a 
Tunanimitg  par  ces  deux  assemblees. 


gie  dentaire  (D.D.S.)  pour  Tajouter  au 
titre  frangais  de  chirurgien-dentiste. 

Les  ]£coles  dentaires  de  Paris  et  de 
Lyon,  dans  une  pensee  analogue,  ont 
transforme  leur  diplome  de  fin  d'etudes 
en  un  grade  superieur  a  celui  de  chirur- 
gien-dentiste  de  I'fitat,  qu'elles  ne  deliv- 
rent  qu'apres  une  4^  annee  d'etudes  et  de 
nouveaux  examens. 

Ainsi  s'est  trouvee  posee  tout  natu- 
rellement  pour  les  dentistes  la  question 
d'un  grade  superieur,  le  doctorat  den- 
taire. 

On  en  trouve  la  premiere  manifesta- 
tion en  1900  dans  une  proposition  faite 
au  3^  Congres  dentaire  international  de 
Paris  par  MM.  Barrie,  Loup,  etc.,  et  qui 
fut  ecartee  par  la  Commission  des  voeux 
comme  n'ayant  pas,  a  cette  epoque,  un 
caractere  international. 

En  1901,  nous  nous  exprimions  ainsi 
a  ce  sujet  dans  notre  these  de  doctorat 
en  medecine  (pages  342  et  343)  :  "Un 
titre  purement  scientifique  comme  celui 
de  docteur  en  chirurgie  dentaire  ou  en 
odontologie  pourrait  etre  donne  en 
France,  avec  la  legislation  aotuelle,  par 
une  decision  universitaire  analogue  a 
celle  qui  a  ete  prise  recemment  pour  la 
pharmacie."* 

En  1902,  les  delegues  de  I'Elcole  den- 
taire de  Paris  ont  deja  saisi  les  pouvoirs 
publics  de  cette  question  une  premiere 
fois,  dans  leur  entrevue  avec  M.  le  Rec- 
teur  de  I'Academie  de  Paris. 

Cette  premiere  manifestation  officielle 
de  I'fieole  dentaire  a  ete  confirmee  par 
nous  dans  le  rapport  remis  au  Recteur, 
au  mois  de  Janvier  dernier,  sur  les  modi- 
fications a  apporter  aux  etudes  dentaires. 
Ce  rapport,  qui  avait  ete  adopte  par  le 
Conseil  de  direction  de  I'^lcole,  dans  sa 


*Voir  "L'Evolution  de  I'art  dentaire,  I'Eeole 
dentaire."     Bailliere,  Paris,  1901. 
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seance  de  deecmbre  1903,  contient,  parmi 
diverses  revendicatioas,  une  demande 
relative  au  doetorat  dentaire. 

Le  Syndicat  des  chirurgiens-dentistes 
de  France  a  etudie  cette  question  dans 
ses  seances  de  decembre  et  de  Janvier 
apres  un  rapport  tres  etendu  de  uotre 
collegue  M.  Loup  et  a  emis  un  voeu  a  ce 
sujet. 

L'ficole  dentaire  de  Lyon  nous  a  in- 
formes  a  la  meme  epoque  qu'elle  approu- 
vait  cette  revendication. 

L' Association  generate  des  dentistes  de 
France,  dans  son  assemblee  generate  du 
19  mars  1904,  et  le  Conseil  general  du 
groupement  de  Tficole  dentaire  de  Paris, 
dans  sa  seance  du  29  du  meme  mois, 
adoptaient  les  conclusiionis  que  nous  leur 
presentions  a  ce  sujet  conclusions  que 
nous  reproduisons  plus  loin. 

Enfin,  la  Federation  dentaire  nationale 
frangaise  I'a  mise  a  I'etude  pour  les 
seances  de  la  session  d'avril  a  Paris  et  a 
adopte  le  rapport  que  nous  presentions 
a  ce  sujet. 

II  faut  nous  feliciter  de  voir  ain&i  le 
doetorat  dentaire  a  I'ordre  du  jooir  de  nos 
principales  societes  parce  que  c'est  la  con- 
sequence de  notre  evolution  et  la  conclu- 
sion de  la  ref  ornie  odontologique  que  nous 
poursuivons. 

ISTous  venons  de  montrer  que  cette  re- 
vendication est  actuellement  formulee 
par  les  societes  professionnelles  fran- 
gaises.  Ajoutons  qu'elle  est  tout  a  fait 
justifiee,  conforme  a  notre  evolution  et 
qu^elle  arrive  a  son  heure.  En  efEet,  au 
point  de  vue  philosopliique,  cette  revendi- 
cation est  le  complement  necessaire  de  la 
campagne  en  favour  de  I'autonomie  de  la 
science  et  de  la  profession  odontologiques 
poursuivie  par  les  odontologistes  depuis 
vingt-cinq  ans. 

Elle  etablit  notamment  la  difference  et 
I'analogie  qui  exi.-.tent  entre  les  plus  hauts 


grades  medicaux  de  docteur  en  medecine, 
de  docteur  en  pharmacie,  et  le  plus  haut 
grade  en  dentisterie,  celui  de  docteur  en 
odontologie  ou  en  chirurgie  dentaire,  qui 
existe  dans  quelques  universites  dans 
differents  pays. 

Elle  est  conforme  a  notre  evolution 
scienifcifiqaie,  puisque  depuis  vingt-cinq. 
ans,  nos  ecoles,  nos  societes  odontologi- 
ques et  nos  journaux  ont  cree  une  elite 
de  professeurs  et  de  savants  en  odontolo- 
gie qui  serait  digne  d'avoir  un  grade  sci- 
entifique  superieur  a  celui  de  chirurgien- 
dentiate.  Ce  dernier  n'est  qu'un  titre  de- 
praticien,  analogue  a  celui  de  pharma- 
cien.  Aussi  le  grade  de  docteur  en 
odontologie,  par  exemple,  serait-il  indi- 
que  par  analogic  au  grade  scientifique  de 
docteur  en  pharmacie. 

Si  Ton  compare  les  etudes  que  Ton  fait 
en  France  a  eelles  que  Ton  fait  en 
Amerique,  on  constate  qu'elles  sont  de 
meme  duree  et  considerees  comme- 
equivalentes ;  les  chirurgiens-dentistes 
frangais,  anglais,  allemands,  suisses,  rus- 
ses,  etc.,  pourraient,  d'abord  tout  aussi 
bien  que  leurs  confreres  americdins, 
revendiquer  le  titre  de  docteur  en  chi- 
rurgie dentaire  a  la  place  de  celui  de 
cliirurgien-dentiste. 

La  difference  de  titre  cree  aux  chirur- 
giens-dentistes  europeens  une  inferiorite 
apparente,  au  moins  vis-a-vis  des  den- 
tistes americains  et  des  docteurs  en 
medecine  qui  se  sont  faits  dentistes,  in- 
feriorite  que  Ton  sait  professionnelle- 
nient  injustifiee.  D'autant  plus  que  par 
le  developpement  et  la  perfection  de  ses 
etudes  scientifiques,  medicates  et  techni- 
ques, par  le  relevement  graduel  de  ses 
eludes  preliminaires  jusqu'au  baccalau- 
reat,  on  pent  dire  que  le  chirurgien-den- 
tiste  europeen  est  aujourd'hui  en  pos- 
session morale  du  ititre  de  docteur,  c'est- 
a-dire  de   "maitre"   dans   sa   profession,. 
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coniiiie  le  docteur  en  medecine  est 
"maitre"  ipoiir  la  profession  medicale. 

II  ne  s'agit  que  de  transformer  cette 
possession  morale  en  possession  effective. 

A  ces  derniers  arguments  on  pent  f aire 
-deux  objections :  la  premiere  tiree  des 
difficultes  pratiques  de  realisation;  nous 
I'examinerons  plus  loin;  la  deuxieme 
tiree  de  cette  consideration  que  le  nou- 
veau  titre  pourrait  accentuer  la  separa- 
tion qui  existe  entre  la  profession  de  den- 
tiste  et  la  profession  medicale  proprement 
■dite.  C^est  la  robjection  principale;  il 
^st  necessaire  de  Fexaminer. 

Mais  d'abord,  en  quoi  y  a-t-il  assimila- 
tion de  la  profession  dentaire  a  la  mede- 
cine et  en  quoi  y  a-t-il  division? 

II  est  evident  que  toutes  les  sciences 
partent  dun  meme  tronc  commun,  filles 
de  la  science  liumaine,  et,  comme  les 
branches  d'un  arbre  elles  se  divisent  et  se 
ramifient  en  branches  speciales  a  mesure 
■qu^elles  progressent.  L'odontologie  est 
une  de  ces  branches;  elle  appartient  a  la 
grosse  division  des  sciences  biologiques, 
•des  sciences  medioales,  comme  la  phar- 
macie. 

Ceci  est  le  point  de  vue  philosophique, 
theorique;  niais  dans  les  applications,  il 
J  aura,  dans  certains  cas,  assimilation  ou 
division,  suivant  les  necessites  sociales. 

Ainsi,  an  point  de  vue  de  rexercice,  il 
existe  im  titre  special,  celui  de  chirur- 
.gien-dentiste  avec  une  profession  organ- 
isee  specialement ;  au  point  de  vue 
juridique,  un  delit  special,  celui  d'exer- 
cice  illegal  de  I'art  dentaire ;  au  point  de 
vue  de  I'enseignement,  des  ecoles  speciales 
dites  d'art  dentaire,  etc.,  etc. 

L'art  dentaire  n'en  appartient  pas 
moins,  au  point  de  vue  general,  a  la 
.grande  famille  medicale,  comme  les 
pharmaciens  deja  cites.  Une  transfor- 
mation du  titre  de  €hirurgien-dentiste 
'en  celui  de  docteur  en  chirurgie  dentaire 


ou  la  creation  d'un  grade  superieur  en 
odontologie  ne  changeront  pas  plus  cette 
situation  pour  les  dentistes  que  ne  Font 
fait  pour  les  pharmaciens  la  creation  du 
titre  de  docteur  en  pharmacie,  ou  meme 
pour  certains  medecins,  les  titres  en 
medecine  coloniale,  anedecine  legale,  etc., 
que  Ton  doit  creer. 

Enfin,  il  y  a  la  une  aspiration  tres 
noble  et  qui  merite  d'etre  encouragee  que 
celle  qui  pousse  les  anembres  d'une  pro- 
fession a  s'elever  ainsd  davantage  dans  la 
hierarchie  scientifique,  comme  le  disait 
tres  bien  M.  Touvet-Fanton.  C'est 
I'emulation  d'une  elite  qui  ne  pent 
qu'etre  jDrofitable  aux  progres  de  l'odon- 
tologie en  particulier,  a  ceux  de  la  science 
en  general  et  par  suite  a  la  collectivite 
tout  entiere. 

Cette  elite  comprend  que  noblesse 
oblige,  qu'un  titre  scientifique  plus  eleve, 
s'il  donne  a  ceux  qui  I'obtiennent  plus  de 
consideration,  reclame  des  obligations  et 
des  garanties  nouvelles  de  savoir,  comme 
I'a  tres  bien  fait  ressortir  M.  d' Argent. 

En  insert vant  aujourd'hui  cette  reven- 
dication  du  doctorat  dans  leur  pro- 
gramme, les  membres  de  la  profession 
montrent  qu'ils  comprennent  leurs  nou- 
veaux  devoirs  et  qu'ainsi  ils  sont  murs 
pour  obtenir  un  titre  superieur  qui  les 
place  sur  un  pied  d'egalite  scientifique  et 
sociale  avec  les  autres  professions  liber- 
ales. 

Mais  d'abord,  pourquoi  un  doctorat 
dentaire?  Qu'est-ce  qu'un  docteur? 
JSTous  trouvons  dans  Larousse  les  deux 
definitions  suivantes : 

1  °  Celui  qui  enseigne  publiquement  et 
par  autorisation  expresse; 

2°  Celui  qui  a  obtenu  le  plus  haut  des 
grades  d'une  Universite. 

On  raconte  que  la  premiere  reception 
de  docteur  eut  lieu  a  I'Universite  de 
Bologne  en  1140,  et,  pen  de  temps  apres. 
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rUniver.site  de  Paris  adopta  ce  nouvel 
usage,  cette  denomination  remplagant 
ccUe  de  "maitre,"  que  Ton  conservait 
dans  la  plupart  des  professions  et  que 
Ton  retrouve  encore  dans  certaines  Uni- 
versites  anglaises,  si  bien  que  I'Univer- 
site  de  Birmingham  creait  recemment  un 
titre  de  Master  in  Dental  Surgerij. 

Xou.s  ne  vous  parlerons  pas  de  toutes 
les  phases  par  lesquelles  a  passe  le  doc- 
torat,  depuis  sa  creation  jusqu'au  mo- 
ment de  k  Eevolution  frangaise,  ni  des 
particularites  diverses  qui  s'attaehaient  a 
ce  titre.  Qu'il  nous  suffise  de  rappeler 
que  le  doctora/t  conferait  le  droit  d'en- 
eeigner. 

Le  decret  du  17  mars  1898,  en  etablis- 
sant  la  nouvelle  Universite,  avait  institue 
cinq  facultes :  lettres,  sciences,  droit, 
medecine  et  theologie,  chacune  avec  un 
doctorat  ayanit  des  droits  et  des  regle- 
ments  partieuliers,  mais  ces  doctorats 
n'en  etaient  pas  moins  des  doctorats 
d^fitat. 

Le  decret  du  27  juillet  1897  a  autorise 
les  quinze  Universites  a  instituer  des 
titres  d'ordre  exclusivement  scientifique, 
dit  doctorats  d'Universite,  qui  ne  confer- 
ent  aucun  des  droits  d'exercice  attaches 
au  grade  par  les  lois  et  reglements. 

De  oette  petite  etude  historique  il  re- 
sulte  qu'il  existe,  deux  doctorats  sur 
lesquels  11  semble  possible  de  faire  porter 
les  revendioations : 

1°  Le  doctorat  scientifique  ou  doctorat 
d'Universite  applique  a  I'art  dentaire ;  il 
pourrait  constituer  un  doctorat  en  odon- 
tologie  pour  ceux  qui  dans  notre  profes- 
sion is'adonnent  a  la  science  ou  a  I'en- 
seignement ; 

2°  Le  doctorat  diplome  d'fitat  qui 
pour  la  medecine,  par  exemple,  tout  en 
etant  le  plus  haut  grade,  donne  le  droit 
d'exercice  legal.  C'est  en  meme  temps 
un  titre  .scientifique  et  un  titre  de  pra- 


ticien  pour  le  medeein  et  pour  le  dentiste 
aux  fitats  Unis. 

Pour  notre  profession,  le  doctorat 
di|)1oine  (iTitat  pourrait  dcvenir  le  doc- 
toi-at  en  ehirurgie  dentaire  reserve  au 
praticien,  a  la  place  du  ti'tre  de  chirur- 
gion-dentiste  cree  en  France  par  la  loi 
(111  30  novembre  1892  et  dans  les  autres 
pays. 

TI  reste  en  troisieme  lieu  le  doctorat  en 
medecine  que  certains  voudraient  rendre 
oljligatoire  pour  les  dentistes.  Je  le  cite 
parce  qu'on  en  a  parle;  mais  il  est  bien 
evident,  comme  I'a  deja  dit  M.  Martinier 
au  >Syndicat  des  chirurgiens-denti.S'tes  et  a 
['Association  generale  des  dentistes  de 
France,  qu'il  n'e.st  pas  en  question.  II 
est  en  contradiction  avec  nos  principales 
revendications,  puiscju'il  ne  comprend 
pas  I'etude  de  la  dentisterie  des  le  debut 
des  etudes  professionnelles.  C'est  un 
grade  en  medecine  et  non  un  grade  en 
ehirurgie  dentaire:  ce  sont,  au  point  de 
vue  de  I'exercice  legal,  deux  choses  dis- 
tinctes  qui  peuvent  s'ajouter,  mais  non 
se  remplacer.  Le  doctorat  en  medecine 
ne  constitue  ni  une  preuve  ni  meme  une 
presomption  de  savoir  en  dentisterie,  par 
consequent  il  ne  pent  etre  considere 
comme  un  brevet  d' etudes  stiperieures  en 
odontologie. 

Du  reste,  lorsque  des  representants  des 
pouvoirs  publics  dans  certains  pays  ont 
propose  de  I'accorder  aux  dentistes,  ce 
n'a  ete  que  par  suppression  pure  et  sim- 
ple de  ces  derniers. 

Dans  ce  oas,  le  titre  de  docteur  en 
medecine,  en  I'absence  de  tout  grade  den- 
taire, ne  saurait  etre  assimile  a  un  titre 
superieur  en  odontologie  qxie  par  un 
sophisme  contre  lequel  les  dentistes  ont 
tou jours  proteste. 

Dans  quelles  conditions  est-il  possible 
d'obtenir  I'un  de  ces  deux  doctorats  ou 
les  deux  en  France? 
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1°  Le  grade  de  docteur  en  cliirurgie 
dentaire  d'Etat.  Pour  la  creation  de  ce 
grade  donnant  droit  d'exercer  comme  aux 
£tats  Unis  et  venant  remjDlacer  le  diplome 
de  chirurgien-dentiste,  partont  ou  il  ex- 
iste  il  faudrait  necessairement  en  France 
une  modification  de  I'article  3  de  la  loi 
du  30  novembre  1892,  qui  ne  pent  etre 
obtenue  que  legislativement,  c'est-a-dire 
par  voie  de  petition  au  gouvernement, 
par  initiative  gouvernementale  ou  parle- 
mentaire,  la  Chambre  et  le  Senat  ap- 
peles  a  en  deliberer. 

Cela  demande  beaucoup  de  temps, 
beaucoup  de  demarches  et  parait  d'une 
realisation  assez  eloignee.  Pourtant, 
avec  des  circonstances  favorables,  et  les 
chirurgiens-dentistes  s'unissant  et  faisant 
masse  de  toute  leur  influence  pres  des 
pouvoirs  publics,  il  ne  semble  pas  impos- 
sible de  reussir. 

2°  Le  dootorat  scientifique.  II  fau- 
drait une  deliberation  d'une  des  quinze 
universites  frangaises,  I'Universite  de 
Paris,  par  exemple,  ou  d'une  des  quatre 
Universites  ou  existe  I'enseignement  den- 
taire: Paris,  Lj^on,  Bordeaux,  ISTancy. 

II  suffirait  pour  cela  de  saisir  I'une  de 
ces  Universites  d'un  voeu  que  nous  vous 
proposons  plus  loin  d'emettre  et  d'ex- 
aminer  avec  le  Eeoteur  les  conditions  dans 
lesquelles  ce  voeu  pourrait  etre  realise  par 
le  Conseil  de  I'Universite  en  question. 

Cela  necessiterait  probablement  la 
creation  d'un  enseignement  odontolo- 
gique  superieur,  d'une  cliaire,  par  exem- 
ple, a  la  dite  Universite,  et  exigerait  un 
decret  du  Ministre  de  I'Instruction  pub- 
lique,  peut-etre  une  subvention  a  I'Uni- 
versite par  les  societes  et  les  ecoles  den- 
taires. 

Cela  parait  d'une  realisation  possi- 
ble, etant  donne  qu'il  existe  des  prece- 
dents recents :  le  dootorat  en  pharmacie 
par  exemple. 

Mais  1' Association  generale   des   den- 


tistes  de  France,  dans  son  assemblee  gen- 
erale du  19  mars  1904,  a  ete  d'avis,  sur 
la  proposition  de  M.  Bonnard,  de  limiter 
d'abord  les  efforts  a  celle  de  ces  revendi- 
cations  qui  paraissait  la  plus  accessible, 
le  doctorat  d'Universite,  en  remettant  a 
une  date  ulterieure  toute  revendication 
necessitant  une  modification  de  la  loi  du 
30  novembre  1892,  relative  au  titre  de 
Docteur  du  praticien. 

En  consequence,  la  Federation  den- 
taire nationale  frauQaise,  reunie  en  as- 
semblee generale  a  Paris  le  9  avril  1904, 
considerant  la  necessite  de  la  creation 
d'un  doctorat  dentaire,  a  emis  les  voeux 
suivants : 

1°  Qu'il  sort  cree  un  doctorat  scien- 
tifique d'Universite  pour  I'art  dentaire, 
dit  doctorat  en  odontologie,  analogue  an 
doctorat  es  pharmacie,  accessible  seule- 
ment  a  ceux  qui  possedentdejale  diplome 
de  chirurgien-dentiste ; 

2°  Que  des  dispositions  transitoires 
soient  etablies  pour  permettre  aux  chirur- 
giens-dentistes actuels  d'obtenir  le  nou- 
veau  diplome,  dispositions  analogues  a 
celles  qui  ont  ete  -aocordees  aux  officiers 
de  sante  pour  I'obtention  du  diplome  de 
dooteur  en  medecine ; 

3°  Que  la  Federation  charge  son 
bureau  de  faire  toutes  les  demarches  pres 
des  pouvoirs  publics  et  des  autorites  uni- 
versitaires,  et  d'assurer  1' entente  entre  les 
diverses  societes  et  ecoles  dentaires  fran- 
gaises  pour  permettre  la  realisation  de 
ces  vceux.  File  a  decide  leur  inscription 
dans  sa  declaration  de  principes  adoptee 
le  8  avril  1902^,  sous  la  forme  suivante : 

Les  odontologistes  emettent  le  voeu : 

1°  Qu'il  soit  cree  un  doctorat  scien- 
tifique d'Universite  pour  I'art  dentaire  dit 
doctorat  en  odontologie,  analogue  au  doc- 
torat es  pharmacie,  accessible  seulement  a 
ceux  qui  possedent  le  diplome  de  chirur- 
gien-dentiste ; 

2°  Des  dispositions  transitoires  devront 
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etre  etablies  pour  permettre  aux  chirur- 
^icns-dentistes  actuels  d'obtenir  le  nou- 
veau  diplome,  dispositions  analogues  a 
celles  qui  ont  ete  accordees  aux  officiers 
de  sante  pour  Fobtention  du  diplome  de 
dooteur  en  medecine. 

Kous  ajouterons,  en  terminant,  en 
faveur  de  la  realisation  de  cette  revendi- 
cation  une  derniere  'Consideration  qui 
etait  la  conclusion  de  ce  rapport. 

II  nous  semble  que  la  creation  du  nou- 
veau  doctorat  d'Universite  serait  le  meil- 
leur  moyen  de  mettre  fin  a  la  division 
qui  regno  dans  la  profession  dentaire 
entre  les  odontologistes  et  les  stomato- 
logistes. 

En  effet,  elle  permettra  aux  odontolo- 
gistes de  s'elever  a  un  doctorat  scien- 
tifique  superieur  par  le  perfectionnement 
reel  de  leur  science  speciale,  sans  etre 
obliges  d'apprendre  sans  utilite  tout  ce 
qu'un  medecin  doit  savoir  pour  exercer 
la  medecine  generate.  Elle  perinettrait 
aux  istomatologisites  'd'obtenir,  apres  le 
grade  technique  de  chirurgien-dentiste,  un 
grade  soientifique  au  moins  egal  au  doc- 
torat en  medecine,  qui  serait  en  meme 
temps  la  justification  de  leurs  connais- 
sances  specie  les  en  odontologie. 

Bnfin,  pour  les  administrations  pub- 
liques,  pour  les  ecoles  dentaires,  le  nou- 
veau  grade  en  odontolO'gie  sera  la  garan- 
tie  chercliee  de  reducation  universitaire 
et  speciale  co'mplete  du  oandidat  dentiste 
aux  'differentes  fonctions  officielles  d'ex- 
aminateur,  d'expert,  de  dentiste  des 
hopitaux,  de  professeur,  etc. 

Souliaitons  done,  pour  la  realisation  de 
I'union  dans  la  profession  dentaire  et  les 
progres  qui  doivent  en  decouler,  la  cre- 
ation prochaine  d'un  doctorat  soientifique 
en  odontologie  dans  les  Universites. 

Ces  voeux  adoptes  par  la  Federation 
dentaire  frangaise  au  mois  d'avril  dernier 
ont  ete  transmis  par  le  President  de  la 
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Federation  M.  le  Dr.  E.  Sauvez  aux  pou- 
voirs  publics  competents  dans  une  peti- 
tion du  mois  de  juillet  14  dernier  signee 
des  representants  des  principales  societes 
professionnelles  frangaises. 

Nous  avons  tenu  a  faire  connaitre 
Tetat  de  cette  question  aux  membres  du 
Congres  de  St.  Louis,  persuades  qu'elle 
pent  prendre  aujourd'hui  un  caractere 
veritablement  international  et  repond 
aux  preoccupations  des  dentistes  du 
rnonde  entier. 


Discussion. 

Dr.  GoDON.  Preliminary  dental  edu- 
cation in  France  will  be  modified  after 
this  year.  The  requirement  will  be  a 
preliminary  manual-training  course. 
That  will  mean  that  the  student,  after 
he  has  obtained  his  high-school  certificate, 
will  have  to  take  up  a  systematic  course 
in  manual  training  at  a  dentist's  or  at 
a  dental  school  giving  courses  in  chem- 
istry, physics,  mechanics,  and  metallurgy 
before  he  is  admitted  to  the  three-year 
regular  course  in  the  dental  school.  That 
will  give  him  a  five-year  course.  The 
examinations  will  be  modified  also  on  the 
technical  side. 

We  have  asked  also  of  the  authorities 
in  France  that  the  title  given  the  grad- 
uates of  the  dental  school  be  Doctor  of 
Dental  Surgery,  as  you  have  it  in  this 
country,  and  I  think  if  this  proposition 
was  adopted  that  it  would  put  your  di- 
ploma and  ours  on  a  similar  basis. 

Another  thing  is  the  question  of  the 
scientific  degree.  We  have  in  the  uni- 
yersities  of  France  what  we  call  the  sci- 
entific diploma.  These  diplomas  obtain 
for  the  pharmaceutical  course.  He  who 
practices  pharmacy  is  called  a  pharma- 
cien,  but  the  higher   degree  is  that  of 
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Doctor  in  Pharmacy.  I  have  given  in 
the  paper  I  presented  here  a  resume  of 
that  question.  I  do  not  know  whether 
these  diplomas  are  given  in  your  uni- 
versities, but  I  feel  there  must  be  a  differ- 
ence in  degree  between  the  man  who 
wants  to  practice  and  the  man  who  wants 
to  do  scientific  work. 

Dr.  Jas.  Truman,  Philadelphia,  Pa. 
it  has  been  a  great  gra/tifioation  to  me  to 
know  of  the  advance  and  progress  dentis- 
try is  making  in  France.  I  trust  there 
will  in  a  very  short  time  be  such  an 
advance  in  this  country.  From  present 
indications  here  I  am  very  much  dis- 
couraged in  regard  to  dental  education. 
I  feel  that  the  retrogression  witnessed  in 
the  United  States  will  seriously  compro- 
mise us  in  the  estimation  of  the  world. 

In  Europe  (Germany,  for  example) 
they  have  divided  the  people  into  cer- 
tain classes,  educating  them  according 
to  the  bent  of  the  individual,  but  in 
Germany  they  do  not,  it  seems  to  me, 
lead  up  to  the  higher  standard  as  they 
appear  to  be  doing  in  France.  I  do  not 
believe  it  is  impossible  to  know  how  the 
individual  would  need  to  be  educated. 
The  boys  and  girls  do  not  pretend  to 
know;  it  is  for  ■somebod}''  else  to  decide 
that  question.  The  time  will  come  when 
we  will  have  some  standard  of  work, 
when  we  will  be  enabled  to  take  these 
young  people  and  lead  them  in  the  right 
direction. 

Dr.  A.  W.  Harlan,  New  York,  N.  Y. 
The  evidence  of  the  interest  that  the 
governments  of  the  world  are  taking  in 


the  training  of  dentists  is  being  pre- 
sented to  us.  In  the  last  ten  or  a  dozen 
years  nearly  all  high  schools  in  the 
United  States  have  established  manual 
training;  and  now  France  and  Germany 
are  insisting  that  that  should  be  a  part 
of  the  curriculum.  It  gives  the  boy  the 
manual  training  at  the  time  when  he 
most  needs  it,  as  was  pointed  out  by  Dr. 
Truman's  paper,  in  which  he  laid  great 
stress  on  the  need  of  practical  before 
theoretical  training.  We  draw  many  of 
our  students  from  the  agricultural  dis- 
tricts, where  they  now  have  the  steam 
plow  and  other  modern  machinery,  so 
that  even  farmer  boys  must  know  some- 
thing of  mechanics.  If  they  have  the 
training  they  get  in  high  schools  they 
have  a  pretty  good  foundation  to  begin 
the  study  of  a  profession. 

Dr.  J.  J.  Eojo,  Mexico  City,  Mexico. 
In  my  country,  in  the  "preparatory 
school,"  which  it  is  considered  essential 
to  pass  before  the  students  enter  any 
professional  school,  it  is  necessary  to 
study  mathematics,  physics,  mechanics, 
cosmography,  and  drawing,  and  to  my  be- 
lief that  gives  the  student  a  knowledge  of 
the  requirements  of  mechanics.  As  I 
understand  it,  the  idea  in  both  Europe 
and  America  is  that  the  dental  student 
must  have  a  good  preparatory  mechanical 
training,  and  in  Mexico  that  is  perfectly 
recognized  and  understood. 

The  next  paper  on  the  program  was 
by  Dr.  A.  W.  Harlan,  New  York,  en- 
titled "Dental  Literature,"  as  follows : 
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Dental  Literature, 


By  A.  W.  HA.RLAN,  M.D.,  D.D.S.,  New  York,  N.  Y. 


The  subject  of  this  paper  is  large 
enough  for  a  volume,  and  the  few 
thoughts  which  I  shall  present  are  simply 
to  treat  the  subject  in  a  manner  differ- 
ent from  that  in  which  it  has  been  pre- 
sented before. 

From  the  earliest  ages,  some  sort  of 
record  has  been  made  of  the  thoughts 
and  discoveries  of  members  of  our  pro- 
fession, and  at  times  such  records  have 
been  made  by  those  who  were  not  of  us, 
and  were  not  even  attached  to  the  pro- 
fession. If  we  look  over  the  pamphlets 
and  printed  books  from  the  fourteenth 
century  to  the  present  day,  we  find  but 
meager  details  of  the  facts  then  known. 

I  would  therefore  suggest  that  the  best 
method  of  studying  the  literature  of  the 
profession  is  to  divide  it  into  periods. 
Before  going  farther,  I  would  define 
what  I  mean  by  dental  literature.  "It 
is  the  expression  of  the  concrete  basis  of 
observed,  collected,  verified  facts,  with 
the  necessary  deductions  to  enable  the 
reader  to  comprehend  it,  and  couched  in 
a  language  or  manner  so  simple  that  it 
may  be  easily  understood." 

Before  the  Christian  era  (the  first 
period)  there  is  comparatively  nothing 
that  is  worth  recording.  From  the  time 
of  Christ  up  to  the  eighteenth  century 
we  have  such  a  small  showing  that  I 
would  denominate  that  as  the  second 
period  in  the  history  of  dentistry.  What 
have  we  found  during  that  period?  No 
journals,  no  societies — only  a  few  ram- 
bling notices  of  events  which  did  not 
foretell  even  the  beginning  of  societies— 


simply  the  observations  of  one  man,  too 
often  not  clearly  expressed.  The  few 
books  which  were  produced  before  1800 
may  be  found  in  C.  G.  Crowley's  "Bib- 
liography," but  as  Crowley  was  not  a  den- 
tist many  things  appear  in  that  volume 
which  can  in  no  sense  be  considered  as 
of  strictly  dental  origin. 

In  the  translation  of  F.  Maury's  work 
there  is  an  attempt  to  give  a  list  of  den- 
tal works  and  periodicals.  "The  History 
of  Dental  and  Oral  Science  in  Amer- 
ica," by  J.  E.  Dexter,  1876,  has  a  meager 
list  of  books,  but  it  has  a  complete  list 
of  periodicals  published  in  the  United 
States  of  America,  up  to  that  date.  In 
France,  England,  Holland,  Germany, 
and  Italy  many  essays  and  monographs 
had  l3een  printed  hy  dentists  before 
1700,  but  unfortunately  many  of  them 
are  in  the  nature  of  pamphlets  for  popu- 
lar distribution.  A  few  are  theses  for  a 
doctorate,  and  some  are  descriptive  of 
methods  of  practice  intended  to  serve 
as  guides  for  other  practitioners.  It 
cannot  be  denied  that  a  free  and  wholly 
scientific  desire  to  instruct  and  improve 
his  fellow-man  in  a  professional  way  did 
not  seize  the  spirit  of  the  dentist  in  any 
country  much  before  the  year  1760.  After 
that  date  the  writings  of  the  educated 
dentist  became  more  valuable,  as  they 
delineated  methods  of  practice,  discov- 
ered new  facts  in  anatomy  and  pathology, 
and  up  to  the  period  of  the  establishment 
of  the  monthly  journal,  in  1839,  pamph- 
lets were  all  the  rage.  This  was  true  in 
other  countries  as  well  as  in  the  United 
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States  of  America.  In  the  early  periods 
before  1760,  the  majority  of  the  practi- 
tioners were  ignorant  even  of  the  scanty 
medical  and  surgical  knowledge  of  the 
times.  It  is  true  that  here  and  there 
may  be  found  a  writer  of  education,  gen- 
eral and  special,  but  too  many  of  the 
brochures  display  a  superficial  knowledge 
of  the  scientific  status  of  the  times. 

If  you  would  seek  to  obtain  a  history 
of  dental  literature,  you  will  have  to  gain 
access  to  the  books  written  between  1720 
and  the  present  day.  The  late  Dr.  Pat- 
rick of  Belleville,  Illinois,  attempted  to 
outline  a  history  of  dental  literature  in 
periods,  but  he  did  not  live  to  finish  his 
task.  Many  of  the  works  written  in  the 
years  included  between  1700  and  1800 
have  not  been  translated  into  English. 
Some  of  these  have  appeared  in  French 
and  German,  and  a  few  have  been  writ- 
ten in  Latin.  It  can  be  said  that  more 
works  written  by  English-speaking  au- 
thors have  been  translated  into  French, 
German,  Dutch,  and  other  languages 
since  1800,  than  all  others  combined. 
This  is  due  perhaps  to  the  fact  that  den- 
tal journals  and  dental  societies  have 
been  more  numerous  in  the  United  States 
of  America  and  England  than  in  other 
countries.  The  secrets  of  the  operating 
room  have  been  disclosed  more  rapidly 
than  in  some  countries  where  a  general 
diffusion  of  scientific  and  practical 
knowledge  was  not  obtainable  through 
books  and  journals. 

We  may  date  the  third  period  of  den- 
tal literature,  therefore,  from  the  date 
when  societies,  colleges,  and  journals 
were  established.  All  of  these  tremen- 
dous forces  contributed  to  the  dissemina- 
tion of  real  scientific  knowledge ;  authors 
were  encouraged  to  write  books;  the 
rapid  accessions  to  the  profession  from 
the  establishment  of  all  these  engines  of 


advancement  furnished  a  sale  for  those 
works,  and  many  were  stimulated  to 
write,  for  by  so  doing  they  became  self- 
educated. 

If  you  will  look  over  the  transactions 
of  societies  during  the  years  from  1840 
to  1880,  or  the  files  of  the  dental  jour- 
nals, or  the  lists  of  those  who  received 
honorary  degrees  during  that  period,  you 
will  see  that  many  of  the  authors  of 
papers  and  books  had,  by  their  studies 
and  experiments,  deserved  such  honors. 
The  easy  entrance  to  the  profession 
caused  many  men  to  adopt  it — illiterate 
but  ambitious ;  so  the  profession  was  soon 
crowded  with  them,  as  may  be  seen  by 
reading  their  productions.  The  editors 
of  journals  in  many  instances  were  not 
qualified  to  judge  of  the  literary  merits  of 
a  short  paper,  and  indeed  they  were  only 
too  anxious  to  fill  their  pages  to  be  too 
severely  critical,  if  there  was  a  good  prac- 
tical idea  in  a  page  of  manuscript.  You 
may  conclude  that  much  which  the  pa- 
tient reader  will  have  to  wade  through 
is  of  little  value.  Look  at  Taft's  "Index 
of  Dental  Literature,"  to  convince  your- 
self of  this  fact.  The  pages  of  the 
American  Journal  of  Dental  Science, 
the  Dental  News  Letter,  the  Dental  Reg- 
ister, and  other  journals  of  that  period, 
teem  with  the  most  elementary  and  un- 
scientific matter,  from  1840  to  I860, 
About  that  time  new  blood  began  to  be 
infused,  better-educated  men  wrote  more 
frequently,  the  air  was  full  of  invention 
and  discovery,  and  the  literary  quality 
of  the  productions  was  improved;  text- 
books and  original  works  on  truly  scien- 
tific subjects  began  to  multiply  in  this 
and  other  countries,  through  the  influ- 
ence of  such  men  as  Owen,  Tomes,  Heath, 
Salter,  Coleman,  and  Hulme  in  Eng- 
land; Robin,  Magitot,  Rottenstein,  Le- 
gros,    Vergne,    and    others   in    Franre; 
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Waldeycr,  Wed],  Briiek,  Zsigniondy,  and 
Suersen  in  German-speaking  countries; 
and  Harris,  Taft,  Arthur,  Richardson, 
Watt,  Garretson,  and  a  host  of  others  in 
the  United  States  of  America.  We  be- 
gan then  to  find,  not  exactly  a  plethora 
of  books,  but  a  sufficient  number  so  that 
the  students  in  colleges  could  be  taught 
and  be  thoroughly  grounded  in  the  fun- 
damentals, as  well  as  in  advanced  profes- 
sional knowledge. 

In  all  countries  journals  multiplied, 
colleges  were  established,  laws  governing 
the  exercise  of  the  right  to  practice  were 
passed,  medical  congresses  established 
sections  of  odontology.  The  dental  con- 
gress, international  in  character,  was 
evolved,  and  now  it  is  a  rare  thing  to 
find  that  a  dentist  is  not  acquainted  with 
the  newest  facts  in  science  or  practice, 
no  matter  where  he  is  located.  This  is 
all  due  to  the  unstinted  development  of 
dental  literature  and  the  wide  circulation 
it  obtains  throughout  the  civilized  world. 
There  is  scarcely  a  country  of  one-half 
million  inhabitants  where  there  is  not 
already  established  a  dental  periodical  of 
some  sort,  and  you  will  not  find  a  dentist 
in  the  most  obscure  hamlet  in  any  coun- 
try who  does  not  possess  at  least  a  cata- 
log of  some  dental  dealer  descriptive  of 
the  latest  method  of  producing  anes- 
thesia or  the  'baking  of  a  porcelain 
inlay. 

In  this  very  imperfect  survey  of  dental 
literature,  I  have  only  attempted  to  show- 
some  of  the  reasons  for  its  growth,  the 
immense  value  it  must  be  to  the  prac- 
titioner, and  to  say  that  there  can  be  no 
limit  to  the  usefulness  and  value  of  books 
and  periodicals  when  carefully  written, 
carefully  edited,  and  conceived  in  a  spirit 
of  broad  conservatism  added  to  an  exact 
and  definite  knowledge  of  the  subject 
portrayed. 


Discussion. 

Dr.  A.  H.  Thompson,  Topeka,  Kan. 
I  was  very  much  interested  in  this  paper. 
Such  statisitics  are  very  valuable.  The 
prehistoric  literature  of  our  profession  is 
of  considerable  interest,  as  shown  by  one 
of  our  foreign  friends  whose  exhibit  is 
in  the  hallway,  but  of  course  is  of  interest 
only  in  a  curious  way.  We  cannot  always 
presume  that  everything  we  have  is  new. 
While  our  literature  has  improved  in 
quantity  I  regret  that  it  has  not  improved 
in  quality,  as  shown  by  our  journals  of 
the  present  day.  This  is  very  discourag- 
ing to  the  student.  We  would  like  to  see 
an  improvement,  but  it  seems  to  me  there 
is  no  improvement  in  the  last  fifty  years. 
The  old  American  Journal  of  Dental 
Science  contained  articles  better  written 
than  those  of  today.  The  quality  has  not 
improved  as  it  should  have  done.  The 
writers  of  today  do  not  study  our  litera- 
ture as  they  should.  They  bring  out  as 
new,  ideas  that  have  been  passed  on  years 
ago.  The  history  of  the  evolution  of 
our  literature  is  very  interesting.  The 
text-books  are  of  better  quality  than  the 
journals,  but  even  these  show  a  lack  of 
knowledge  of  what  has  gone  before  that 
is  very  injurious  to  the  student.  All 
writers  should  aim  to  improve  the  quality 
of  their  work,  and  this  paper  should  tend 
to  a  betterment  of  the  literature  of  the 
day. 

Dr.  James  Tkuman,  Philadelphia,  Pa. 
I  really  cannot  let  my  friend's  statement 
go  by  without  objection— that  the  jour- 
nals of  today  are  not  as  good  as  they  were 
forty  or  fifty  years  ago.  We  certainly 
have  advanced.  The  better  journals 
(and  I  am  not  speaking  of  those  com- 
mercial journals  that  are  mediums  for 
advertisements)  eontain  a  literature  very 
worthy  to  be  honored.    I  am  speaking  of 
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the  average  papers.  I  know  there  is 
much  we  are  obliged  to  publish  that  is 
of  no  especial  value,  but  when  the  work 
of  the  present  moment  is  taken  as  a 
whole  we  are  in  an  entirely  different  age 
from  that  of  fifty  yeairs  ago.  I  do  not 
like  to  hear  members  of  the  dental  pro- 
fession say  that  there  is  nothing  equal  to 
the  old  journal  that  came  out  with  its 
long  lists  of  translations.  Let  us  be 
just.  Men  of  science  in  the  dental  pro- 
fession are  doing  excellent  work.  The 
papers  that  came  to  me  as  chairman  of 
the  Committee  on  Prize  Essays  I  think 
have  never  been  excelled.  Take,  for  in- 
stance. Dr.  Eose's  paper,  "Pathology  of 
Lime  Salts  in  Nutrition."  There  is 
nothing  published  that  gives  a  better  idea 
of  long  and  patient  endeavor,  of  four 
or  five  years'  careful  and  painstaking  re- 
search to  illustrate  a  point.  Then  there 
are  Professor  Miller's  paper  and  two  or 
three  others.  Those  who  attend  regu- 
larly the  national  and  local  meetings  of 
this  country  know  that  the  literature  is 
far  in  advance  of  that  of  any  other  period. 
Take  the  text-books — 'why,  there  is  noth- 
ing to  compare  with  them  in  the  past. 
It  would  perhaps  be  out  of  place  to  name 
these,  but  the  students  of  1850  will  re- 
call the  text-books  of  that  period,  and 
will  repudiate  the  idea  that  the  literature 
of  that  time  was  better  than  this. 

Dr.  William  H.  Trueman,  Philadel- 
phia, Pa.  About  1768  a  distinguished 
London  dentist,  Thomas  Berdmore,  wrote 
a  treatise  upon  "The  Disorders  and  De- 
formities of  the  Teeth  and  Gums,"  and  a 
praiseworthy  work  it  is,  except  for  a  few 
misleading  lines  in  the  preface.  Ex- 
cusing himself  for  avoiding  quotations 
he  says,  "I  could  have  only  quoted  a  few 
French  authors  who  have  written  to  make 
their  names  known,  and  one  or  two  Eng- 
lish   who    have    translated    very    injudi- 


ciously." He  would  have  us  understand 
by  this  that  at  the  time  he  wrote,  dental 
literature  did  not  amount  to  much.  This 
work  was  republished  in  1844  by  the 
American  Association  of  Dental  Sur- 
geons as  part  of  the  American  Library 
of  Dental  Science,  and  the  profession 
in  this  country  seems  to  have  "caught 
on"  to  this  misstatement  and  are 
fond  of  repeating  it.  The  old  dental 
pioneers  are  usually  credited  with  a 
well-thumbed  copy  of  "Hunter  on  the 
Teeth,"  the  only  dental  work  extant  a 
hundred  years  ago,  and  the  reminiscences 
now  and  again  appearing  in  the  dental 
journals  invariably  recite  the  stereo- 
typed phrase,  "There  were  very  few  den- 
tal books  when  they  began  practice,  'way 
back  in  the  thirties  or  forties."  Now 
when  the  American  Association  of  Den- 
tal Surgeons  proposed,  about  1840,  to 
republish  some  of  the  old  dental  works, 
an  English  dentist  very  kindly  placed 
at  their  disposal  his  dental  library  of 
some  one  hundred  separate  titles  from 
which  to  make  selection.  It  was  a  choice 
collection,  containing  many  of  the  more 
notable  works  published  up  to  that  time ; 
it  was,  however,  far,  very  far,  from  being 
complete.  So  you  see  dental  books  were 
not  so  very  scarce  fifty  or  sixty  years  ago. 
As  to  the  character  of  these  old  dental 
works,  I  refer  you  to  that  of  Eustachius, 
published  in  1563,  to  that  of  Hemard, 
dated  a  few  years  later,  to  the  works  of 
Fauehard,  Mouton,  Lecluse,  Bourdet, 
Jourdain,  Gariot,  and  Joseph  Fox,  as 
samples  of  the  dental  literature  extant  a 
hundred  years  ago. 

It  is  true,  prior  to  1839  there  were  no 
dental  journals.  There  were,  however, 
a  large  number  of  medical  and  scientific 
journals  through  which  practitioners  of 
dental  surgery  made  known  to  the  world 
their   observations  and  discoveries,   and 
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they  were  freely  used.  I  have  recently 
pho'tographed  a  collection  of  daily  news- 
papers puhlished  more  than  a  century 
ago,  containing  many  items  of  dental  in- 
terest that  would  now  be  sent  to  dental 
journals. 

Dental  literature  of  the  past  is  worthy 
of  far  more  attention  than  it  has  yet  re- 
ceived. The  more  we  look  into  it  the 
more  we  find,  and  the  more  we  find  to  ap- 
preciate and  admire  in  those  who  made  it. 
The  time  was  when  its  study  would  have 
heen  of  much  profit.  Take,  for  instance, 
the  use  of  arsenic  for  devitalizing  ex- 
posed pulps.  What  a  wonderful  help  it 
has  been  of  itself,  and  by  that  which  it 
has  prompted,  in  tooth-saving.  Had  it 
been  generally  known  to  dental  surgeons 
that  this  potent  remedy  was  in  constant 
use  by  the  old  Arabian  physicians  of 
more  than  a  thousand  years  ago,  as  a  last 
resort  in  persistent  tooth-pain,  would  not 
this  fact  have  suggested  its  use  in  con- 
servative dentistry  long  before  the  time 
of  John  Spooner?  Fauchard,  in  the 
first  edition  of  his  work,  notes  the  inven- 
tion of  a  machine  for  separating  teeth 
and  preparing  cavities  of  decay  for 
filling;  later,  Jourdain  and  Bourdet  dis- 
cuss its  advantages  and  its  failings ;  these 
works,  with  their  useful  suggestion,  be- 
came "T)ack  numbers;"  they  were  forgot- 
ten, and  the  advent  of  the  indispensable 
dental  engine  was  delayed  more  than  a 
century.  Mouton,  in  1746,  suggested  the 
gold  shell  crown  for  restoring  to  useful- 
ness badly  broken-down  teeth.  He  even 
suggested  that  when  these  are  placed 
upon  conspicuous  front  teeth  they  should 
be  enameled  so  as  to  resemble  in  color  the 
teeth  on  either  side.  While  this  sugges- 
tion was  not  entirely  forgotten,  it  was 
but  little  used  until  a  comparatively  few 
years  ago.  It  is  not  just  to  compare  the 
work  of  these  old  writers  with  that  of 


today,  or  to  disparage  their  theories  or 
their  methods  because  they  seem  in  the 
light  of  the  present,  vague  or  crude. 

For  the  early  dental  journals  I  have 
a  high  regard.  The  first  twenty  volumes 
of  the  American  Journal  of  Dental 
Science,  in  my  judgment,  stand  today 
without  a  peer.  The  journal  was  prac- 
tical in  the  fullest  sense  of  the  word.  Its 
contents,  for  the  most  part,  were  well 
written,  they  were  helpful  to  its  readers, 
and  thoroughly  up  to  date.  Its  editors 
were  earnest,  thoughtful,  scholarly  men; 
they  gave  to  the  world  a  dignified  pro- 
fessional journal,  and  set  up  a  standard 
of  which  w'e  have  every  reason  to  be 
proud.  There  were  other  journals  of 
which  so  much  cannot  be  said,  notwith- 
standing, however,  they  doubtless  served 
a  useful  purpose,  and  have  helped  in  the 
upbuilding  of  the  profession.  When  we 
remember  that  our  professional  brethren 
are  many,  that  they  have  varied  tastes 
and  varied  needs,  it  seems  a  good  thing 
that  there  are  so  many  dental  journals, 
and  that  they  are  not  all  alike.  They 
are  all  doing  a  good  work,  and  we  wisli 
them  God-speed. 

Dr.  Harlan  (closing  the  discussion). 
I  have  a  copy  of  Fauchard  and  I  do  not 
underestimate  its  value  and  his  knowl- 
edge of  the  times.  But  I  said  that  from 
that  period  dated  a  practically  better 
knowledge  than  any  previous  period.  The 
knowledge  his  predecessors  possessed  was 
not  demonstrated,  for  the  books  were  not 
translated,  and  many  of  them  were  writ- 
ten in  Latin  and  were  not  even  trans- 
lated into  French;  1789  to  1860  gave  us 
many  articles  of  absolute  merit;  but  I 
was  taking  a  survey  of  all  that  we  called 
dental  literature.  In  many  of  the  den- 
tal journals  there  were  articles  that 
could  not  gain  entrance  in  a  dental  jour- 
nal now,  unless  it  was  one  of  those  we 
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have  already  mentioned  as  advertising 
mediums,  and  while  we  are  numerically 
much  stronger,  the  dental  literature 
produced  from  1860  to  the  present  time 
is  of  greater  value  to  the  world  through 
the  essence  of  ^w'hat  it  presents  than  all 
that  was  presented  prior  to  that  time. 
I  do  not  want  to  decry  or  underestimate 
the  work  that  was  done  by  these  men; 
but  of  all  the  works  Dr.  Trueman  men- 
tioned none  was  published  in  a  larger 
edition  than  from  100  to  150  copies, 
therefore  they  never  had  a  wide  circula- 
tion, and  though  of  extreme  value  they 


had  no  effect  upon  the  formation  of  the 
dental  thought  of  the  time.  Many  of 
these  works  I  have  collected  during  my 
trips  to  Europe  and  I  am  familiar  with 
them  and  many  others,  but  it  was  to  give 
a  kind  of  resume  of  the  three  periods  that 
I  tried  to  make  clear  in  my  paper,  not  to 
undervalue  that  which  was  good. 

On  motion  the  following  paper  by  Dr. 
Louis  Ottofy,  Manila,  P.  I.,  "History 
of  Dentistry  in  the  Philippine  Islands," 
was  read  by  title  and  ordered  to  be  in- 
corporated in  the  proceedings: 


History  of  Dentistry  in  the  Philippine  Islands. 

By  LOUIS  OTTOFY,  D.D.S.,  Manila,  P.  I. 


The  history  of  -dentistry  in  the  Philip- 
pine Islands  is  very  brief.  In  1900  I 
wrote  a  history  of  dental  legislation*  in 
which  I  covered  the  field  to  that  date. 
A  brief  resume  of  that  article  shows  that 
prior  to  1853  some  legislation  relating 
to  -dentists  had  been  enacted,  but  as  den- 
tists were  included  with  phlebotomists 
and  midwives,  and  as  there  were  no  den- 
tists in  practice  here  at  that  time,  I 
apprehend  that  the  term  dentist  was 
included  in  the  following  way:  It  was 
customary  with  Spain  to  issue  "royal 
decrees"  and  "royal  orders"  for  her 
colonies.  These  orders  and  decrees  were 
practically  copies  of  laws  then  in  force 
in  Spain ;  and  in  case  some  regulation  as 
to  -midwives,  for  instance,  was  necessary, 
the  specific  decree  or  order  was  sent  out 
to  the  governors  of  the  various  colonies 
as  copied  from  the  home  laws.     Thus 


Dental  Revietv,  vol.  xiv,  August  1900,  p. 
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a  regulation  was  put  in  force  here,  gov- 
erning dentists,  before  any  were  engaged 
in  that  calling. 

The  Royal  Decree  of  September  23, 
1853,  provided  that  in  order  to  practice 
dentistry  it  was  required  that  one  should 
prove  that  he  had  practiced  at  least  three 
years  under  the  tutelage  of  a  practi- 
tioner who  was  designated  by  the  term 
"professor."  Those  who  were  able  to 
prove  this  could  enter  the  University, 
and  after  passing  an  examination  and 
paying  a  fee,  were  admitted  to  practice. 
The  next  enactment  was  the  Royal  De- 
cree of  June  4,  1875,  which  practically 
embodied  all  the  essential  features  of  the 
law  as  it  was  in  force  at  the  time  of 
the  American  occupation.  It  provided, 
briefly:  Dentistry  constitutes  a  profes- 
sion under  the  name  of  dental  surgery; 
special  certificate  necessary;  requires 
dentists  to  devote  themselves  only  to  the 
diseases  of  the  mouth  and  teeth ;  the  pos- 
session of  certain  theoretical  and  prac- 
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tical  knowledge  must  be  shown;  three 
medical  and  two  dental  practitioners 
compose  the  board  of  examiners;  certifi- 
cate of  dental  surgeon  issued  to  success- 
ful candidates;  examination  fee,  fifty 
pesetas,  certificate  fee,  two  hundred 
pesetas ;  dentists  practicing,  if  considered 
worthy,  may  continue. 

A  Eoyal  Order  of  May  28,  1876, 
one  of  December  6,  1881,  and  one 
of  February  11,  1886,  modify  the 
previously  issued  decrees  in  minor  de- 
tails, as  to  method  of  enforcement,  etc., 
and  require  all  to  register,  while  another 
order  of  May  1,  1890,  places  the  exami- 
nation under  the  charge  of  the  rector  of 
the  University.  Under  the  military  gov- 
ernment of  the  United  States  an  order 
was  issued  in  August  1899  requiring  all 
dentists  to  register  with  the  Board  of 
Health,  and  this  was  the  condition  up  to 
the  passage  of  the  present  law,  on  Jan- 
uary 10,  1903,  which  is  hereafter  re- 
ferred to. 

I  am  unable  to  secure  any  infallible 
data  in  regard  to  the  practice  of  den- 
tistry until  the  time  the  natives  were 
brought  under  the  influence  of  foreign 
dental  practitioners.  I  invite  your  at- 
tention to  an  article  signed  "A  Eeturned 
Soldier,"  published  in  a  dental  journal,* 
in  which  the  soldier  describes  and  illus- 
trates primitive  dentistry,  and  some  of 
the  tools  used.  I  am  unable  to  verify 
the  correctness  of  the  statements  made, 
but  in  any  event  the  practice  and  the  in- 
struments are  evidently  based  on  recent 
methods  of,  and  modern  appliances  used 
by,  dentists.  In  another  magazinef  one 
signing  himself  "A  Eegular"  describes 
and  illustrates  some  of  the  practices  of 


*  Dental  Brief,  vol.  vii,  February  1902,  p. 
318. 

^Dental  Review,  vol.  xviii,  April  1904,  p. 
318. 


the  "head-hunters"  of  Mindanao,  show- 
ing the  disfiguring  practices  of  those 
people,  as  well  as  the  tools  used  for  fill- 
ing the  teeth,  inserting  pearls,  etc.  I 
am  also  unable  to  confirm  the  statements 
made  in  that  article. 

Like  all  semi-civilized  people,  the 
Filipinos  also  possessed  some  methods  for 
relieving  pain.  One  superstition  was 
that  if  a  piece  of  bamboo  was  whittled  to 
a  sharp  point,  ignited  and  charred,  and 
then  thrust  into  the  skin  on  some  part 
of  the  body,  preferably  the  hand,  the 
pain  would  cease.  The  old  Chinese  prac- 
tice of  "extracting  the  worms"  from  the 
teeth  by  holding  the  open  mouth  over  a 
steaming  vessel  of  hot  water,  was  also 
practiced.  From  the  shell  of  the  cocoa- 
nut  they  also  obtained  substances  giving 
relief.  Into  a  half  shell  some  water  was 
placed  and  heated  from  underneath, 
thus  practically  boiling  the  water  in  the 
shell.  By  this  process  some  principle  was 
extracted  from  the  shell,  resembling 
creasote;  this  was  then  placed  in  the 
cavity.  From  careful  inquiry  from  men 
who  have  lived  here  all  their  lives,  and 
much  of  the  time  in  the  provinces,  I  am 
unable  to  gather  anything  reliable  as  to 
any  practice  worthy  of  note  on  this  point, 
and  it  seems  to  me  certain  that  practi- 
cally nothing  was  done  from  a  dental 
standpoint  until  about  1860. 

In  that  year,  or  1861,  an  American 
dentist,  named  Pettengill,  visited  the 
Islands,  and  entered  into  a  lucrative 
practice  among  the  few  foreigners  who 
were  engaged  in  business  in  Manila;  he 
was  also  patronized  by  the  better-educated 
and  wealthy  natives.  He  employed  n? 
an  assistant  and  student  a  native,  Jose 
Arevalo,  now  eighty  years  of  age,  and 
justly  entitled  to  be  known  as  the"'father 
of  denti'strv'"  in  the  Philippines.  Since 
then  his  sons,  a  daughter,  grandson,  and 
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other  relatives  have  entered  the  profes- 
sion. At  the  present  time  five  of  that 
family  name  are  practicing  in  these  Is- 
lands. Pettengill  left  and  said  that  he 
would  return,  leaving  his  chair  and  in- 
struments with  Senor  Arevalo,  who  con- 
tinued in  practice.  Some  time  later 
Pettengill  returned,  and  soon  drew  a 
handsome  prize  in  the  lottery,  after  which 
he  disappeared  from  the  Islands.  With 
that  heginning,  Arevalo  entered  into 
practice,  and  did  the  best  he  could.  A 
Frenchman,  Mons.  Petlere,  also  prac- 
ticed here  for  a  while.  Dr.  Melanch- 
thon  Stout,  formerly  of  Chicago,  now  of 
Marlinton,  West  Virginia,  visited  the 
Islands  some  thirty  years  ago,  and  Dr. 
Eastlake,  who  practiced  in  Japan,  is  also 
said  to  have  made  visits  to  the  Islands 
about  that  time,  while  others  from  the 
China  coast  made  occasional  visits  to 
Manila,  sometimes  also  going  to  Iloilo 
and  Cebii.  In  1888  a  Cuban  dentist, 
Senor  Villa  Eaza,  and  about  the  same 
time  Senor  Conrado  Martel  Arandes, 
and  other  Spanish  dentists,  located  in 
Manila.  From  the  nucleus  of  Petten- 
gill's  visit,  and  with  what  could  be  gath- 
ered from  other  Americans  and  Span- 
iards, the  native  dentists  picked  up 
what  they  could.  One  Spanish  lady  and 
one  of  the  native  dentists  tried  to  im- 
prove their  education  by  a  visit  to  Japan, 
while  one  native  is  a  graduate  of  one  of 
the  schools  in  Philadelphia.  Under 
these  circumstances  it  is  no  wonder  that 
but  little  progress  has  been  made,  and 
such  as  it  is  was  made  under  difficulties. 

Prior  to  the  American  occupation  these 
men  secured  some  medical  instruction 
in  the  College  of  San  Jose,  a  medical 
■school  affiliated  with  the  University  of 
Santo  Tomas.  This  led  to  a  certificate  of 
a  "Cirujano  Ministrante"  (Ministering 
Surgeon)    at;   the   end  of  a   two  years' 


course.  For  four  or  five  years  preceding 
the  insurrection  of  1896  (soon  after 
which  the  school  was  closed  for  several 
years)  some  attempt  wais  made  to  teach 
extracting,  treatment  of  teeth,  etc.,  but 
no  effort  at  the  establishment  of  a  reg- 
ular dental  course  was  ever  made.  Nor 
has  there  ever  been  any  dental  journal 
published  here,  or  any  regular  dental 
supply  house  established. 

When  the  Americans  entered  Manila 
in  1898  there  were  not  to  exceed  twelve 
dentists  practicing  in  the  Islands.  With 
the  exception  of  one  American  and  a  few 
Spaniards  they  were  all  Filipinos,  and 
nearly  all  of  them  were  located  in  Ma- 
nila. By  reason  of  the  disturbed  condi- 
tions prior  to  the  capitulation  of  the 
city,  August  13,  1898,  the  only  Ameri- 
can dentist  located  in  Manila  had  taken 
refuge  in  Hong-Kong,  and  therefore  no 
American  dentists  were  engaged  in  prac- 
tice in  Manila  in  September  1898. 
With  the  volunteer  troops  several  den- 
tists came  out,  and  at  least  one  was  as- 
signed by  the  military  authorities  to  the 
troops;  this  was  done  by  a  detail  to  the 
Hospital  Corps,  and  by  permission  being 
granted  to  the  man  so  detailed  to  render 
dental  services  to  the  soldiers.  Since 
then,  not  to  exceed  twenty  American  den- 
tists have  located  in  the  Islands  at  vari- 
ous times,  of  whom  not  more  than  six  are 
still  in  practice  in  the  Islands. 

On  February  4,  1900,  the  Manila  Den- 
tal Society  was  organized  with  a  charter 
membership  list  of  nine.  During  that 
year  the  society  met  with  fair  regularity 
and  several  papers  were  read  and  dis- 
cussed. The  unsettled  condition  of  the 
Islands  as  well  as  the  constantly  chang- 
ing personnel  of  the  profession  and  the 
desire  to  confine  the  membership  to  those 
who  understood  English,  resulted  in 
apathy,  which  continued  during  the  years 
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1901,  1903,  and  1903.  At  the  annual 
meeting  in  February  1904,  and  since 
then,  new  members  having  been  admitted, 
the  drawback  as  regards  the  language 
is  partially  removed,  Americans  having 
acquired  some  knowledge  of  Spanish, 
while  some  of  the  Filipinos  have  become 
acquainted  with  English.  The  society 
has  since  that  time  met  regularly,  and 
several  interesting  papers  have  been 
read  and  discussed.  Probably  the  first 
paper  ever  read  in  the  Spanish  language 
in  the  Islands  by  a  native  was  read  at  the 
meeting  in  April  of  this  year.  The 
Filipinos  are  eager  to  learn,  and  the  use- 
fulness of  the  society  henceforth  seems 
assured. 

In  the  fall  of  1900  the  Manila  Dental 
College  was  organized,  modeled  on  the 
basis  of  the  advanced  position  of  dental 
education  in  the  United  States.  After 
one  successful  session  the  school  had  to 
be  abandoned.  The  course  laid  out  was 
entirely  too  advanced  for  Filipinos,  while 
the  changing  character  of  the  American 
population  would  have  prevented  the 
drawing  of  classes  from  among  the 
Americans.  Furthermore,  by  reason  of 
the  prevailing  insurrection  at  titiat  time, 
the  conditions  were  unfavorable  for  the 
maintenance  and  growth  of  a  dental 
school,  or  for  that  matter  of  any  school, 
e.xcept  those  long  established  and  con- 
nected with  the  monastic  orders.  Six  or 
seven  matriculated,  of  whom  three  Amer- 
ican gentlemen,  all  connected  with  the 
Hospital  Corps  of  the  United  States 
army,  completed  the  full  course.  At 
least  two  of  these  gentlemen  have  since 
then  completed  their  dental  education  in 
the  United  States,  and  both  of  them  with 
honors. 

During  the  summer  and  fall  of  1901, 
the  dentists  appointed  for  the  United 
States  army,  under  the  act  of  February 


2d  of  that  year,  began  to  arrive  in  the 
Islands,  and  a  base  dental  hospital  and 
supply  depot  was  established  in  connec- 
tion with  the  First  Reserve  (military) 
Hospital  in  Manila.  The  members  of  the 
dental  corps  in  the  Islands  until  recently 
averaged  about  fifteen  men,  distributed 
at  the  various  military  posts  in  the 
Islands,  and  visiting  outlying  districts 
where  troops  are  quartered.  I  am  unable 
to  give  any  report  of  the  extensive  and 
valuable  services  of  the  corps,  and  pre- 
sume that  such  information  will  reach 
the  congress  through  other  sources. 

An  Act  to  Regulate  the  Practice  of 
Dentistry  in  the  Philippine  Islands  was 
passed  by  the  Philippine  Commission  on 
January  10,  1903,  a  copy  of  which  in 
English  and  Spanish  I  have  transmit- 
ted to  the  Section  on  Dental  Legislation 
of  this  congress.  Under  this  act  a  num- 
ber of  members  of  the  Army  Dental 
Corps  have  registered,  some  of  whom 
have  since  been  transferred  to  the  United 
States,  while  those  still  remaining,  by 
the  nature  of  their  duties  cannot  be 
reckoned  as  resident  dentists  of  the  Is- 
lands. The  register  of  the  dental  board 
contains  a  total  of  less  than  forty-five 
names  (inclusive  of  temporary  licenses 
and  undergraduates)  of  whom  not  to  ex- 
ceed twenty-five  are  engaged  in  the  bona 
fide  practice  of  dentistry.  Of  this  num- 
ber nineteen  are  located  in  Manila,  and 
on  June  19,  1904,  an  effort  was  made 
to  secure  a  group  photograph  of  all  those 
engaged  in  practice  in  this  city,  w^ith  the 
result  that  fifteen  out  of  a  possible  nine- 
teen responded  to  the  call.  I  take  pleas- 
ure in  transmitting  with  this  paper  a 
copy  of  the  photograph,  which  is  repre- 
sentative. In  the  center  of  the  fore- 
ground is  Jose  Arevalo,  above  referred 
to,  as  the  "father  of  dentistry"  in  the 
Philippines,  who  is  now  eighty  years  of 
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age,  and  retired.  The  group  gives  isome 
idea  of  the  polygenic  population  in  the 
Orient.  There  are  seven  Filipinos,  five 
Spaniards,  one  British  subject,  and  two 
Americans  represented  in  the  group. 

While  a  history  deals  only  with  the 
past,  it  may  not  be  out  of  place  at  this 
time  to  look  somewhat  into  the  future. 
It  should  be  remembered  that  the  Phil- 
ippine Islands  have  recently  passed 
through  a  critical  period,  which  has  ma- 
terially affected  the  economic  welfare  of 
the  Islands  and  their  inhabitants.  The 
insurrection,  which  broke  out  in  1896, 
was  followed  by  the  war  with  Spain, 
and  succeeded  by  another  insurrection. 
In  the  meanwhile  the  Islands  passed 
through  a  pestilence  of  plague  and  chol- 
era, while  the  draft  animals  were  deci- 
mated by  such  diseases  as  surra,  gland- 
ers, the  rinderpest,  etc.  Nor  did  the 
various  crops  escape  unscathed,  being 
often  totally  destroyed  by  a  plague  of 
locusts,  and  by  various  insects  attacking 
the  coffee  plant  and  other  vegetation. 
Happily,  the  Islands  are  now  practically 
free  froim  these  scourges,  and  very  little 
is  now  feared,  except  possibly  from  the 
locusts.  It  is  not  too  optimistic  to  pre- 
dict that  the  Islands  are  now  entering  on 
an  era  of  prosperity. 

It  has  been  seen  that  the  number  of 
dentists  in  proportion  to  the  population, 
which  is  over  6,000,000,  and  of  whom 
many  are  educated,  while  a  larger  num- 
ber are  prosperous  (or  can  be,  under 
normal  conditions)  is  very  small.  As  a 
matter  of  fact,  outside  of  the  city  of 
Manila,  dentistry  is  a  sealed  book,  and 
first  of  all  the  general  education  of  people 
along  the  lines  of  dentistry  is  essential 
to  create  a  demand  for  dental  services. 
In  another  paper  which  I  have  con- 
tributed to  this  congress  I  have  conclu- 
sively  shown   that  caries   and  tooth-de- 


struction is  just  as  prevalent  here  as  in 
the  United  States  and  elsewhere.  In 
this  large  city  of  Manila,  containing  as 
it  does  a  native  and  Chinese  population 
of  about  a  quarter  of  a  million,  there  is 
no  place  where  the  poor  ^may  get  relief 
except  a  small  free  dental  clinic  which 
I  established  Last  January  and  have 
since  maintained  in  connection  with 
St.  Luke's  Hospital.  The  mass  of  the 
people  absolutely  know  nothing  of  den- 
tistry. 

One  of  the  most  important  needs  of  the 
Islands  is  the  establishment  of  ^a  dental 
school,  and  that  is  now  under  considera- 
tion. The  law  is  extremely  favorable 
toward  native  young  men  who  desire  to 
make  a  beginning  in  this  direction,  con- 
templating a  brief  course  of  instruction, 
looking  toward  the  giving  of  relief  in 
remote  sections  of  the  country,  the  intro- 
duction of  simple  fillings,  and  substitu- 
tion of  the  teeth  when  lost.  It  is  be- 
lieved that  a  small  beginning  will  have 
to  be  made,  and  the  course  of  instruction 
increased  as  the  education  of  the  people 
creates  the  demand  for  the  higher  class 
of  service  made  possible  by  the  advance 
made  by  the  profession.  Natives  thus 
educated  would  be  enabled  to  render  ser- 
vices within  the  means  of  the  people, 
being  able  ito  live  inexpensively  and  sub- 
sist on  less  expensive  food  than  foreign- 
ers. And  in  this  lies  tiie  answer  to  the 
question,  why  there  are  practically  no 
desirable  locations  for  Americans  or 
foreigners  outside  of  Manila.  Aside 
from  this  fact,  it  should  be  borne  m 
mind  that  comparatively  few  foreigners 
are  located  in  the  Islands,  that  few 
natives  speak  Spanish,  and  that  the 
knowledge  of  some  native  dialect  is 
essential  to  enable  one  to  get  along  with 
the  people. 

I  hope  in  the  near  future  to  see  such 
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steps  inaugurated  as  will  ultimately  ex- 
tend to  these  people  the  beneficent  ad- 
vantages accruing  from  the  intelligent 
exercise  of  our  profession. 


On  motion,  Dr.  Wir.  H.  Truemax's 
paper,  "Keport  of  the  Committee  on  the 
History  of  Dentistry,"  was  read  without 

discussion.     It  here  follows: 


Report  of  Committee  on  the  History  of  Dentistry. 

By  WILLIAM  H.  TRUEMAN,  D.D.S.,  Philadelphia,  Pa., 


CHAIRilAIs. 


Your  Committee  on  Dental  History 
beg  leave  to  reporit  that  after  a  careful 
survey  of  the  field  it  was  deemed  wise  to 
confine  their  efforts  to  one  object,  the 
history  of  dental  educational  institu- 
tions. They  regret  that,  although  this 
choice  of  subject  was  approved,  they 
failed,  except  in  one  instance,  'to  secure 
the  co-operation  of  their  confreres  in 
other  lands. 

From  Dr.  Vincenzo  Guerini  of  Naples, 
Italy,  they  have  received  an  excellent 
paper  entitled  "Italian  Writers  on  Dental 
Science  and  Their  Works."*  Thissubject 
is  quite  new  in  dental  history,  and,  com- 
ing from  so  capable  and  careful  a  writer, 
is  a  notable  addition  to  dental  history. 

Dr.  William  Simon  of  Baltimore,  a 
member  of  its  faculty,  has  contributed  an 
exhaustive  history  of  the  Baltimore  Col- 
lege of  Dental  Surger}^,  the  first  dental 
school  in  the  world's  history. 

Dr.  Wm.  L.  J.  Griffin  of  Philadelphia 
has  contributed  an  interesting  history  of 
the  Philadelphia  College  of  Dental  Sur- 
gery, the  first  dental  school  in  Philadel- 
phia, and  of  its  successor,  the  Pennsyl- 
vania College  of  Dental  Surgery.  He 
has  also  contributed  histories  of  the 
Dental  Department  of  the  University  of 
Pennsylvania   and  the   Dental   Depart- 


See  Vol.  I,  page  73. 


ment  of  the  Medico- Chirurgical  College 
of  Philadelphia. 

From  Dr.  Charles  McManus  of  Hart- 
ford, Conn.,  we  have  histories  of  Tufts 
College  Dental  School  and  of  the  Dental 
Department  of  Harvard  Universit3^ 

From  Dr.  Burton  Lee  Thorpe  of  St. 
Louis,  Mo.,  a  list  of  the  Western  dental 
colleges,  accompanied,  where  data  could 
be  obtained,  by  a  brief  sketch  of  their  rise 
and  progress. 

Your  committee  has  found  great  diffi- 
culty in  obtaining  accurate  data  for  this 
work.  Apathy  in  some  cases,  and  loss  of 
original  records  owing  to  changes  in  lo- 
cation or  management,  or  from  accident, 
in  others,  has  greatly  hampered  their 
efforts. 

As  in  all  research  work,  so  in  this,  re- 
sults are  not  always  commensurate  witb 
the  labor  expended,  although  that  labor 
may  not  be  in  vain.  As  an  instance  of 
this,  Dr.  Clarence  J.  Grieves  of  Balti- 
more, a  member  of  your  committee,  spent 
several  months  endeavoring  to  ascertain 
what  had  been  done  in  this  country 
toward  systematic  dental  education  prior 
to  the  advent  of  dental  colleges.  After 
patiently  exhausting  every  available  clue, 
while  he  found  much  that  was  suggestive 
and  that  might  be  true,  he  found  nothing 
sufficiently  authenticated  to  be  considered 
"history."     In  this  case,   a  synopsis  of 
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lectures  by  Dr.  Hayden  upon  dental 
science^  which  would  have  proved  valu- 
able in  determining  this  question,  was^ 
it  was  ascertained,  destroyed  by  a  fire 
which  a  few  years  ago  annihilated  the 
library  in  which  they  were  deposited.  No 
one  has  so  far  been  found  who  could  say 
positively  when  or  where  they  were  de- 
livered; nor  can  this  be  determined  by 
any  trustworthy  record. 

Many  of  the  early  records  of  the  first 
college  in  Philadelphia  met  a  like  fate, 
and  are  irretrievably  lost. 

These  two  instances  emphasize  the  im- 
portance of  promptly  placing  on  record 
well-authenticated  histories  of  all  our 
professional  institutions. 

Your  committee  desires  to  acknowledge 
historic  information  received  from  Dr. 
Erastus  Wilson  of  Havana,  Cuba,  regret- 


ting, however,  that  owing  to  the  limited 
time  at  their  disposal,  they  have  been 
unable  to  present  it  to  the  present  con- 
gress. 

Eespectfully  submitted, 

William  H.  Trueman, 

Chairman^ 

ViNCENZO     GuERINI, 

William  Simon, 
W.  L.  J.  Griffin, 
Burton  Lee  Thorpe, 
Clarence  J.  Grieves, 

Members. 


Following  are  printed  the  several 
papers  (I-VIII)  accompanying  the  report 
of  the  Committee  on  the  History  of  Den- 
tistry. The  first  paper  is  hy  Dr.  William 
Simon  of  Baltimore,  Md.,  as  follows: 


I. 


History  of  the  Baltimore  College  of  Dental  Surgery. 

By  WILLIAM  SIMON,  Ph.D.,  M.D.,  Ballimorc,  Md. 


I.  introductory. 

The  progress  of  civilization  has  been 
due  chiefly  to  the  labors  of  those  few  men 
who  through  their  greater  ability,  intel- 
lectuality, and  energy  occupied  positions 
often  far  ahead  of  their  contemporaries. 
This  statement,  while  applicable  in  every 
srphere  of  human  activity,  finds  special 
corroboration  when  we  apply  it  to  the 
conditions  existing  in  the  dental  practice 
of  former  periods.  For  hundreds,  yes 
for  thousands  of  years,  the  care-taking 
of  diseased  teeth  had  been  very  largely 
in  the  hands  of  ignorant,  uneducated, 
and  unscrupulous  persons.  It  was  often 
the  barber  and  watchmaker,  the  shepherd 
and  blacksmith,  if  not  the  quack  and 
charlatan,  to  whom  the  people  applied  in 


times  of  sadly  needed  dental  aid.  Yet 
during  all  this  period  w^e  find  men  who 
through  their  superior  skill,  their  pains- 
taking care,  and  intelligent  interpretation 
of  existing  conditions  stood  far  above  the 
average  dental  manipulator  of  those  days. 
If  we  consider  for  a  moment  the  con- 
ditions as  they  existed  in  the  first  quarter 
of  the  last  century,  we  find  that  both  in 
this  country  and  in  Europe  fairly  good, 
and  at  times  even  very  good,  dental  work 
was  done  by  a  limited  number  of  practi- 
tioners. Some  of  them  had  laid  the 
foundation  for  their  dental  knowledge 
under  the  tutorship  of  other  practitioners, 
while  most  of  them  were  self-taught, 
there  being  neither  schools  nor  much 
readily  accessible  literature  to  assist  any- 
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one  desiring  to  take  up  the  profession  of 
the  dentist. 

Although  the  study  of  the  diseases  of 
teeth  should  have  formed  part  of  a  phy- 
sician's education,  the  medical  schools 
gave  practically  no  instruction  pertaining 
to  this  subject.  Indeed,  the  medical 
practitioners  of  those  days  looked  rather 
contemptuously  upon  those  who  per- 
formed any  kind  of  dental  operations. 

These  sad  conditions  were  fully  under- 
stood hy  those  few  prominent  men  who 
recognized  that  much  good  might  be  ac- 
complished by  proper  dissemination  of 
dental  knowledge  through  the  three  prin- 
cipal channels  open  to  us,  viz:  (1) 
Through  personal  contact  of  the  parties 
engaged  in  the  common  field  of  labor, 
i.e.  through  exchange  of  thoughts  and 
experience  in  association  meetings;  (2) 
through  literature,  especially  when  in 
the  form  of  periodical  journals;  (3) 
through  proper  theoretical  and  practical 
instruction  given  at  well-appointed  in- 
stitutions. 

The  thought  that  these  means  should 
be  employed  no  doubt  had  been  in  the 
minds  of  many,  and  indeed  a  few  iso- 
lated efforts  were  made  here  and  there  to 
bring  about  the  desired  result;  but  it 
was  not  until  the  fourth  decade  of  the 
nineteenth  century  that  the  first  institu- 
tion giving  instruction  in  the  science  and 
art  of  dentistry  was  founded,  and  that 
almost  simultaneously  the  first  dental 
journal  and  the  first  dental  association 
were  established.  It  is  not  without  sig- 
nificance that  the  founders  of  the  first 
institution  for  teaching  dentistry  were 
also  instrumental  in  calling  into  life  the 
first  journal  and  the  first  association  de- 
voted to  the  exclusive  benefit  of  the  den- 
tal practitioner. 

It  is  to  the  history  of  this  first  dental 
school  in  the  world,  chartered  in  1840 


under  the  title  of  "The  Baltimore  Col- 
lege of  Dental  Surgery,"  that  this  paper 
is  devoted. 

II.    THE  FOUNDERS. 

Before  taking  up  the  history  of  the 
college  it  may  be  well  to  introduce  the 
two  men  who  were  its  founders  and  crea- 
tors. They  were  Horace  H.  Hayden  and 
Chapin  A.  Harris,  to  whom  the  dental 
profession,  as  well  as  the  people  of  the 
whole  civilized  world,  owe  everlasting 
gratitude.  They  stand  out  prominently 
and  conspicuously  as  intelligent,  ener- 
getic, far-sighted,  and  unselfish  men, 
willing  and  ready  to  give  freely  to  others 
their  knowledge  and  experience,  and  to 
do  so  cheerfully  even  at  a  personal  sac- 
rifice. 

Horace  H.  Hayden  was  born  October 
13,  1769,  at  Windsor,  Conn.  One  of  his 
ancestors  was  William  Hayden,  who  dis- 
tinguished himself  in  the  Pequot  War 
of  1637  to  such  an  extent  that  he  re- 
ceived from  the  colony  of  Connecticut  a 
tract  of  land  for  gallantry  in  battle. 
That  land,  granted  in  1642,  is  still  in 
possession  of  the  family,  which  has  owned 
it  for  262  years.  Many  of  the  descend- 
ants of  William  Hayden  occupied  promi- 
nent positions  as  members  of  the  General 
Court  of  Connecticut,  or  as  officers  in  the 
Colonial  service,  participating  in  the 
French  and  Indian  Wars.  The  father  of 
Dr.  Hayden  served  with  distinction  in 
the  Revolutionary  War  for  seven  years. 
When  the  war  ended  he  returned  to  his 
home  and  took  up  his  profession,  which 
was  that  of  architect  and  builder.  The 
mother  of  Dr.  Hayden,  a  Miss  Abigail 
Parsons,  was  descended  "from  one  of  the 
brainiest  families  in  New  England."  It 
is  thus  seen  that  Dr.  Hayden  had  the 
advantage  of  distinguished  and  intel- 
lectual ancestry. 


SKCTION    IX  :       KDLCATIOX,    NOMENCLATURE,    l.l'J'EKA'llIU;,    AND    HISTORY, 


^93 


Being  a  boy  during  the  Revolution,  he 
and  his  mother  took  care  of  the  farm, 
while  all  the  men  were  in  the  army,  the 
mother  giving  him  also  his  first  training 
in  elementary  schooling.  At  the  age  of 
ten  years  he  began  the  study  of  ancient 
languages,  in  wihich  he  became  quite  pro- 
ficient. It  is  said  that  during  his  boy- 
hood he  exhibited  a  remarkable  liking 
for  natural  history,  often  surprising  his 
friends  by  his  ingenuity  and  success  in 
discovering  objects  of  interest  while 
rambling  in  the  woods. 

His  schooling  was  interrupted  by  two 
trips  to  the  West  Indies  in  a  brig  on 
which  he  served  as  a  cabin  boy.  At  the 
age  of  sixteen  he  learned  the  trade  of 
carpenter  and  architect  from  his  father. 
Even  at  this  early  stage  of  his  career  he 
showed  that  mere  mechanical  work  did 
not  satisfy  him  and  that  his  mind  had 
to  take  an  active  part  in  his  duties.  To 
satisfy  this  desire  he  procured  such  books 
on  modern  and  ancient  architecture  as 
were  obtainable,  and  the  combined  results 
of  his  studies  and  practical  experience 
were  laid  down  in  a  number  of  drawings 
and  writings. 

The  ciharms  of  the  West  Indies  must 
have  left  quite  an  impression  on  the  boy, 
because  he  sailed  twice  (at  the  age  of 
twenty-one  and  at  twenty-two)  to  the 
islands  with  the  view  of  locating  there 
permanently.  Fortunately,  attacks  of 
fever  drove  him  back  to  the  States,  and 
for  several  years  he  followed  his  vocation 
as  architect;  also  teaching  school  near 
Hartford  for  one  winter. 

Then  (in  1795)  an  incident  occurred 
which  became  the  turning-point  in  Hay- 
den's  life-work.  Requiring  the  profes- 
sional service  of  a  dentist  he  called  on 
Mr.  John  Greenwood  of  New  York,  and 
so  deeply  was  he  impressed  with  the  skill 
of  this  dentist  and  with  the  possibilities 
of  the   art  that  he   concluded  to   adopt 


dentistry  as  his  calling.  He  at  once  pro- 
cured such  books  and  essays  as  were  avail- 
able for  his  purpose,  and  with  the  energy 
that  was  so  characteristic  of  him  com- 
menced the  study  of  dentistry. 

When  thirty-one  years  old,  i.e.  in  the 
year  1800  or  1801,  Hayden  came  to 
Baltimore,  rented  a  room,  and  made 
known  that  his  services  as  dentist  were 
at  the  command  of  the  public.  He  soon 
made  a  success  as  a  dental  practitioner, 
the  people  quickly  appreciating  his  skill 
and  painstaking  work. 

Realizing  that  an  intelligent  treatment 
of  diseases  of  the  teeth  depended  largely 
on  a  thorough  knowledge  of  the  human 
system,  he  studied  anatomy,  physiology, 
and,  to  some  extent,  other  medical 
branches.  Indeed,  Ave  find  him  as  an 
investigator  of  physiological  and  patho- 
logical conditions,  his  researches  in  this 
field  being  concerned  in  the  functions 
of  the  thyroid,  salivary,  lacr}^mal,  and 
other  glands  of  the  human  system. 

That  his  scientific  attainments  were 
recognized  by  the  medical  profession  is 
best  shown  by  the  fact  that  in  1837  the 
honorary  degree  of  Doctor  of  Medicine 
was  conferred  on  him  by  both  the  Jef- 
ferson College  of  Medicine  of  Philadel- 
phia and  the  University  of  Maryland. 

In  1814  the  blood  of  his  martial  an- 
cestors running  through  his  veins  com- 
pelled Hayden  to  take  an  active  part  in 
the  battle  of  JSTortli  Point.  He  first  en- 
listed in  Captain  Warner's  company  of 
militia,  but  later  was  appointed  assistant 
surgeon  in  the  hospital. 

While  from  the  time  of  his  taking  up 
dentistry  his  profession  and  its  promotion 
were  nearest  to  his  heart,  yet  his  ver- 
satile mind  was  not  satisfied  to  work  in 
one  direction  only.  His  love  for  nature, 
developed  in  his  boyhood  days  on  the 
banks  of  the  Connecticut  river,  remained 
during  his  life.    Indeed,  he  devoted  much 
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of  his  time  to  botany,  to  geology,  and  to 
the  culture  of  silkworms.  He  wrote  on 
these  su'bjects,  and  his  "Geological  Es- 
says," a  book  of  400  pages,  published  in 
1821,  was  the  first  general  work  on  geol- 
ogy printed  in  the  United  States.  A 
new  mineral  which  he  discovered  was 
named  "Haydenite"  in  his  honor. 

In  1818  Hayden  took  an  active  part 
in  the  founding  of  the  Baltimore  Phys- 
ical Association,  for  the  promotion  of 
natural  science,  of  which  society  he  be- 
came the  first  secretary.  This  society 
was  the  forerunner  of  the  Maryland 
Academy  of  Sciences. 

The  thought  of  forming  a  national 
dental  association  had  been  in  Hayden's 
mind  long  before  this  society  became  a 
reality.  As  early  as  1817  he  advocated 
a  union  of  dental  practitioners,  but  ap- 
parently the  time  and  conditions  were 
as  yet  not  ripe  for  the  undertaking. 

Years  later  he  visited  Boston  and 
other  Eastern  cities  and  found  his  pro- 
fessional brethren  more  willing  and  ready 
to  co-operate  with  him  in  any  practical 
scheme  to  elevate  the  profession.  It  was, 
however,  not  until  August  18,  1840,  that 
a  number  of  prominent  dentists  as- 
sembled in  New  York  city  and  founded 
the  "American  Society  of  Dental  Sur- 
geons," of  which  Hayden  was  chosen  first 
president,  continuing  in  that  office  until 
his  death.  Most  justifiably  does  Dr. 
Burton  Lee  Thorpe,  in  his  excellent 
biographical  sketch  of  Hayden,*  call  him 
the  "father  of  the  American  Society  of 
Dental  Surgeons." 

At  the  birth  of  this  society  Hayden  ex- 
pressed his  great  satisfaction  in  the  prog- 
ress dentistry  had  made  during  the  pre- 
vious forty  years.  He  himself,  he  said, 
had  seen  the   development  of  the  pro- 


fession from  the  days  when  the  name  of 
dentisit  was  a  reproach  and  a  byword,  to 
the  time  when  men  of  learning,  worth, 
and  genius  had  been  added  to  its  ratnks. 

Continuing,  Dr.  Hayden  spoke  as  fol- 
lows :  "At  the  present  period  renewed 
efforts  are  making  in  England  France, 
and  Scotland  to  place  our  profession  on 
still  higher  ground  than  it  has  yet  at- 
tained; and  shall  we  of  these  United 
States  of  America  remain  inactive  in  this 
grand  endeavor?  If,  like  the  Jews,  we 
are  scattered  and  despised,  may  rre  not, 
like  that  persecuted  people,  at  least  hope 
for  a  day  of  restoration  to  our  promised 
land?  There  are  indeed  many  obstacles 
still  to  overcome !  A  new  race  of  Ga- 
naandtes  m^ust  be  expelled  from  ooir  bor- 
ders. Many  errors  must  be  exploded  and 
much  ignorance  must  be  dispelled  before 
the  light  of  truth  will  beam  clearly  upon 
our  path;  but  with  diligence,  zeal,  and 
perseverance  we  are  certain  of  ultimate 
success.  Let  us,  therefore,  go  forward  in 
the  good  cause,  unintimidated  by  the 
skepticism  of  the  faithless,  the  fears  of 
the  timid,  or  the  apathy  of  the  selfish.  If 
there  are  some  who  prefer  to  plod  onward 
in  the  path  of  private  enterprise,  let  us 
unite  onr  efforts  in  one  great  social  en- 
deavor to  elevate  our  profession  from 
the  degraded  condition  to  which  it  has 
sunk  and  in  which  it  must  ever  remain 
until  the  high-minded  and  well-educated 
amongst  its  practitioners  shall  unitedly 
arise  and  shake  themselves  from  the 
dust." 

Almost  simultaneously  with  the  found- 
ing of  the  first*  dental  association  came 
the  publication  of  the  American  Journal 
of  Dental  Science.     Although  Hayden's 


*  Dental  Review,  Sept.  15,  1902. 


*  Several  local  societies  preceded  it,  but 
they  were  short4ived  and  left  no  impress 
upon  the  profession. 
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name  neither  appears  as  a  member  of 
the  publishing  committee  nor  as  one 
of  the  editors,  yet  he  was  instrumental 
in  organizing  tlie  journal.  Dr.  Wm.  H. 
Trueman*  justly  remarks:  "It  is  gen- 
erally recognized  that  Horace  H.  Hay- 
den's  was  the  master  mind  pushing  for- 
ward the  movement  which  was  rapidly 
bringing  about  important  results  for  the 
advancement  of  the  dental  profession." 

Most  of  the  great  men  whose  minds 
bring  out  new  ideas  and  whose  work 
creates  new  conditions,  seem  to  be  com- 
pelled to  share  with  others  the  fruits  of 
their  labors ;  they  must  give  vent  to  their 
overcrowded  minds,  brim-full  with  new 
impressions,  new  facts,  new  theories,  new 
discoveries. 

What  should  be  more  natural  than  that 
these  men  become  not  only  the  leaders 
but  the  instructors  and  teachers  of  others. 
And  Haydenwas  a  teacher  par  excellence. 
Almost  from  the  time  when  he  began  the 
practice  of  his  profession  in  Baltimore 
he  was  accustomed  to  hold  classes  in  den- 
tistry in  his  office  at  night,  with  no  light 
but  the  tallow  dip.  He  continued  this 
work  until  the  college  was  decided  upon. 
Elisha  Townsend,  the  founder  of  the  first 
dental  college  in  Philadelphia,  was  one 
of  the  men  who  thus  received  his  educa- 
tion; and  indeed,  Townsend  remarked 
in  later  years  that  "all  he  ever  knew  of 
dentistry  was  the  result  of  Dr.  Hayden's 
instruction." 

That  dentists  should  be  educated  like 
other  professional  men  in  schools  and 
colleges  was  a  thought  often  hrought  out 
by  Hayden  in  his  conversatio'Ds,  and  as  he 
always  looked  upon  dentistry  as  a  branch 
of  medicine  his  desire  was  to  obtain  a 
foothold  for  dentistry  in  medical  schools. 


Having  discussed  this  matter  with  some 
of  his  friends  who  were  members  of  the 
medical  faculty  of  the  University  of 
Maryland,  this  institution  invited  him  to 
give  a  course  of  lectures  before  the  medi- 
cal class  in  the  session  1837-38.  This 
most  likely  was  the  first  attempt  to  in- 
troduce dentistry  as  a  branch  of  medical 
education.  The  lectures  were  not  a  suc- 
cess from  the  students'  point  of  view.  We 
learn  this  best  from  a  letter*  by  Dr.  H. 
Willis  Baxley,  who  writes:  "Dr.  H.  H. 
Hayden  delivered  to  a  few  medical  stu- 
dents of  the  University  of  Maryland  some 
lectures  on  dental  physiology  and  path- 
ology. I  was  one  of  his  class,  and  found 
the  lectures  very  speculative  and  unsatis- 
factory. Certain  it  is  that  those  engaged 
in  tooth- pulling,  filing,  and  filling,  which 
then  seemed  the  sole  business  of  the  craft, 
took  no  interest  in  Dr.  Hayden's  attempt 
to  enlighten  them.  Nevertheless  he  is 
entitled  to  credit  for  an  effort,  however 
unsuccessful,  to  give  dentistry  better 
claims  to  public  confidence." 

One  can  now  readily  understand  that 
Hayden's  scientific  treatment  of  his  sub- 
ject did  not  meet  with  the  approval  of 
medical  students,  who  most  likely  would 
have  preferred  some  demonstration  in 
practical  work.  However,  there  can  be 
no  doubt  that  Hayden's  attempt  to  teach 
scientific  dentistry  by  a  course  of  lectures 
was  the  starting-point  for  the  founding 
of  the  college  a  few  years  later. 

Dr.  Hayden  married  February  23, 
1805,  at  Baltimore,  Marie  Antoinette 
Eobinson,  daughter  of  Lieutenant  Daniel 
Robinson,  a  United  States  revenue  officer. 
He  died  January  26,  1844,  when  seventy- 
five  years  old,  and  was  buried  in  the  fam- 
ily vault  in  Grieenmouriit  cemetery. 


*  American 
June  1903. 


Journal     of     Dental     Science, 


*  This  letter,  dated  London,  Sept.  29,  1874, 
is  in  the  archives  of  the  Baltimore  College  of 
Dental  Surgery. 
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Chapin  A.  Harris  was  born  at  Pom- 
pey,  Onondaga  county,  IST.  Y.,  in  1806. 
He  commenced  his  medical  studies  when 
quite  young  and  began  practice  in  Ohio. 
His  attention  was  called  to  dentistry  by 
his  brother,  John  Harris,  but  he  gave 
little  attention  to  the  isubject  until  he 
moved  to  Baltimore,  where  he  became  a 
pupil  of  Hayden.  Under  the  guidance 
and  influence  of  Hay  den's  master  mind 
Harris  soon  became  imbued  with  his 
teacher's  views  regarding  the  problems 
requisite  for  the  elevation  of  the  dental 
profession.  Being  young,  aggressive,  ambi- 
tious, full  'of  energy,  and  thoroughly 
equipped  mentally,  he  grasped  the  situa- 
tion and  succeeded  in  accomplishing  re- 
sults where  others  might  have  failed.  He 
brought  order  out  of  the  chaotic  state  of 
dental  knowledge  and  published  his  results 
in  the  first  dental  text-'book,  "Harris' 
Principles  and  Practice  of  Dentistry," 
and  in  the  first  "Dental  Dictionary." 

From  the  second  year  of  the  founding 
of  the  American  Journal  of  Dental 
Science,  i.e.  from  1840,  Dr.  Harris 
was  one  of  the  editors,  and  retained  this 
position  until  1850,  when  the  journal 
passed  into  his  hands,  and  he  continued 
ito  be  both  its  owner  and  editor  until  his 
death. 

Harris  was  one  of  the  founders  of  the 
American  Society  of  Dental  Surgeons, 
and  president  in  1844.  He  was  also 
editor  of  the  Guardian  of  Health,  a  pub- 
lication which  appeared  in  1841.  After 
the  death  of  Hayden  he  was  elected  presi- 
dent of  the  college  and  retained  this  posi- 
tion until  his  death,  September  29,  1860. 

In  the  founding  of  the  college  Harris 
took  a  most  active  part ;  indeed,  it  was  he 
who  pushed  matters.  He  s'olicited  sig- 
n-atures  from  influential  citizens  to  the 
application  to  the  legislature  for  a  char- 
ter, and  looked  after  many  other  details. 


He  thus  relieved  Hayden  of  a  great  deal 
of  work  which  at  the  high  age  of  seventy 
would  have  been  a  burden  to  him.  Thus 
Irought  into  the  foreground,  Harris 
was  looked  upon  as  the  originator  of  the 
plan  of  founding  the  college  by  those 
who  did  not  understand  the  situation 
and  did  not  know  that  the  driving  force 
back  of  Harris  was  Hayden. 

The  question  has  been  repeatedly  asked 
to  which  of  the  two  men  is  the  greater 
honor  due,  and  specially,  in  whose  mind 
was  born  the  thought  of  establishing  a 
dental  school.  Indeed,  there  has  been  a 
period  when  this  question  was  hotly 
contested  by  opposing  parties  taking 
sides  for  one  or  the  other  of  the  two 
founders.  This  time,  fortunately,  has 
passed,  and  we  may  now  judge  more 
calmly  and  impartially  of  the  share  each 
one  has  taken  in  the  establishment  of  the 
institution. 

It  appears  to  the  writer  that  neither  of 
these  men  alone  would  have  succeeded. 
In  many  respects  they  supplemented  one 
another  admirably,  and  thus  through  ex- 
change of  thought  and  through  com- 
bining their  forces  the  creation  of  the 
college  was  made  possible. 

The  respective  merits  of  each  that 
have  a  bearing  on  the  question  may  be 
briefly  summarized  thus : 

Hayden  was  fond  of  teaching,  as  shown 
by  the  fact  that  he  delivered  lectures  at 
the  university  and  gave  evening  classes 
ait  his  office;  thart;  he  strongly  believed 
in  and  labored  for  the  advancement  of 
scientiflc  pursuits  in  general,  and  that  of 
dentistry  more  especially ;  he  was  imbued 
with  the  idea  that  only  through  proper 
dissemination  of  knowledge  and  through 
the  combined  action  of  the  workers  ex- 
isting conditions  could  be  improved.  But 
to  some  extent  Hayden's  great  intellectu- 
ality o\iershado'wed  his  practical  endow- 
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ments,  and  here  it  was  that  Harris  sup- 
plied the  lacking  force.  Harris  was  not 
only  a  man  of  S'cience,  but  also  of  the 
practical  affairs  of  the  world.  Just  as  it 
was  in  him  to  create  order  out  of  the 
chaos  of  diffused  dental  knowledge  when 
■writing  his  great  text-book,  so  he  pos- 
sessed the  power   of   systematizing  and 


man — and  found  him  in  J f arris — to  show 
the  way  for  carrying  out  his  lofty  ideas, 
to  take  'the  necessary  steps  in  matters  of 
detail,  such  as  securing  a  charter,  form- 
ing a  faculty,  creating  a  board  of  vis- 
itors, ete. 

The  plans  were  perfected  and  details 
arranged   at  Dr   Hayden's  office,  where 


Founders  of  the  Baltimore  College  of  Dentistry. 

(Excellent  portraits  of  Drs.  Hay  den  and  Harris  are  also  presented  in  the  paper 
entitled  '"A  Biographical  Review  of  the  Careers  of  Hayden  and  Harris,"  by  Dr.  Bur- 
ton Lee  Thorpe.     See  pages  414  and  415.) 


organizing   other   affairs    or   of    solving 
problems  of  a  practical  nature. 

Even  in  the  respective  chairs  occupied 
by  the  two  men  this  difference  in  their 
powers  is  hrought  out.  Hayden  lectured 
on  dental  pathology  and  physiology, 
branches  which  at  that  time  were  largely 
of  a  theoretical,  if  not  of  a  hypothetical 
nature.  Harris  was  professor  of  prac- 
tical dentistry,  and  as  such  had  to  deal 
with  facts  and  actualities.  ISTow,  while 
dental  education  was  uppermost  in  the 
mind    of    Hayden,    yet   he    needed    the 


the  two  men  were  closeted  together 
night  after  night  for  many  weeks  prior 
to  the  establishment  of  the  college. 

That  Dr.  Hayden  was  the  moving 
spirit  in  the  undertaking  may  be  inferred 
from  the  fact  that  he  was  made  and  re- 
mained to  ;his  death  the  president  of  the 
college.  That  the  institution  from  the 
day  of  its  birth  was  a  complete  success 
seems  to  have  been  largely  due  to  the 
efficiency,  tact,  organizing  power,  and 
untiring  labors  of  Dr.  Harris. 

Surely  there  is  honor  enough  to  divide. 
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and  we  ma}^  well  apply  the  answer  of 
Goethe  which  he  gave  when  told  that 
there  was  a  donbt  in  the  minds  of  many 
whether  he  or  Schiller  was  the  greatest 
poet  of  the  times.  Said  Groothe,  "What 
nse  to  diseais's  this  matter?  the  people 
ought  to  be  glad  that  two  such  men  as 
we  are  in  this  world." 

Thus,  not  only  the  dental  profession, 
but  the  people  generally  ought  to  be  glad 
and  grateful  that  two  such  men  as  Hay- 
den  and  Harris  existed  and  laid  the 
foundation  for  an  institution  which  was 
destined  to  exercise  a  vast  influence 
upon  the  practice  of  dentistry  in  the 
whole  civilized  world. 

That  to  the  two  men,  Hayden  and 
Harris,  who  had  labored  so  faithfully 
and  successfully  in  elevating  dentistry, 
some  lasting  memorial  was  due  by  the 
profession  was  recognized  a  few  years 
ago  when  a  committee  was  formed  to 
take  up  the  matter.  As  a  result  of  the 
agitation  Mr.  Ernest  W.  Keyser,  the 
talented  sculptor,  was  employed  to  model 
in  relief,  after  family  portraits,  the 
heads  of  the  two  men,  showing  them  life 
size,  in  the  prime  of  life.  Two  of  these 
beautiful  mural  tablets,  cast  in  bronze, 
were  dedicated  with  appropriate  ceremo- 
nies in  the  winter  of  1902-03,  one  at  the 
Baltimore  Co/llege  of  Dental  Surgery, 
and  one  in  the  Dental  Department  of  the 
University  of  Maryland.  (See  page 
297.) 

III.    THE  CHARTER. 

Ever  since  Dr.  Hayden  had  delivered 
dental  lectures  in  the  medical  depart- 
ment of  the  University  of  Maryland  dur- 
ing the  winter  of  1837,  his  mind  was  oc- 
cupied with  the  thought  of  supplying 
means  for  a  thorough  dental  education. 
It  appears  that  both  he  and  Dr.  Harris 
made  efforts  to  induce  the  University  of 


Maryland  to  add  dental  instruction  to 
their  medical  course. 

Dr.  Eugene  F.  Cordell,*  the  acknowl- 
edged authority  on  the  imedieal  history  of 
Maryland,  speaks  thus :  "The  founders 
of  the  school  first  endeavored  to  engraft 
it  upon  the  university  as  a  separate  de- 
partment of  the  same.  Being  unsuccess- 
ful in  this,  doubtless  owing  to  the  unset- 
tled condition  of  the  latter,  which  had 
shortly  before  this  been  rent  in  twain  and 
was  but  just  emerging  from  a  nearly 
fatal  lawsuit,  they  boldly  launched  out 
upon  the  untried  sea,  with  an  independ- 
ent school.  Their  immediate  and  marked 
success  shows  that  this  effort  was  oppor- 
tune and  that  they  supplied  a  real  want." 

That  both  men,  Hayden  and  Harris, 
worked  together  in  their  efforts  to  obtain 
favorable  action  by  the  University  of 
Maryland  is  shown  by  the  fact  that  the 
faculty  of  the  university  addressed  to  Dr. 
Harris  the  letter  rejecting  the  proposi- 
tion, giving  as  an  excuse,  "that  the  sub- 
ject of  dentistry  was  of  little  consequence, 
and  thus  justified  their  unfavorable  ac- 
tion." 

The  plan  having  failed,  the  indepen- 
dent college  was  decided  upon.  As  stated 
before,  Harris  for  many  weeks  prior  to 
thie  obtaining  of  the  chariter  spent  night 
after  night  at  the  office  of  Dr.  Hayden, 
and  here  it  was  that  the  plans  were  laid 
out  and  gradually  perfected.  Here  no 
doubt  it  was,  where  the  degree  of  "Doc- 
tor of  Dental  Surgery"  was  decided  upon, 
and  it  is  needless  to  ask  by  which  one  of 
the  two  men  this  degree  was  proposed. 
As  often  happens  in  such  cases,  it  might 
have  been  difficult  for  Hayden  and  Harris 
themselves  to  say  positively  who  created 
the  title,  which  most  likely  was  the  out- 
come of  many  deliberations. 


'The  Medical  Annals  of  Maryland,"  page 


105. 
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All  preliminary  matter  for  the  estab- 
lishment of  the  college  having  been 
finally  arranged,  a  charter  was  applied 
for  and  granted  by  the  legislature  in  ses- 
sion at  Annapolis.  The  document  is  of 
s-ufficient  initeresit  to  find  at  least  in  part 
a  place  here.    It  reads  : 

An     Act     incorporating     the     Baltimore 
College    of    Dental    Surgery. 

Passed  February  1,  ISJfO. 

Section  I.  Be  it  enacted  by  the  General 
Assembly  of  Maryland,  that  a  College  of  Den- 
tistry be,  and  the  same  is  hereby  established 
in  the  city  of  Baltimore,  to  be  known  and 
designated  by  the  name  and  style  of  The  Bal- 
timore  College  of   Dental   Surgery. 

Sec.  II.  And  be  it  enacted,  that  the  follow- 
ing persons  be  and  are  hereby  appointed  and 
constituted  the  Professors  of  said  College,  to 
wit:  Horace  H.  Hayden,  M.D.,  to  be  Pro- 
fessor of  Dental  Pathology  and  Physiology; 
Chapin  A.  Harris,  M.D.,  to  be  Professor  of 
Practical  Dentistry;  Thomas  E.  Bond,  Jr., 
M.D.,  to  be  Professor  of  Special  Dental 
Pathologj''  and  Therapeutics,  and  H.  Willis 
Baxley,  M.D.,  to  be  Professor  of  Special  Den- 
tal Anatomy  and  Physiology. 

Sec.  III.  And  be  it  enacted,  that  the  said 
Professors  and  their  successors  shall  be,  and 
are  hereby  declared  to  be  a  Corporation  and 
body  politic,  to  be  perpetuated  under  the 
name  of  The  Baltimore  College  of  Dental  Sur- 
gery. 

Sections  IV  to  VI  refer  to  legal  rights 
and  obligations,,  to  the  election  of  officers, 
filling  of  vacancies,  holding  of  meetings, 
etc. 

Section  VII  states  that  the  professors 
and  their  successors  shall  hold  at  least 
one  term  in  every  year,  for  the  period 
of  four  months,  for  the  purpose  of  de- 
livering lectures  and  insitruotion  in  the 
different  branches  of  dental  science,  for 
which  they  are  empowered  to  charge  such 
fees  as  they  may  deem  proper. 

Sec.  VIII.  And  be  it  enacted,  that  R.  S. 
Stewart,  M.D. ;  Joshua  T.  Cohen,  M.D.; 
Thomas  E.  Bond,  M.D.;  Thomas  C.  Risteau, 
M.D. ;     Rev.    John    G.    Morris,   Rev.    Beverly 


Waugh,  John  H.  Briscoe,  M.D. ;  Samuel 
Chew,  M.D.;  Rev.  George  C.  M.  Roberts, 
M.D.;  John  James  Graves,  M.D. ;  Rev.  Dr. 
J.  P.  K.  Henshaw,  Rev.  James  G.  Hamner, 
John  Fonorden,  M.D. ;  Leonard  Mackall, 
M.D.,  and  Enoch  Noyes,  be  appointed  a  Board 
of  Visitors,  to  be  styled  the  Board  of  Visitors 
of  the  Baltimore  College  of  Dental  Surgery, 
who  shall  be  empowered  to  examine  into  the 
state  and  condition  of  the  Institution,  and  see 
that  the  requirements  of  this  Charter  are 
fulfilled. 

Sections  IX  and  X  contain  provisions 
for  conferring  the  degree  of  Doctor  of 
Dental  Surgery  on  students  having  been 
found  worthy  of  it  after  an  examination, 
and  of  conferring  the  same  honorary  de- 
gree on  any  dentist  who  may  have  ren- 
dered service  to  the  science,  or  distin- 
guished himself  otherwise  in  his  profes- 
sion. 

Sections  XI  to  XIII  contain  merely 
formal  legal  matters  of  no  interest  here. 


Seal  of  the  College. 

The  charter  seems  to  have  been  mod- 
eled after  the  charters  of  medical  schools 
and  contains  all  essential  provisions  for 
carrying  on  the  work  of  such  institu- 
tions. 

Of  interest  is  the  long  list  of  members 
of  the  Board  of  Visitors,  embodying  a 
number  of  the  most  prominent  scientific 
Baltimoreans  of  that  time. 

We    also    find    in    the    document    the 
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names  of  Drs.  Thomas  E.  Bond  and  H. 
Willis  Baxley,  who  with  Drs.  Hayden 
and  Harris  formed  the  faculty,  as  also 
the  incorporators  of  the  college.  That 
all  four  members  of  the  faculty  were  en- 
titled to  affix  M.D.  to  their  names  shows 
that  the  best  of  dentists  of  these  times 
fully  appreciated  the  advantage  of  a  med- 
ical education  for  the  dental  practitioner. 

IV.     THE    FIRST    COLLEGE    YEAR. 

The  charter  having  been  granted  on 
February  1,  two  days  later  the  first  offi- 
cial faculty  meeting  was  held  and  is  re- 
ported in  the  "Eecord  of  the  Proceedings 
of  the  Faculty  of  the  Baltimore  College 
of  Dental  Surgery/^  thus : 

"A  meeting  of  the  faculty  of  this  in- 
stitution was  held  February  the  3d,  at 
half-past  seven  o'clock  p.m.,  at  the  house 
of  Dr.  H.  H.  Hayden,  with  a  view  to  its 
organization  by  the  election  of  a  presi- 
dent and  dean. 

"On  motion.  Dr.  H.  H.  Hayden  was 
appointed  chairman  and  Dr.  C.  A.  Harris 
secretary.  A  motion  was  then  made  that 
the  faculty  proceed  to  the  election  of  the 
officers  above  named;  whereupon  Dr.  H. 
H.  Hayden  was  nominated  and  elected 
president  and  Dr.  C.  A.  Harris  dean. 
There  being  no  other  business  before  the 
faculty,  it  adjourned." 

It  is  somewhat  significant  that  nei- 
ther Dr.  Bond  nor  Dr.  Baxley  iv  men- 
tioned in  the  above  minutes,  though  it 
must  be  supposed  that  they  were  pres- 
ent at  this,  the  first  faculty  meeting. 
The  omission  shows,  like  all  data  at  the 
writer's  disposal,  that  the  chief  work 
was  done  by  Hayden  and  Harris,  the 
other  two  men  having  been  invited  to 
become  members  of  the  faculty  in  order 
to  have  their  co-operation  chiefly  as 
teachers. 


The  next  task  of  the  faculty  was  to 
secure  students  for  the  first  session,  and 
of  this  Dr.  Baxley  wrote  in  a  letter: 
"The  practical  inauguration  of  the  new 
college  presented  a  difiieulty  well  known 
in  America,  where  professors  often  out- 
numbered students.  At  length  five 
legitimate  students  of  dentistry  were 
found  to  covet  the  honor  of  the  new 
title  D.D.S.,  and  the  first  course  of  in- 
struction was  given  in  the  winter  of 
1840-41.  The  didactic  lectures  were  de- 
livered in  a  small  room,  publicly  sit- 
uated, but  the  teaching  of  practical 
anatomy  demanded  privacy;  other  pru- 
dential considerations  also  suggested  the 
use  for  that  purpose  of  a  secluded  stable 
loft. 

That  efforts  were  made  to  let  the 
world  know  that  a  school  for  dental  in- 
struction had  been  established,  is  shown 
by  the  action  taken  in  the  second  faculty 
meeting  held  May  15,  1840.  It  was 
then  decided  upon  to  insert  a  proper 
advertisement  in  the  following  journals 
or  newsipapers:  National  Intelligen- 
cer, Globe,  Philadelphia  U.  8.  Gazette, 
Louisville  Jowmql,  American  Journal  of 
Dental  Science,  American  Journal  of 
Medical  Sciences,  Maryland  Medical  and 
Surgical  Journal,  Baltimore  American, 
Patriot,  Charleston  Courier,  and  Balti- 
more Pilot. 

Besides  thus  advertising  the  institu- 
tion, an  "Annual  Announcement  of  the 
Board  of  Visitors"  was  issued,  and  as 
this  (publication  contains  many  points  of 
interest  it  may  be  best  to  present  it  here 
in  full: 

Annual    Announcement. 

In  announcing  the  incorporation  of  a  col- 
lege, organized  with  particular  reference  to 
instruction  in  Dental  Science,  the  Board  of 
Visitors  deem  it  proper  to  state  the  considera- 
tions which  have  prompted  its  projectors  to 
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engage  in  the  enterprise,  and  also  to  make 
known  the  general  plan  of  instruction  which 
it  is  proposed  to  pursue,  and  the  requisitions 
to  be  complied  with  by  candidates  for  the 
honors  of  the  Institution. 

It  is  well  known  to  all  that  the  wants  of 
society  resulting  from  diseases  and  distor- 
tions of  the  teeth,  and  the  morbid  conditions 
of  collateral  structures,  are  multiplied  and 
great;  but  it  is  only  those  who  have  made  it  a 
subject  of  particular  inquiry  who  are  aware 
of  the  fact  that  the  number  of  those  profess- 
ing to  control  these  diseases,  and  correct  these 
distortions,  who  are  competently  educated  den- 
tists is  small  in  proportion  to  the  many  en- 
gaged in  the  practice  of  this  profession.  It 
has  been  ascertained  that  there  are  about 
1200  professing  dentists  in  the  United  States ; 
of  these  but  a  few  have  enjoyed  the  advan- 
tages o'f  collegiate  instruction  in  this  science. 
Some,  it  is  true,  have  overcome  the  difficulties 
encountered  in  the  commencement  of  their 
studies,  and  by  the  persevering  application  of 
rare  abilities  in  the  pursuit  of  knowledge, 
have  contributed  to  enlarge  the  boundaries  of 
usefulness,  and  established  for  themselves  just 
claims  to  distinction.  But  the  greater  num- 
ber of  those  engaged  in  the  active  duties  of 
the  profession — most  of  whom  would  gladly 
have  availed  themselves  of  suitable  means  of 
instruction,  could  such  have  been  commanded 
— have  enjoyed  but  limited  opportunities  for 
acquiring  information,  neither  do  they  possess 
the  original  power  of  investigation,  acuteness 
of  observation,  and  discriminating  judgment, 
which  fall  to  the  lot  of  but  few,  and  which 
are  indispensable  to  supply  the  deficiencies  of 
education. 

It  is  also  a  fact  that  many  totally  incom- 
petent individuals  from  the  humbler  occupa- 
tions of  life,  infliienced  either  by  mercenary 
or  aspiring  feelings,  have,  without  any  kind 
of  preparation,  assumed  the  title  of  Dentists, 
and.  engaged  in  the  practice  of  Dental  Sur- 
gery, and  thus  the  science  has  been  unjustly 
disparaged,  and  the  profession  has  sustained 
unmerited  reproach.  Charlatanism  has  been 
too  often  successful  in  imposing  upon  the 
credulity  of  society,  who,  in  the  absence  of  all 
testimonials  of  competency,  have  unfortun- 
ately been  unable  to  demand  what  the  oppor- 
tunity should  be  afforded  to  them  to  require, 
viz:  a  professional  credential,  in  the  absence 
of  all  knowledge  of  persons,  a  necessary  prima 
facie  evidence  of  qualifications.  And  thus 
imposture  has  been  emboldened  to  occupy  a 
position,  arrogate  pretensions,  and  engage  in 
a  practice  to  the  detriment  of  the  community, 
and  the  injury  of  the  deserving  cultivators  of 
this  department  of  science. 

Regarding,  then,  the  necessity  of  providing 


means  of  instruction,  suited  to  the  improved 
condition  of  this  science,  and  also  of  securing 
to  the  public  a  guaranty  against  the  impo- 
sitions of  the  unqualified,  the  Legislature  of 
Maryland  have  entrusted  to  the  Faculty  al- 
ready named,  the  duty  of  executing  its  pur- 
l^oses  in  relation  thereto. 

In  the  performance  of  this  duty,  the  Fac- 
ulty propose  to  extend  their  scheme  of  in- 
struction, so  as  to  embrace  all  divisions  of 
knowledge  necessary  to  constitute  an  enlight- 
ened practitioner.  Tlie  authorized  agents  of 
the  State  in  founding  the  first  School  of  Den- 
tistry in  this  countiy,  the  Faculty  are  re- 
solved that  no  censure  shall  rest  upon  them 
for  establishing  a  reduced  standard  of  quali- 
fication; but  appreciating  justly  the  impor- 
tance of  the  profession  as  well  as  the  respon- 
sibility of  their  trust,  it  is  their  purpose  as 
we  doubt  not  it  will  be  their  effort,  by  fur- 
nishing ample  facilities  for  acquiring  knowl- 
edge, and  exacting  from  candidates  for  the 
honors  of  the  College,  evidence  of  thorough 
qualification,  to  elevate  the  character  of  the 
profession,  and  secure  for  it  the  just  confi- 
dence of  the  public. 

Professor  Baxley,  already  well  known  as  a 
Professor  of  Anatomy  and  Physiology,  is  in 
possession  of  a  valuable  anatomical"  cabinet 
and  thus  will  be  enabled  to  adopt  without 
delay  that  demonstrative  course  of  instruc- 
tion so  important  to  those  who  are  to  engage 
in  the  pursuit  of  a  profession  consis'ting 
mostly  of  practical  details. 

A  valuable  cabinet  of  pathological  speci- 
mens, collected  during  many  years  of  exten- 
sive practice  by  Professor  Hayden,  will  also 
enable  that  gentleman  to  illustrate  fully  the 
course  of  instruction  which  has  been  assigned 
to  him. 

The  Operations  of  Dentistry  will  be  de- 
scribed, and  exhibited  in  minute  detail,  by 
Professor  Harris — a  gentleman  well  known 
both  as  a  dental  practitioner  and  author. 

The  subject  of  General  Pathology  and  Ther- 
apeutics, as  allied  to  dentistry,  has  been 
committed  to  the  care  of  Professor  Bond, 
whose  character  as  a  practitioner  of  medicine 
and  whose  general  acquaintance  with  medical 
literature  will  enable  him  to  give  all  infor- 
mation upon  these  subjects  necessary  to 
constitute   an   enlightened   dentist. 

A  course  of  lectures  will  be  delivered  in 
each  year,  commencing  on  the  first  Monday 
in  November  and  terminating  on  the  last  of 
February. 

Candidates  for  graduation  who  have  at- 
tended two  full  courses  of  lectures  in  this 
college,  or  one  course  in  some  respectable 
medical  college,  and  one  in  this  institution, 
will  be  subjected  to  a  critical  examination 
by  the  Faculty,  and  be  required  to  defend  a 
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thesis  on  some  subject  connected  with  dental 
science;  they  will  also  be  required  to  present 
one  or  more  specimens  of  mechanical  skill 
in  preparing  and  setting  artificial  teeth,  and 
likewise  be  expected  to  perform  certain  dental 
operations  in  evidence  of  practical  qualifica- 
tion; and  on  being  found  competent,  they 
shall  receive  the  degree  of  Doctor  of  Dental 
Surgery. 

The  charge  for  attending  each  professor, 
for  each  session,  will  be  $30.  Diploma  fee 
$30.    Matriculation  fee  $5. 

In  presenting  this  brief  exposition,  the 
Board  of  Visitors  admit  their  earnest  desire 
to  have  the  claims  of  this  Institution  to  par- 
ticular patronage  justly  understood.  Inter- 
ested as  all  are  in  the  advancement  of  science, 
they  would  have  none  insensible  to  the  merit 
which  projected  this  novel  and  highly  com- 
mendable scheme  for  elevating  the  character 
of  a  most  useful  profession  and  promoting 
the  general  good,  and  they  therefore  ask  for 
the  enterprise  the  liberal  support  of  the 
medical  profession  and  the  public. 

That  the  medical  profession  looked  fa- 
vorably oil  the  new  undertaking  we  learn 
best  from  an  editorial  in  the  Maryland 
Medical  Journal*  from  which  this  may 
be  quoted: 

"We  hail  with  no  ordinary  pleasure 
this  effort  to  carry  out  the  observations 
made  in  the  preceding  number  of  this 
journal  on  this  important  subject.  We 
feel  confident  that  under  the  direction  of 
the  talented  gentlemen  in  the  several 
chairs,  it  will  prove  a  lasting  benefit  to 
that  branch  of  the  profession  whose  im- 
mediate interests  it  contemplates.  We 
have  understood  that  the  prospect  for  a 
large  clasis  is  much  .more  flattering  than 
its  warmest  friends  have  anticipated.  We 
wish  it  the  greatest  possible  success,  and 
hope  sincerely  that  nothing  may  arise  to 
dim  the  prospect  of  its  rising  influence." 

The  efforts  made  to  advertise  the  col- 
lege by  issuing  the  foregoing  announce- 
ment, and  by  placing  notices  in  journals 
and  newspapers,  resulted  in  the  matricu- 
lation of  five  students  for  the  first  session. 


April  1840,  vol.  i,  page  280. 


The  names  of  these  students  were :  J. 
Washington  Clowes  of  New  York  city; 
Thomas  Payne  of  New  York  city;  Eob- 
ert  Arthur  of  Baltimore;  Joseph  Lavier 
of  Norfolk,  Ya. ;  E.  Covington  Mackall 
of  Baltimore. 

The  introductory  lecture  was  delivered 
by  Dr.  Harris  on  November  3,  1840. 
Some  of  the  thoughts  in  the  mind  of  Dr. 
Harris  at  that  time  should  find  a  place 
here: 

No  credential  or  evidence  of  competency 
having  been  looked  for  or  required,  the  pro- 
fession has  become  crowded  with  individuals 
ignorant  alike  of  its  theory  and  practice ; 
and  hence  its  character  for  respectability  and 
usefulness  has  sufTered  in  public  estimation, 
and  a  reproach  has  been  brought  upon  it 
which  it  would  not  otherwise  have  deserved. 

The  community  is  at  present  unable  to  dis- 
criminate between  the  well-educated  and 
skilful  practitioner  and  the  merest  pretender 
— and  until  it  shall  be  able  to  do  this,  more  or 
less  of  the  reproach  that  is  brought  upon  the 
pursuit  by  the  latter  will  be  visited  upon  the 
former. 

Accessible  as  has  been  the  calling  of  the  den- 
tist to  all  that  were  disposed  to  engage  in  it, 
and  that,  too,  without  regard  to  qualification, 
it  has  been  resorted  to  by  the  ignorant  and 
illiterate,  and,  I  am  sorry  to  say,  in  too  many 
instances,  by  unprincipled  individuals,  until 
it  now  numbers  in  the  United  States  about 
twelve  hundred,  and  of  which  I  think  it  may 
be  safely  asserted  that  not  more  than  one- 
sixth  possess  any  just  claims  to  a  correct  or 
thorough  knowledge  of  the  pursuit.  That, 
under  such  circumstances,  it  should  occupy  a 
place  in  the  world's  estimation  inferior  to 
that  to  which  it  would  otherwise  be  entitled, 
is  not  a  subject  of  wonder. 

Of  the  qualifications  necessary  to  be  pos- 
sessed by  a  dental  practitioner,  and  the  time 
required  for  their  acquisition,  few  seem  to  be 
aware.  On  this  subject  an  erroneous  opinion 
seem.s  pretty  generally  to  prevail.  A  little 
mechanical  tact  or  dexterity  is  thought  by 
some  to  be  all  that  is  requisite  to  a  practi- 
tioner of  dental  surgery,  and  that  this  could 
be  obtained  in,  at  most,  a  few  weeks.  The 
prevalence  of  this  belief  has  given  counte- 
nance to  the  assumption  of  the  profession  by 
individuals  totally  disqualified  to  take  upon 
themselves  the  exercise  of  its  complicated  and 
difficult  duties.  But  it  is  to  be  hoped  that 
the  day  is  not  remote  when  it  will  be  required 
of   those   to   whom    this    department   of   sur- 
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gery  shall  be  intrusted  to  be  educated  men, 
and  well  instructed  in  its  theoretical  and 
practical  principles.  Elevate  the  standard 
of  the  qualifications  of  the  dental  surgeon  to 
a  level  with  those  of  a  medical  practitioner 
and  the  results  of  his  practice  will  be  always 
beneficial,  which  at  present  are  frequently  the 
reverse.  Require  of  the  practitioner  of  dental 
surgery  to  be  educated  in  the  collateral 
sciences  of  anatomy  and  physiology,  surgery, 
pathology,  and  therapeutics,  and  the  sphere 
of  his  usefulness  and  his  respectability  will 
be  increased. 

Aware  of  the  responsibility  that  rests  upon 
them,  the  faculty  will  spare  no  efforts  to 
make  it  creditable  to  the  state  that  created 
it  and  beneficial  to  the  public.  Conscious  that 
its  claims  to  respectability  and  usefulness 
will  depend  upon  the  manner  in  which  they 
shall  discharge  their  duties,  it  will  be  their 
constant  endeavor  to  impart  not  only  cor- 
rect, but  thorough,  theoretical  and  practical 
information ;  persuaded  that  without  this  it 
is  impossible  for  any  to  practice  the  art  with 
credit  to  themselves  or  for  the  benefit  of  their 
employers,  they  are  resolved  to  admit  none 
to  the  honors  of  the  institution  except  such 
as  possess  it.  In  short,  they  are  determined 
that  no  reproach  shall  rest  upon  them  for 
fixing  a  standard  of  qualification  that  shall 
not  at  once  be  respectable,  and  entitle  those 
coming  up  to  it  to  the  confidence  of  an  en- 
lightened community. 


These  words  require  no  comment; 
they  speak  for  themselves;  they  clearly 
show  the  bold  and  intelligent  Sipirit  \vith 
which  the  new  enterprise  was  launched 
on  its  road  to  success. 

The  writer  cannot  do  better  than  to 
repeat  here  the  words  of  Dr.  B.  J.  Ci- 
grand,*  who  says :  "Thus  a  system  of  edu- 
cation was  initiated  which  immediately 
placed  the  practitioners  of  dentistry  upon 
an  equal  footing  with  other  liberal  pro- 
fessions. All  hail  the  banner  of  the  old 
Baltimore  College  of  Dental  Surgery ! 
the  progenitor  of  much  good  and  the 
alma   mater   of    alma   maters^,    claiming 


*  "The  Rise,  Fall,  and  Revival  of  Dental 
Prosthesis."  By  B.  J.  Cigrand,  B.S.,  D.D.S. 
Second  edition,  page  211. 


among  her  collegiate  alumni  your  own 
adopted  raOither." 

Lectures  were  delivered  and  practical 
instruction  given  to  the  class  from 
November  3,  1840,  to  the  latter  part  of 
February  18-11.  The  minutes  show  that 
two  of  the  students,  according  to  the 
provision  of  the  charter,  were  entitled  to 
come  up  for  graduation  after  having  at- 
tended but  one  session.  These  two  can- 
didates were  Robert  Arthur  and  R.  Cov- 
ington Mackall,  of  whom  we  learn  that 
"each  having  defended  a  thesis  and  sus- 
tained a  satisfactory  examination,  the 
faculty  resolved  to  admit  them  to  the  de- 
gree of  Doctor  of  Dental  Surgery." 

This  degree  was  conferred  by  Dr.  Hay- 
den  at  the  first  commencement,  held  on 
March  9,  1841,  at  the  Assembly  Rooms. 
The  valedictory  address  was  delivered  by 
Professor  Bond,  and  some  passages  of  his 
address  are  of  sufficient  interest  to  find  a 
place  here : 

You  have  been  taught  that  dental  surgery 
is  not  a  mere  art  separate  from,  and  inde- 
pendent of,  general  medicine;  but  that  it  is 
an  important  branch  of  the  science  of  cure. 
Your  knowledge  has  been  based  on  extensive 
and  accurate  anatomical  investigation.  You 
have  seen  and  traced  out  the  exquisitely  beaii- 
tiful  machinery  by  which  the  organism  is 
everywhere  knit  together.  You  have  learned 
the  secrets  of  nervous  communication,  and 
studied  the  simple,  yet  admirable,  arrange- 
ment by  which  nutrition  is  drawn  by  each 
part  from  the  common  receptacle  of  strength. 
You  have  also  carefully  examined  the  phe- 
nomena of  health  and  disease,  as  they  are 
manifested  in  the  dental  arch,  its  connec- 
tions and  relations.  Your  attention  has  been 
particularly  directed  to  the  effect  of  irrita- 
tion on  the  general  health,  and  you  have  seen 
how  readily  organs  apparently  unconnected 
and  independent,  may  be  involved  in  mutual 
disease.  You  have  been  taught  to  regard  the 
human  body  as  a  complete  whole,  united  in 
all  its  parts,  and  pervaded  everywhere  by 
strong  and  active  sympathies ;  and  your 
principles  of  practice  have  been  carefully 
formed  on  a  sound  knowledge  of  general 
medicine. 
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With  the  commencement  exercises  the 
first  session  of  tlie  college  closed  success- 
fully. 

V.      THE   YEARS    1841    TO    1853. 

The  development  of  the  college,  and 
the  work  done  by  the  faculty  during  the 


first  decade  of  its  existence,  may  be  fol- 
lowed up  from  the  minutes  of  the  faculty 
meetings.  These  meetings  were  held 
chiefly  at  the  office  of  Dr.  Hayden,  and 
after  his  death  either  at  the  residence  of 
Dr.  Harris  or  in  the  lecture  hall. 

Conferring    of    degrees.     One    of    the 
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first  official  functions  of  the  faculty  after 
the  close  of  the  first  session  was  the  con- 
ferring of  the  honorary  degree  of  D.D.S. 
on  a  number  of  prominent  dentists  at 
home  and  abroad.  Diplomas  were  sent 
to  Canada,  England,  Scotland,  and 
France.     In  later  years  applications  for 


this  honorary  degree  were  often  made  to 
the  faculty  either  by  the  dentists  them- 
selves or  through  friends.  In  a  fe\v 
cases  the  requests  were  granted  at  once, 
in  others  it  was  necessary  to  inquire  into 
the  professional  standing  of  the  appli- 
cants,  while  in  yet  others  the   applica- 
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tions  were  laid  on  the  table  and  never 
acted  on. 

As  according  to  the  charter,  any  repu- 
tahle  dentist  could  apply  for  an  examina- 
tion even  without  having  been  a  student 
in  the  college,  many  practitioners  who 
could  not  obtain  the  honorary  degree 
availed  themselves  of  this  opportunity  to 
secure  the  much-desired  title  of  "D.D.S. 
All  candidates  had  to  present  a  thesis  and 
specimens  of  their  mechanical  work ;  they 
also  had  to  demonstrate  their  operative 
sldll  on  a  patient,  and  were  finally  ex- 
amined orally  by  all  members  of  the 
faculty. 

Most  of  the  applicants  gave  satisfac- 
tory evidence  of  their  proficiency  and  re- 
ceived a  diploma,  but  this  was  by  no 
means  always  the  case.  Thus  we  read 
in  the  minutes :  "Dr.  S.,  a  practitioner 
of  dentistry  of  fourteen  years,  was  ad- 
mitted to  examination  for  the  degree  of 
D.D.S.,  and  rejected  as  altogether  un- 
worthy of  the  honor,  as  he  showed  no  ac- 
quaintance whatever  with  the  science  of 
dentistry,  being  nothing  but  a  dental  me- 
chanic." 

Mode  of  instruction.  While  from  the 
beginning  both  theoretic?  1  and  practical 
instruction  was  given,  the  facilities  for 
the  latter  were  rather  limited  until  in 
1846  the  college  found  a  better  home  in 
a  building  situated  in  Lexington  street, 
near  Calvert  street.  Here  the  first  den- 
tal infirmary  was  established,  which  gave 
at  once  better  opportunities  for  the  teach- 
ing of  operative  dentistry.  As  early  as 
1843  a  demonstrator  of  mechanical  den- 
tistry had  been  employed,  and  now  (in 
1846)  a  demonstrator  of  operative  den- 
tistry was  added  to  the  staff. 

Originally  but  one  chair  had  been 
founded  for  "practical  dentistry."  In 
1852  the  desirability  of  dividing  this  de- 


partment was  recognized,  and  accordingly 
two  separate  chairs  of  mechanical  and 
operative  dentistry  were  created. 

All  these  facts  show  that  the  faculty 
was  wide  awake,  laboring  faithfully  in 
making  the  course  of  instruction  more 
complete  and  more  thorough.  That  these 
efforts  were  fully  appreciated  is  best 
shown  by  the  constantly  increasing  num- 
ber of  students  enrolled.  While  in  1841 
but  two,  and  a  year  later  only  three,  men 
were  graduated,  the  number  of  graduates 
increased  rapidly,  so  that  in  1851  eight- 
een students  received  their  diploma  at 
the  commencement  exercises. 

That  the  efforts  of  the  faculty  to  bring 
dentistry  into  closer  touch  with  medicine 
were  also  successful  is  best  shown  by  the 
fact  that,  beginning  with  the  year  1848, 
members  of  the  faculty  were  appointed 
annually  as  delegates  to  the  meetings  of 
the  American  Medical  Association. 

Thus,  after  a  decade  of  toil  and  labor, 
dental  college  education  had  been  firmly 
established  on  a  sound  basis ;  it  was  rec- 
ognized as  an  important  factor  by  the 
dental  and  medical  professions. 

Indeed,  tlie  Baltimore  school  exerted, 
largely  through  its  alumni,  a  remarkable 
influence  on  the  progress  of  dentistry ;  it 
was  the  forerunner  and  prototype  of  other 
dental  schools  which  were  gradually  es- 
tablished in  other  American  cities.  Aided 
and  supported  by  these  younger  sister  in- 
stitutions the  old  Baltimore  College  of 
Dental  Surgery  has  continued  to  this  day 
to  do  good  and  noble  work  in  the  edu- 
cation of  the  young  dentist,  and  for  the 
elevation  of  the  dental  profession ;  it  has 
contributed  its  full  share  in  the  establish- 
ment, through  its  alumni,  of  a  place  of 
honor  all  over  the  civilized  world  for  the 
words  "American  Dentist." 
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The  success  of  any  institution  of  learn- 
ing depends  chiefly  on  the  corps  of  teach- 
ers and  instructors,  and  for  this  reason  it 
is  of  interest  to  the  historian  to  become 
acquainted  with  the  men  who  formed 
the  faculty  and  conducted  the  affairs  of 
the  college.  In  the  following  table  are 
enumerated  the  more  important  officers 
and  men  who  held  a  chair  of  one  of  the 
principal  branches  taught  at  the  college, 
but  it  does  not  give  the  names  of  all  the 
many  teachers  who,  for  a  shorter  or 
longer  period,  held  positions  as  lecturers, 
instructors,  and  demonstrators. 

Provost. 
1847-1852.1     Eleazar  Family,  M.D.,  D.D.S. 

Presidents. 

1840-1844.*     Horace  H.  Hayden,  M.D. 
1844-1860.*     Chapin      A.      Harris,      M.D., 
D.D.S. 

Deans. 

1840-1841.t  Chapin  A.  Harris,  M.D., 
D.D.S. 

1841-1842.1     Thomas  E.  Bond,  M.D. 

1842-1853.t     Washington  R.  Handy,  M.D. 

1853-1865.t  Philip  H.  Austen,  M.D., 
D.D.S. 

1865-1882.1  Ferdinand  J.  S.  Gorgas,  M.D., 
D.D.S. 

1882-1894.*  Richard  B.  Winder,  M.D., 
D.D.S. 

1894 .        M.     Whilldin     Foster,     M.D., 

D.D.S. 

Professors  of  Principles  of  Dental  Science. 

1840-1844.*     Horace  H.  Hayden,  M.D. 

1844-1860.*  Chapin  A.  Harris,  M.D., 
D.D.S. 

1860-1875.t  Philip  H.  Austen,  M.D., 
D.D.S. 

1875-1882.t  Ferdinand  J.  S.  Gorgas,  M.D., 
D.D.S. 

1882-1894.*  Richard  B.  Winder,  M.D., 
D.D.S. 

1894 .       B.  Holly  Smith,  M.D.,  D.D.S. 


Professors  of  Theory  and  Practice  of  Dental 
Surgery. 

1840-1846.1  Chapin  A.  Harris,  M.D., 
D.D.S. 

1840-1849.1  Amos   Westcott,   M.D.,  D.D.S. 

1849-18.52.t  Cyrenius  0.  Cone,  M.D.. 
D.D.S. 

1852-1850.1  Alfred  A.  Blandy,  M.D., 
D.D.S. 

1856-1857.t  Ed'vard  Maynard,  M.D., 
D.D.S. 

1857-1860.*  Chapin  A.  Harris,  M.D., 
D.D.S. 

1800-1882.1  Ferdinand  J.  S.  Gorgas,  M.D., 
D.D.S. 

1882-1894.*  Richard  B.  Winder,  M.D., 
D.D.S. 

1894 .  B.  Holly  Smith,  M.D.,  D.D.S. 

Professors  of  Theory  and  Practice  of  Dental 
Mechanism  and  Metallurgy. 

1840-1846.t  Chapin  A.  Harris,  M.D., 
D.D.S. 

1846-1849.t  Amos   Westcott,  M.D.,   D.D.S. 

1849-1852.t  Cyrenius  0.  Cone,  M.D., 
D.D.S. 

1852-1873.t  Philip  H.  Austen,  M.D., 
D.D.S. 

1873-1888.t  James  B.  Hodgkin,  D.D.S. 

1888 .  William   B.   Finney,   D.D.S. 

Professors  of  Pathology  and  Therapeutics. 

1840-1872.*  Thomas  E.  Bond,  M.D. 

1872-1875.t  Henry  Reginald  Noel,  M.D. 

1875-1882.t  Ferdinand  J.  S.  Gorgas,  M.D., 
D.D.S. 

1882 .  M.     Whilldin     Foster,     M.D.. 

D.D.S. 

Professors  of  Anatomy. 

1840-1841.1  H.   Willis   Baxley,   M.D. 

1841-1858.*  Washington  R.  Handy,  M.D. 

1858-1861.1  A.  Snowden    Piggot,    M.D. 

186M864.t  Philip  H.  Austen,  M.D., 
D.D.S. 

1864-1865.t  Perdinand  J.  S.  Gorgas,  M.D., 
D.D.S. 

1865-1869.t  Russell  Murdoch,  M.D. 

1869-1875.t  E.  Lloyd  Howard,  M.D. 

1875-1889.t  Thomas   S.   Latimer,   M.D. 


*Died. 


fResigned. 
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1889-1894.1     B.  Holly  Smith,  M.D.,  D.D.S. 
1894-1903.*     W.  F.  Smith,  A.B.,  M.D. 
1903 .       Standish  McCleary,  M.D. 


Professors  of  Physiology. 


1840-1841.1 
1841-1858.* 
1858-1861.1 
1861-1865.t 
D.D.S. 

1865-1878.* 
1878 . 


H.  Willis  Baxley,  M.D. 
Washington   R.    Handy,   M.D. 
A.  Snowden  Piggot,  M.D. 
Philip      H.      Austen,      M.D., 

Henry  Reginald  Noel,  M.D. 
Thomas   S.   Latimer,   M.D. 


1849 
D.D.S. 
1852 
1862 
1865 
1870 
1873 
D.D.S. 
1875 
1881 
1891 


Professors  of  Chemistry. 

1852.t  Philip      H.      Austen,       M.D.^ 

1862.t  Reginald  N.  Wright,  M.D. 

1865.t  Alfred  Mayer,  A.M. 

1870.*  A.   Snowden  Piggot,    M.D. 

1873.t  M.  J.  De  Rosset,  M.D. 

1875.t  Philip      H.      Austen,      M.D. 

1881.*  E.  Lloyd  HoAvard,  M.D. 
1891.*  James  E.  Lindsay,  M.D. 
.  W.  Simon,  Ph.D.,  M.D. 


Miscellaneous  Branches. 

1856-1864.t  Christopher  Johnston,  M.D., 
Professor  of  Microscopical  and  Comparative 
Anatomy. 

1872-1882.t  James  H.  Harris,  D.D.S., 
Professor  of  Clinical  Dentistr}^ 

1894-1897.1  R.  Bayley  Winder,  Ph.G., 
D.D.S.,  Lecturer  on  Materia  Medica. 

1894 .       Edward      Hoffmeister,      A.B., 

Ph.G.,  D.D.S.,  Lecturer  on  Materia  Medica. 

1900-1903.*  W.  F.  Smith,  A.B.,  M.D.,  Lec- 
tiirer  on  Bacteriology. 

1903 .       Standish       McCleary,       M.D., 

Lecturer  on  Bacteriology. 

While  the  large  number  of  professors 
who  were  eonnected  with  the  college  ex- 
cludes the  advisability  of  giving  in  an 
article  of  this  kind  a  life  sketch  of  each 
one  of  them,  yet  isome  of  the  more  promi- 
nent teachers  should  be  at  least  briefly 


Died. 


f  Resigned. 


considered.  As  the  biography  of  the 
founders  of  the  college,  Hayden  and 
Harris,  has  been  given  in  a  previous 
section,  they  need  mot  be  contsidered 
here.  The  founders  had  associated 
with  them  as  incorporators  and  mem- 
bers of  the  faculty  two  men  who  de- 
serve special  mention.  They  were  Thomas 
Emerson  Bond,  Jr.,  M.D.,  and  Henry 
Willis  Baxley,  M.D. 

Thomas  Emerson  Bond,  Jr.,  was  born 
in  Harford  Co.,  Md.,  Kovember  1813.  He 
graduated  at  the  University  of  Maryland 
in  1834,  and  practiced  in  Baltimore  for 
fifteen  years.  Besides  holding  the  ohair 
of  pathology  and  therapeutics  in  the  den- 
tal college  for  thirty-two  years  he  was 
also  professor  of  materia  medica  and  hy- 
giene in  Washington  University,  Balti- 
more. He  translated  the  "Treatise  on 
First  Dentition"  (from  the  French  of  M. 
Baumes),  Kew  York,  1841;  he  was  au- 
thoT  of  a  "Treatise  on  Dental  Science,'" 
1845,  and  "Treatise  on  Dental  Medi- 
cine," Philadelphia,  1851-52.  He  Avas 
joint  editor  of  the  Guardian  of  Health, 
1841;  editor  of  the  Baltimore  Christian 
Advocate  and  of  the  Episcopal  Methodist. 
He  died  August  19,  1872. 

Henry  Willis  Baxley  was  born  in  Balti- 
more in  1803,  graduated  at  the  Uni- 
versity of  Maryland  in  1824,  was  pro- 
fessor of  anatomy  and  physiology.  Uni- 
versity of  Maryland,  1837-39 ;  professor 
of  anatomy  in  the  Baltimore  College 
of  Dental  Surgery,  1840-41 ;  professor 
of  surgery  in  the  Washington  University, 
Baltimore,  1842-47;  professor  of  anat- 
omy and  surgery  in  the  Medical  College 
of  Ohio;  government  inspector  of  hos- 
pitals, 1865.  He  traveled  extensively  in 
southern  Europe  and  in  the  Pacific,  and 
wrote  books  describing  those  regions.  His 
connection  with  the  dental  college  lasted 
but  one  vear.     He  died  in  1875. 
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Amos  Westcoit,  B.8.,  (J.E.,  M.U., 
D.D.8.,  who  occupied  the  ohair  of  opera- 
tive and  prosthetic  dentistry  from  184G 
to  1849,  was  born  at  Newport,  Herkimer 
county,  Few  York,  April  28,  1815.  His 
early  education  was  that  of  the  common 
school;  but  he  manifested,  as  a  boy,  a 
desire  to  obtain  an  education  beyond  the 
ability  of  his  parents  to  provide.  They 
yielded  to  his  wish  and  allowed  him  to 
educate  himself,  which  he  did  by  teacli- 
ing  district  school  in  the  winter,  begin- 
ning at  the  age  of  seventeen.  He  at- 
tended the  academy  at  Truxton  during 
the  summer  months.  His  favorite  studies 
were  mathematics  and  astronomy.  In 
the  winter  of  1834  he  entered  Rensselaer 
Polytechnic  Institute  at  Troy,  where  he 
manifested  interest  in  botany  and  min- 
eralogy, and  received  the  degree  of 
Bachelor  of  Natural  Science,  and  in 
1835  he  graduated  as  a  civil  engineer 
from  the  same  institution.  His  fond- 
ness for  minerals  continued  through  life, 
and  he  made  a  large  collection  of  rare 
specimens. 

From  1836  to  1838  he  was  a  teacher  in 
the  famous  Pompey  Academy,  giving  spe- 
cial attention  to  lectures  on  chemistry.  At 
the  same  time  he  pursued  the  study  of 
medicine  with  Dr.  Jehiel  Stearns,  imme- 
diately thereafter  attending  a  course  of 
lectures  at  the  medical  college  at  Geneva, 
New  York,  and  at  the  Albany  Medical 
College,  where  he  was  tutored  by  the 
celebrated  Dr.  Aden  S.  March,  and  grad- 
uating from  that  institution  in  medicine 
and  surgery  in  the  spring  of  1840. 

In  March,  1852,  he  obtained  a  charter 
and  founded  the  New  York  College  of 
Dental  Surgery  at  Syracuse,  the  third 
dental  college  in  the  world,  of  which  he 
was  dean  and  professor  of  theory  and 
practice  of  dental  surgery  and  dental  tech- 
?ioloo-\-.      Owing   to  Inck  of  support   thi> 


college  closed  in  1855,  tlie  buildings  hav- 
ing been  destroyed  by  fire.  He  was  an 
early  member  of  the  American  Society  of 
Dental  Surgeons,  the  American  Dental 
Convention  and  the  American  Dental 
Association. 

He  was  elected  first  president  of  the 
Dental  Society  of  the  State  of  New  York, 
and  was  one  of  its  active  organizers.  He 
was  also  a  member  of  the  Fifth  District 
Dental  Society  of  New  York,  of  the 
Onondaga  Medical  Society  and  of  the 
Onondaga  Historical  Association.  From 
1844  to  1850  he  was  associated  with  Dr. 
Chapin  Harris  as  associate  editor  of  the 
American  Journal  of  Dental  Science. 

Dr.  Westcott  Avas  a  vigorous  and  inter- 
esting writer,  and  was  the  author  of  nu- 
merous valuable  contributions  to  dental 
science.  His  essays  were  on  "Amalgam 
Fillings,"  "Arsenic  for  Destroying 
Nerves,"  "Sulpliuric  Ether,"  "Forceps," 
"Extraction  Key,"  ''Gold  Foil,"  "Irregu- 
larity of  the  Teeth,'^  "Exposed  Nerves," 
■'Operative  Dentistry,"  "Teeth  Destroyed 
by  Saleratus,"  "Transplantation  of 
Teeth."  He  was  author  of  a  "Dissertation 
on  Dental  Caries,"  in  which  he  proved  by 
experiment  that  caries  of  the  teeth  is 
produced  by  external  chemical  agents. 
This  paper  and  several  of  his  appliances 
gave  him  reputation  both  at  home  and 
abroad.  He  was  bitterly  opposed  to  the 
use  of  amalgam  from  its  introduction, 
Imt  of  later  years  seceded  from  his  former 
belief  and  admitted  its  place  in  dentistry. 
Westcott  was  the  first  to  discover  and  util- 
ize the  principle  of  cohesion  of  gold  at 
ordinary  temperature.  It  is  said  he  or- 
dered a  book  of  gold,  the  paper  being  re- 
moved to  save  the  postage,  and  when  it 
arrived  the  sheets  were  welded  together 
Westcott  vigorously  contested  with  Dr. 
Robert  Arthur  the  discovery  of  the  weld- 
ing ])i'oportios  of  gold.    Dr.  .Tames  Leslie 
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also  claimed  the  credit,  but  as  Arthur 
immediatel}^  made  his  discovery  known, 
and  the  others  did  not  do  so  until  after 
Arthur  had  repeateclly  demonstrated  it, 
the  credit  belongs  to  the  latter. 

He  invented  man}^  instruments  and  in- 
troduced to  the  dental  profession  many 
methods  and  processes  of  merit.  He  was 
also  the  inventor  of  agricultural  and 
other  implements  of  practical  value.  The 
Wesftcott  jack-screw  for  regulating  teeth, 
now  anade  and  rpatented  by  others,  was 
one  of  his  inventions. 

He  took  a  deep  interest  in  the  town  in 
which  he  lived  and  was  elected  republican 
mayor  of  Syracuse  in  1860,  which  posi- 
tion he  filled  with  great  satisfaction.  In 
1871  he  w^ent  to  Europe  on  account  of  his 
health,  and  was  received  with  respect  by 
the  most  distinguished  dentists  in  all  the 
cities  he  visited.  The  return  of  health 
did  not  come,  as  he  had  hoped,  and  for 
three  years  'previous  to  his  death  his  mind 
weakened,  and  on  July  6,  1873,  in  a  fit 
of  temporary  aberration,  he  ended  his 
life,  with  a  pistol,  at  the  age  of  fifty- 
eight.  He  received  the  honorary  degree 
of  D.D.S.  from  the  Baltimore  College  of 
Dental  Surgery  in  1843. 

Washington  R.  Handy,  M.D.,  the  suc- 
cessor to  Professor  Baxley  in  the  chair  of 
anatoni}',  was  born  in  Somerset  county, 
Md.,  1811.  After  having  obtained  his 
preliminary  education  at  the  Classical 
xVcademy  in  iSTewark,  Delaware,  he  went 
to  West  Point  as  a  cadet.  A  severe  in- 
disposition incajDacitated  him  for  the 
rigid  discipline  of  that  institution  and 
necessitated  a  long  rest.  Upon  his  re- 
covery he  studied  medicine  at  the  Wash- 
ington Medical  College  of  Baltimore, 
from  which  he  was  graduated  with 
honors  in  1834,  and  was  appointed  dem- 
onstrator of  anatomy  in  that  school. 

Professor    Handy    was    an    excellent 


teacher;  convinced  that  the  ordinary 
methods  of  instruction  in  anatomy,  as 
used  at  that  time,  left  much  to  be  de- 
sired, he  created  a  method  of  his  own 
and  published  it  in  "A  Text-book  of 
Anatomy  and  Guide  to  Dissection,"  Phil- 
adelphia (two  editions,  185-4  and  1856). 
The  book  was  used  in  all  dental  colleges 
and  in  many  of  the  medical  schools. 

Dr.  Handy  taught  at  the  college  from 
1842  until  shortly  before  his  death,  Jan- 
uary 4,  1858. 

PhiUp  I-I.  Austin,  M.D.,  D.D.S.,  was 
born  in  Baltimore,  1822.  After  having 
obtained  his  degree  of  A.M.  from  Yale, 
he  studied  medicine  at  the  University  of 
Mar3dand,  graduating  in  1845.  He  then 
took  up  dentistry,  obtaining  his  degree  of 
D.D.S.  from  the  Baltimore  College  of 
Dental  Surgery  in  1849. 

During  twenty-two  years,  i.r.  from 
1853  to  1875,  Dr.  Austin  occupied  differ- 
ent chairs  in  the  college,  giving  great  sat- 
isfaction in  every  branch  he  taught.  He 
revised,  in  1871,  the  tenth  edition  of 
Chapin  A.  Harris'  "Principles  and  Prac- 
tice of  Dentistry,''  and  was  the  translator 
of  "Diseases  and  Surgical  Operations  of 
the  Mouth,"  from  the  French  of  Jour- 
dain,  Philadelphia,  1851.  He  died  Octo- 
ber 28,  1878. 

Edward  Maynard,  A.M.,  M.D.,  D.D.S., 
was  elected  professor  of  theory  and  prac- 
tice of  dental  surgery  in  1856.  He  was 
horn  at  Madison,  N.  Y.,  April  26,  1813, 
was  educated  at  Hamilton  Academy,  and 
entered  the  military  academy  at  West 
Point  in  1831.  On  account  of  his  health 
lie  resigned,  and  gave  his  attention  to  civil 
engineering  and  the  study  of  architecture. 
He  settled  in  Washington  in  1836,  and 
\\'ith  occasional  absences  practiced  dentis- 
try there  up  to  March  1890. 

Dr.  Maynard  made  a  number  of  in- 
ventions in  instruments,  contributed  val- 
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Liable  paptM'.s  to  duiital  lilcral  iirc  an<l  in- 
trodniced  and  descj'ilxMl  inclhod-  of  prac- 
tice, some  of  which  have  been  generally 
adopted.  He  called  the  attention  of  the 
Baltimore  College  of  Dental  Surgery,  in 
184G,  to  the  diversity  of  situation,  form, 
and  capacity  of  the  maxillary  antra,  and 
asserted  the  existence  of  dentinal  fibrils, 
before  their  discovery  l)y  tlie  aid  of  tlie 
microscope. 

In  1845,  lie  was  employed  as  court  den- 
list  to  the  imperial  family  of  Russia,  and 
\va^  offered  a  permanent  position  of  title 
with  rank  of  major,  and  to  be  attached  to 
the  imperial  court,  on  condition  of  his 
remaining  ten  years  in  Russia.  The  offer 
was  declined. 

In  1858,  he  accepted  the  chair  of 
theory  and  practice  in  the  faculty  of  the 
N'ational  University  at  Washington.  His 
clientele  included  presidents,  cahinet  offi- 
cers, etc. 

Dr.  Maynard  invented  and  patented 
from  1845  to  1886  many  devices  relating 
to  rifles  and  muskets,  including  a  breech- 
loading  rifle  known  as  the  Maynard  rifle. 

He  died  in  Was'hington,  May  4,  1891, 
in  the  seventy-ninth  year  of  his  age. 

7V.  B.  Winder,  M.D.,  D.D.S.,  was  dean 
and  professor  of  theory  and  practice  of 
dental  surgery  from  1882  to  1894.  He 
was  born  at  Eastville,  Northampton 
count}^,  Va.,  July  17,  1828,  was  a  student 
at  the  University  of  Virginia  and  at 
Princeton,  l)ut  did  not  study  dentistry 
until  after  the  civil  war,  graduating  from 
the  Baltimore  College  of  Dental  Surgery 
in  1869.  Later  he  became  a  member  of 
the  faculty  and  dean  of  the  Maryland 
Dental  College,  an  institution  which  was 
merged  into  the  Baltimore  College  of 
Dental  Surgery  in  1879.  On  becoming 
a  member  of  the  faculty  of  this  school 
he  was  elected  dean,  filling  the  office  most 
ci'cditably  to  the  time  of  his  death.  July 
18.   1891. 


\)y.  Winder  was  perliaps  the  fir>t  one 
who  conceived  the  idea  of  uniting  more 
closely  the  different  dental  s-chools  of  the 
coiinfry,  and  to  his  long-continued  efforts 
was  due  the  ultimate  formation  of  "The 
Xational  Association  of  Dental  Facul- 
ties'* in  1882.  Dr.  Winder's  energy  was 
also  instrumental  in  causing  the  Census 
Bui'eau  to  a-sign  dentistry  to  the  list  of 
professions. 

The  formation  of  the  "Maryland  and 
District  of  Columbia  Dental  Associa- 
tion" was  largely  Dr.  Winder's  work.  He 
was  a  member  of  the  American  and 
Southcj'n  Dental  Association  and  labored 
for  a  consolidation  of  the  two  societies,  a 
task  which  was  not  accomplished  until 
sevei-al  years  after  his  death. 

As  teacher  and  instructor  of  young 
men.  Di'.  Winder  occupied  a  high  posi- 
tion, as  can  be  testified  to  by  those  who 
came  under  his  supervision  and  personal 
companionship  while  they  were  students. 

Christopher  Johnston,  M.D.,  occupied 
the  chair  of  microscopical  and  compara- 
tive anatomy  from  3  856  to  1864.  He  was 
born  in  Baltimore  in  1822,  graduated 
from  the  University  of  ]\Iaryland  in 
1844,  visited  Europe,  and  on  his  return  to 
Baltimore  became  a  practitioner  of  medi- 
cine, until  his  death  in  1891. 

Dr.  Johnston  was  for  many  years  one 
of  the  principal  leaders  in  his  profession, 
and  more  espeeiall}^  in  surgery.  In  his 
alma  mater  he  occupied  successively  the 
chairs  of  physiology,  microscopy,  anat- 
omy, and  surgery.  He  was  founder  and 
pre-iden(  of  pathological  and  clinical  so- 
cieties, president  of  the  Baltimore  ^fed- 
ical  Association,  consulting  siirgeon  to 
the  Johns  Hopkins  Hosipital,  etc. 

He  was  a  frequent  contributor  to  sci- 
entific, medical,  and  dental  journals, 
many  of  his  writings  having  been  trans- 
lated into  other  languages.  His  contribu- 
lions  to  dental  literature  appear  chiefly 
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in  the  British  Journal  of  Denial  Science. 
Dr.  Joliriston  was  mii  ;ic('<Mii|)lishc(I  "'cn- 
tleman^  a  thorough  scientist,  an  able 
teacher,  an  expert  artist  anrl  rnicroscopist 
and  a  skilful  surgeon. 

A.  Snoivden  Piggot^  M.D.,  was  con- 
nected with  the  college  from  1858  to 
1870,  first  as  professor  of  anatomy  ami 
then  of  chemistry.  He  was  born  at  ]*h;  1- 
adelphia  in  1822,  graduated  from  Yale 
in  1841  and  from  the  University  of 
Maryland  in  1845.  He  became  professor 
of  anatomy  and  physiology  in  the  Wash- 
ington University,  Baltimore,  in  1845 ; 
was  surgeon  C.  S.  A.  1862-65;  co-editor 
of  the  American  Journal  of  Denial  Sci- 
ence in  1856  and  1867-69.  In  1854  he 
published  his  "Dental  Chemistry  and 
Metallurgy,"  and  four  years  later,  "Art 
of  Mining  and  Preparing  Ores."  He 
died  February  13,  1869. 

Henry  Reginald  Noel,  M.D.,  occupied 
the  chair  of  physiology  from  1865  to 
1878.  He  was  born  in  Essex  county,  Va. 
in  1836,  and  graduated  in  medicine  from 
the  University  of  Virginia  in  1858.  Dur- 
ing the  civil  war  he  was  surgeon  in  the 
Sixtieth  Virginia  Infantry,  and  in  1866 
settled  in  Baltimore.  Besides  his  pro- 
fessorship in  the  dental  college,  he  also 
occupied  the  chair  of  ph3^siology  in  the 
College  of  Physicians  and  Surgeons, 
Baltimore. 

Dr.  ISToel  was  a  frequent  contributor  to 
dental  and  medical  journals.  He  died 
January  23,  1878. 

The  consideration  of  the  men  who  form 
the  present  faculty,  or  of  those  who  oc- 
cupied chains  in  the  college  and  are  yet 
among  the  living,  must  he  left  to  the 
historian  of  the  f^^ture. 

VII.     THE  ALUMNI. 

No  less  than  2358  men  and  women 
have   <jra(]u'Afe<]    from    the   collesre.   have 


scattered  all  over  the  world,  making  in 
most  cases  a  reputation  for  themselves 
and  incidently  for  their  alma  mater.  It 
is  with  a  feeling  of  justifiable  pride  that 
I  lie  college  looks  upon  the  large  number 
of  its  alumni  who  have  become  prominent 
in  the  -profession  not  only  as  successful 
pi'aotitioners,  but  also  as  teachers,  exami- 
ners, on  state  boards,  authors,  inventors, 
investigators,  officers  of  dental  societies, 
etc. 

The  time  has  not  arrived  when  the 
historian  has  to  consider  in  detail  the 
\\'ork  done  and  being  done  by  those  who 
are  yet  among  the  living,  but  it  is  proper 
to  speak  of  the  alumni  who  became  more 
prominent,  aided  in  the  elevation  of  the 
profession,  and  have  now  passed  into  the 
great  beyond. 

Robert  Arthur,  M.D.,  D.D.S.,  was  the 
first  one  upon  whom  the  degree  of  D.D.S. 
was  ever  conferred,  the  honorary  degree 
of  M.D.  being  given  him  in  later  years 
by  the  Washington  University  of  Balti- 
more. He  was  born  in  Baltimore 
county,  Maryland,  in  1819,  received  his 
early  education  in  private  schools,  be- 
came a  pupil  of  Dr.  Chapin  Harris,  en- 
tered the  first  class  of  the  college  as  one 
of  the  live  matriculates,  receiving  his  di- 
ploma on  March  9,  1841. 

Dr.  Arthur  practiced  dentistry  with 
great  success  successively  in  Washington, 
Philadelphia,  and  Baltimore.  He  was 
largely  instrumental  in  the  organization 
of  the  Philadelphia  College  of  Dental 
Surgery,  which  was  established  in  1852. 
and  in  which  he  filled  the  chair  of  prin- 
ciples of  dental  surgery,  becoming  also 
dean  in  1855.  The  Board  of  Incorpora- 
tors insisting  upon  the  right  of  conferring 
honorary  degrees,  regardless  of  the  wishes 
of  the  faculty,  and  upon  men  who  were 
unworthy  of  that  distinction,  he  and  his 
colleagues    resigned,    and    organized    the 
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Pennsylvania  College  of  Dental  Surgery. 
From  this  school  he  resigned  in  1857, 
and  removed  to  Baltimore,  where  he  died 
in  1880. 

At  different  times  Dr.  iVrthur  wrote 
small  works  upon  dental  subjects,  viz, 
"Popular  Treatise  on  the  Teeth,"  1815 ; 
"Professional  Patents,^^  (about)  1850; 
"Treatment  of  Dental  Caries  Compli- 
cated with  Disorders  of  the  Dental  Pulp ;'' 
translation  of  Delabarre's  "Second  Den- 
tition," 1854;  "Treatment  of  the  Dental 
Pulp,"^  "iS'ature  and  Treatment  of  the 
Decay  of  the  Teeth,"  1871  and  1879; 
"On  the  Use  of  Adhesive  Foil,"  1857. 
The  last-named  publication  is  of  special 
interest  as  being  the  first  treatise  ever 
written  on  cohesive  gold. 

On  account  of  his  active  interest  in 
every  step  and  improvement  of  his  pro- 
fession, he  was  a  frequent  contributor  to 
its  current  literature,  writing  usually 
with  force  and  clearness.  His  most 
marked  articles  were  those  in  support  of 
the  position  he  defended  in  the  treatise 
on  "Treatment  of  Dental  Caries  Com- 
plicated with  Disorders  of  the  Dental 
Pulp,"  in  which  he  maintained  that  den- 
tal caries  was  not  self-propagating,  and 
that  under  certain  circumstances  it  was 
allowable  to  permit  a  certain  portion  of 
caries  to  remain.  His  lectures  were  dis- 
tinguished by  excellent  arrangement,  en- 
ergetic language,  and  simple  logic,  and 
will  keep  remembrance  of  him  fresh  in 
the  minds  of  those  who  had  the  opportu- 
nity to  hear  him. 

Dr.  Arthur^s  early  experience  was  con- 
current with  those  important  movements 
in  the  dental  profession  which  were  at 
their  climax  about  the  time  of  the  estab- 
lishment of  the  first  dental  college.  They 
had  much  influence  upon  him,  and  he 
became  alive  to  the  value  of  everything 
calculated  to  enhance  the  interests  of  den- 


tal surgery.  His  interest  in  dental  educa- 
tion was  constant  and  paramount,  and 
his  efforts  toward  improvement  in  that 
direction  were  unremitting.  His  views, 
however,  were  in  advance  of  the  general 
demands  of  the  public  and  ahead  of  the 
average  sentiment  of  his  fellows. 

The  subject  which  he  made  the  prin- 
cipal work  of  the  later  years  of  his  life 
was  the  prevention  and  treatment  of  de- 
cay of  the  teeth  by  peculiar  methods  of 
separating  them.  The  principles  under- 
l3dng  his  methods,  and  the  manner  of 
performance,  he  advocated  and  practiced 
from  1862  until  his  death.  So  strong 
were  his  convictions  of  the  value  of  this 
system  that  he  pursued  it  unswervingly, 
notwithstanding  that  it  produced  injuri- 
ous results  upon  his  pecuniary  interests, 
on  account  of  the  prejudices  excited 
against  him  by  those  apposed  to  his  sys- 
tem of  operating. 

His  most  distinguishing  moral  charac- 
teristics were  his  strict  integrity  and  con- 
scientiousness, as  it  was  impossible  for 
him  to  admit,  or  even  tacitly  acquiesce 
.in  any  act  tainted  with  the  least  suspi- 
cion of  dishonor. 

It  must  be  conceded  that  wherever  the 
influence  of  dental  literature  has  ex- 
tended, the  moral  force  and  views  of  Dr. 
Arthur  have  commanded  consideration 
and  respect,  and  that  his  suggestions  have 
modified  the  practice  of  dentistry  to  no 
inconsiderable  degree. 

W.  W.  H.  Thaclston,  D.D.8.,  class  of 
1842,  was  born  in  Charlotte  county,  Ya., 
February  29,  1820,  and  died  at  Farm- 
ville,  Va.,  December  8,  1899.  At  the, 
time  of  his  death  he  was  tiie  oldest  grad- 
uate in  dentistry  in  the  world,  and  in 
the  recollection  of  the  younger  men  he 
stood  forth  as  a  master  of  his  profession, 
and  also  as  the  always  graceful  expres- 
sion of   the   old-time   o-entleman   of   the 
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Washington  ty|)c.  Il<:  wa.s  an  ju-tivo 
member  of  the  Virginia  State  and  tlie 
Southern.  Dental  Association,  and  for  a 
number  of  years  was  the  mayor  of  Farm- 
ville. 

John  McCalla,  D.D.S.,  class  of  1848, 
was  born  in  the  Province  of  Ulster,  Ire- 
land, JSTovem'ber  21,  1814;  came  with  hi.< 
parents  to  Philadelphia  in  1821.  He  was 
apprenticed  to  the  tailoring  business  and 
followed  it  in  Philadelphia  and  Baltimore 
until  1846,  when  he  commenced  the  study 
of  dentistry  in  the  Baltimore  College  of 
Dental  Surgery,  being  also  a  special  stu- 
dent of  Dr.  C.  A.  Harris. 

He  was  one  of  the  petitioners  for  the 
charter  of  the  Pennsylvania  College  of 
Dental  Surgery,  one  of  the  organizers  of 
the  Odontographic  Society  of  Pennsylva- 
nia, and  one  of  the  founders  and  first 
presidents  of  the  Harris  Dental  Associa- 
tion. He  ranked  among  tlie  pioneers  of 
progressive  dentistry,  and  was  considered 
skilful  in  his  profession.  He  practiced 
in  Lancaster  until  1877,  when  he  retired 
from  active  practice. 

W.  H.  Morgan,  D.D.S.,  class  of  1848, 
was  born  in  Logan  county,  Ky.,  February 
23,  1818.  As  a  boy  he  was  an  industri- 
ous student,  and  after  having  graduated 
in  dentistry,  commenced  practice  in  Eus- 
sellville,  Ky.,  but  in  1849  removed  to 
Nashville,  Tenn.  He  was  elected  a  mem- 
ber of  the  board  of  trustees  of  the  Ohio 
Dental  College  in  1865,  and  was  later 
elected  president,  which  position  he  re- 
signed in  1879  to  accept  the  chair  of 
clinical  dentistry  in  Vanderbilt  Uni- 
versity. He  organized  the  dental  depart- 
ment of  the  university  and  held  the  posi- 
tion of  dean  until  his  advanced  age  caused 
him  to  resign. 

He  was  one  of  the  oldest  dentists  in  the 
South  at  the  time  of  his  death.  He  be- 
canic  a  member  of  tlie  American  Dental 


.VssocJaLion  ju  1865  and  in  1870  was 
elected  its  president.  His  contributions 
to  dental  literature  were  frequent  and  im- 
portant, and  liis  labors  have  been  a  great 
faclor  in  tlie  elevation  of  his  profession. 

In  1885  he  was  appointed  to  the  Indian 
Commission  by  President  Cleveland. 

Frank  F.  Ahhot,  D.B.S.,  class  of 
1851,  was  born  in  Maine  and  after  grad- 
uation left  for  Berlin,  thus  becoming  one 
of  the  pioneers  of  American  dentistry  in 
Europe.  He  drew  into  his  professional 
life  the  teachings  of  Harris,  and  never  in 
the  long  course  of  his  extensive  practice 
seemed  to  lose  tlmt  influence.  He  was  a 
combination  of  the  liberal  with  a  good 
share  of  conservative  feeling  in  a  profes- 
sional sense.  While  he  seemed  to  be  op- 
posed to  innovations,  yet  his  courage 
was  equal  to  any  change  that  coincided 
with  his  judgment,  though  it  might  be  in 
opposition  to  established  rule.  This  was 
manifest  in  his  faithful  advocacy  of  tin 
and  gold  foils  combined  in  one  filling. 
He  disclaimed  any  originality  in  this, 
Init  accepted  it,  and  it  was  through  his 
persistent  effort  that  this  was  recognized 
as  a  valuable  addition  to  practice.  He 
died  near  Dresden,  Germany. 

Samuel  J.  Cockerille,  D.D.S. ,  class  of 
1853,  practiced  for  many  years  in  Wash- 
ington, D.  C,  and  was  known  as  being 
perhaps  the  most  unique  and  clever  oper- 
ator with  non-cohesive  gold.  He  worked 
on  each  separate  operation  as  if  it  were 
to  be  a  finished  jewel. 

F.  FI.  RehivinTcle,  M.D.,  D.D.S.,  class 
of  1854,  was  born  at  Celle,  Hanover,  Ger- 
many, June  15,  1825.  He  received  his 
medical  education  at  a  German  univer- 
sity, came  to  this  country  in  1849,  com- 
menced a  medical  practice  at  Fatchez, 
Tenn.,  and  subsequently  was  associated 
with  Dr.  J.  H.  Pulte,  in  Cincimiati,  Ohio, 
in  1850,  he  removed  to  Chillicothe,  and 
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about  the  jeav  1853  turned  his  attention 
to  dentistry,  attending  college  in  the  ses- 
sion 1853-54.  He  practiced  dentistry 
oontinnously,  with  the  exception  of  the 
years  1861  and  1862,  when  he  was  with 
the  Union  army.  After  a  period  of 
severe  service,  he  went  home  on  sick  leave, 
and  was  about  to  rejoin  his  regiment 
when  he  met  with  an  accident  which 
■  compelled  him  to  leave  the  army. 

Dr.  Eehwinkle  was  an  industrious 
member  of  the  state  and  national  medical 
and  dental  associations.  He  was  president 
of  the  Ohio  State  Dental  Societj^,  Missis- 
sippi Valley  Dental  Association,  secretary 
of  the  Dental  Section  of  the  Ninth  In- 
iternational  Medical  Congress,  chairman 
of  the  Section  of  Oral  and  Dental  Sur- 
gery of  the  American  Medical  Associa- 
tion. His  contributions  to  dental  litera- 
ture have  been  considerable  and  an  inti- 
mate acquaintance  with  European  den- 
tists of  eminence  enabled  him  to  intro- 
duce them  and  their  works  to  the  profes- 
sion in  America.  He  was  always  mod- 
estly prominent  in  the  meetings  of  every 
dental  society  which  he  would  attend  and 
he  held  the  confidence  and  attention  of 
his  medical  brethren. 

He  died  at  Chillicothe,  Ohio,  June  8, 
1889,  and  the  high  esteem  in  which  he 
was  held  was  shown  by  the  large  and  dis- 
tinguished gathering  of  men  at  his  fu- 
neral, including  the  governor  of  the  istate. 

Henry  Hohart  Keecli,  D.D.S.,  class  of 
1857,  was  born  January  25,  1831,  in  Har- 
ford county,  Maryland.  He  received  his 
early  education  partly  from  his  father's 
instruction,  and  partly  from  a  district 
school.  He  entered  the  Baltimore  College 
of  Dental  Surgery  in  1855,  and  after 
graduation  engaged  at  once  in  the  prac- 
tice of  dentistry,  at  first  in  several  coun- 
ties of  Maryland,  and  then  in  Baltimore, 
where  he  quickly  acquired  a  good  repu- 
t-ation. 


In  1861,  Dr.  Keech  was  elected  dem- 
onstrator of  operative  dentistry  in  the 
Baltimore  College  of  Dental  Surgery.  In 
1873,  he  was  appointed  professor  of  anat- 
omy in  the  Maryland  Dental  College, 
then  organized.  In  1874,  he  received  the 
degree  of  M.D.,  from  the  Washington 
University,  Baltimore.  Subsequently,  for 
four  years,  he  occupied  the  chair  of  den- 
tal pathology  and  therapeutics  in  the 
Maryland  Dental  College,  but  he  resigned 
to  devote  more  of  his  time  and  attention 
to  mission  work. 

Henry  Bliss  Noble,  D.D.S.,  class  of 
1857,  was  born  in  Blandford,  Mass.,  be- 
gan the  study  of  dentistry  with  his 
brother  Lester,  then  attended  college,  and 
immediately  after  graduation  began  the 
practice  of  dentistry  in  Washington.  He 
was  a  member  of  the  District  of  Columbia 
Dental  Society,  of  which  he  was  twice 
president;  he  was  a  member  of  the  Dis- 
trict of  Columbia  Board  of  Examiners 
from  the  date  of  its  organization  to  the 
day  of  his  death;  he  was  also  a  member 
of  the  National  Dental  Association,  and 
an  honorary  member  of  several  societies. 

While  a  general  practitioner  of  den- 
tistry, he  in  a  measure  made  a  specialty 
of  orthodontia,  and  was  quite  successful 
in  correcting  the  irregularities  of  the 
teeth.  He  was  a  special  lecturer  in  the 
Baltimore  College  of  Dental  Surgery,  and 
also  in  the  Dental  Department  of  Colum- 
bian University.  He  died  March  5, 
1902. 

Benjamin  H.  Gatcliing,  D.D.S.,  class 
of  1870,  was  born  at  Georgetown,  Miss., 
June  28,  1848.  He  was  a  great-grand- 
son of  Benjamin  Catching  of  Grcorgia,  a 
delegate  to  the  original  Constitutional 
convention. 

He  began  the  study  of  dentistry  in  the 
office  of  Dr.  J.  S.  Knapp  of  ISTew  Orleans, 
and  commenced  his  professional  career 
in  Canton.  Miss.,  but  removed  to  Atlanta 
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in    J88i,    wliei'C    he    reiiiaincd    iinlil    liis 
death . 

Dr.  Catching  was  one  of  the  most 
prominent  men  in  his  profession  in  the 
South.  In  addition  to  his  large  prac- 
tice, he  devoted  a  great  deal  of  time  to 
his  literary  pursuits.  He  founded  the 
Southern  Dental  Journal,  and  edited  it 
for  about  eight  years.  Upon  retiring 
from  this  journal,  he  commenced  the  pub- 
lication of  "Catching's  Oompendium  of 
Practical  Dentistry,"  which  had  a  world- 
wide circulation.  He  continued  this  val- 
uable volume  for  five  years,  when  his 
health  broke  down  from  overwork  and  he 
was  obliged  to  discontinue  it.  After  a 
lapse  of  two  years,  he  established  the 
American  Dental  WecMy,  which  was  pub- 
lished but  one  year  owing  to  the  enormous 
amount  of  work  involved.  He  was  a 
member  of  all  the  leading  dental  societies 
of  the  South,  and  of  the  ISTational  Dental 
Association.  He  died  in  November 
1899. 

John  C.  Story,  M.D.,  D.D.S.,  class  of 
1869,  practiced  dentistry  in  Texas,  was  a 
member  of  the  Dental  State  Board  of 
Examiners,  and  was  repeatedly  elected 
president  of  local  and  other  dental  socie- 
ties. 

In  order  to  ishow  the  influence  exerted 
on  matters  relating  to  the  profession  of 
dentistry  by  the  alumni  of  the  college  it 
may  be  justifiable  to  enumerate  very 
briefly  the  graduates  who  now  hold  posi- 
tions of  importance,  or  became  prominent 
in  the  profession.  This  list  is  far  from 
complete  and  the  writer  apologizes  to  the 
many  alumni  whose  names  should,  but 
flo  not,  appear  here. 

Adelbert  J.  Volch,  class  of  1853,  Balti- 
more, Md.,  has  the  distinction  of  being 
the  oldest  living  Doctor  of  Dental  Sur- 
gery in  the  world.  He  started  to  prac- 
tice at  a  time  when  the  dentist  had  to  cut 


ihe  artJlicial  teeth  in  ivory;  he  was  the 
first  worker  in  porcelain  in  Maryland; 
was  president  of  the  Maryland  State  Den- 
tal Association,  etc. 

Benjamin  F.  Arrington,  class  of  1853, 
North  Carolina.  Prolific  writer;  able 
exponent;  wrote  treatise  on  pyorrhea,  and 
clinics. 

Ferdinand  J.  S.  Gorgas,  class  of  1855, 
Baltimore,  Md.  Formerly  dean  and  pro- 
fessor of  principles  of  dental  science  in 
the  Baltimore  College  of  Dental  Surgery; 
holds  now  same  position  in  the  Dental 
Department  of  the  University  of  Mary- 
land.    Writer  and  author. 

Vines  Edmund  Turner,  class  of  1858, 
Ealeigh,  N.  C.  For  years  an  examiner 
on  the  state  board;  a  Nestor  of  his  pro- 
fession; an  officer  of,  and  contributor  to, 
local  and  national  associations. 

J.  Smith  Dodge,  Jr.,  class  of  1858, 
New  York.  A  name  which  means  respec- 
tability and  standing  to  any  association. 

James  H.  Harris,  class  of  1861,  Balti- 
more, Md.  Formerly  professor  in  the 
Baltimore  College  of  Dental  Surgery, 
now  professor  of  operative  dentistry  in 
the  Dental  Department  of  the  University 
of  Maryland. 

James  B.  Littig,  class  of  1861,  New 
York.  Professor  of  prosthetic  dentistry 
in  the  New  York  College  of  Dentistry. 
Writer  and  clinician. 

Luther  D.  Shepard,  class  of  1861,  Bos- 
ton, Mass.  President  of  Columbian  Den- 
tal Congress,  Chicago,  1893.  Contribu- 
tor to  and  worker  in  dental  associations. 
Distinguished  in  Massachusetts  and  na- 
tionally. 

If.  W.  Evans,  class  of  1863,  Washing- 
ton, D.  C.  Large  contributor  to  society 
proceedings,  author  and  inventor  of  cleft- 
palate  .specialties  and  prosthetic  appli- 
ances. 

E.  r.  Keerh.  class  of  1864,  Baltimore, 
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Md.  Late  professor  in  Maryland  Den- 
tal College;  member  of  the  Maryland 
State  Examining  Board;  writer  and  ex- 
emplar of  the  dental  profession;  former 
president  of  the  Maryland  State  Dental 
Association. 

Thomas  Sollers  Waters,  class  of  1865^ 
Baltimore,  Md.  Clinical  instructor  in 
the  Baltimore  College  of  Dental  Surgery ; 
president  of  local  societies,  etc. 

Jolin  C.  Uhler,  class  of  1867,  Balti- 
more, Md.  For  years  demonstrator  in 
-the  Baltimore  College  of  Dental  Surgery ; 
later  held  same  position  in  the  Dental 
Department  of  the  University  of  Mary- 
land. 

B.  M.  Wilherson,  class  of  1868,  Balti- 
more, Md.  Patentee  of  Wilkerson  chair, 
etc. 

Cliaiies  Gray  Edwards,  class  of  1868, 
Louisville,  Ky.  Late  professor  of  ortho- 
dontia and  prosthetic  dentistry  in  the 
Louisville  College  of  Dentistry;  ex-pres- 
ident of  the  Association  of  Dental  Ex- 
aminers; ex-president  of  the  Kentucky 
State  Board  of  Dental  Examiners. 

George  F.  Keesec,  class  of  1869,  Rich- 
mond, Va.  State  hoard  examiner  and 
active  worker  in  dental  societies. 

Judson  B.  Wood,  class  of  1869,  Ama- 
rillo,  Texas.     Examiner  and  teacher. 

George  H.  WinMer,  class  of  1869,  New 
York.  Prominent  in  the  affairs  of  den- 
tal societies. 

James  B.  llodgbiii,  class  of  1869, 
Manassas,  Va.  Late  professor  of  pros- 
thetic dentistry  in  the  Baltimore  College 
of  Dental  Surgery  and  in  the  ISTational 
University,  Washington,  D.  C.  Writer 
of  essays  and  stories. 

Alexander  D.  Cohey,  class  of  1870, 
Washington,  D.  C.  Professor  of  pros- 
thetic dentistry  in  the  ISTational  Univer- 
;sity,  Washington,  D.  C. 

John  H.  Coylc,  class  of  1870,  Thomas- 


\'ille,  Ga.  Late  associate  professor  in  the 
Baltimore  College  of  Dental  Surgery; 
istate  board  examiner,  and  officer  in  local 
and  other  societies. 

Oscar  E.  M.  Salomon,  class  of  1870, 
New  Orleans,  La.  Ex-secretary  of  the 
Louisiana  state  board  examiners. 

E.  L.  Hunter,  class  of  1871,  Fayette- 
ville,  N.  C.  Examiner,  officer,  and  leader 
in  dental  societies. 

William  A.  Mills,  class  of  1871,  Balti- 
more, Md.  President  of  local  society; 
contributor  to  journal  and  society  pro- 
ceedings (local  anesthetics)  ;  lecturer  in 
the  Dental  Department  of  the  Baltimore 
Medical  College. 

Thomas  H.  Parramore,  class  of  1871, 
Hampton,  Va.  Writer  on  dental  sub- 
jects and  clinician. 

Jlenry  Cabell  Jones,  class  of  1871, 
Richmond,  Va.  Professor  of  operative 
dentistry  in  the  Virginia  School  of  Den- 
tistry of  the  Medical  College  of  Virginia. 

Robert  B.  Adair,  class  of  1872,  Atlanta, 
Ga.     Clinician  and  writer. 

William  B.  Finney,  class  of  1874, 
Baltimore,  Md.  Professor  of  dental  me- 
chanism and  metallurgy  in  the  Baltimore 
College  of  Dental  Surgery. 

Alfred  D.  Eubank,  class  of  1874,  Bir- 
mingham, Ala.  Professor  of  orthodontia 
in  the  Birmingham  Dental  College ;  mem- 
ber of  the  State  Board  of  Dental  Exanir 
iners;  one  of  the  organizers  and  former 
presidents  of  the  Alabama  Dental  Asso- 
ciation. 

John  A.  Chappie,  class  of  1874,  At- 
lanta, Ga.  Professor  of  oral  surgery  and 
general  j)athology  in  the  Atlanta  Dental 
College;  writer  and  president  of  the 
Georgia  State  Dental  Society. 

Charles  T.  Dursh,  class  of  1874,  Balti- 
more, Md.  Ex-president  of  the  Mary- 
land State  Board  of  Dental  Examiners. 

F.  F.  Dreiu,  class  of  187-5,  Baltimore, 
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Md.  Secretary  of  \\\r  Mania ii<l  Slat.' 
Board  of  Dental  l^^xaiiiiiicrs. 

Alexander  C.  McCurdy,  cJi.i.ss  of  18TS, 
Towson,  Md.  President  of  tlie  Mary- 
land State  Board  of  Dental  Examiners; 
vice-]oresident  of  the  National  Associa- 
tion of  Dental  Examijiers. 

J.  Hall  Lewis,  class  ol  1879,  Wasliiu,!^- 
ton,  D.  C.  Professor  of  dental  prosthet- 
ics and  dean  of  Columbian  Universit}-, 
Dental  Department;  formerly  president 
of  the  District  of  Columbia  Dental  So- 
ciety/ and  member  of  tlie  Dental  Exam- 
ining Board. 

Louis  C.  F.  Hugo,  class  of  1880,  Wash- 
ington, D.  C.     Poet  and  writer. 

B.  Holly  Smith,  class  of  1881,  Balti- 
more, Md.  Professor  of  dental  surgery 
and  oj)erative  dentistry,  Baltimore  Col- 
lege of  Dental  Surgery.  Former  presi- 
dent of  the  Maryland  State  Dental  Asso- 
ciation, the  Southern  Dental  Association, 
the  Kational  Association  of  Dental  Facul- 
ties, and  the  National  Dental  Association. 

William  G.  Foster,  class  of  1881,  Balti- 
more, Md.  Demonstrator  of  operative 
dentistry  in  the  Baltimore  College  of 
Dental  Surgery;  president  of  the  Mary- 
land State  Dental  Asisociation.  Chair- 
man of  the  OTganization  committee  of 
Maryland  for  the  Fourth  International 
Dental  Congress,  St.  Louis,  1901:. 

James  H.  Grant,  class  of  1881,  Texas. 
Member  of  the  Texas  State  Board  of 
Dental  Examiners;  ex-president  of  the 
Texas  Dental  Society. 

Thomas  J.  Welch,  class  of  1882,  Pen- 
sacola,  Fla.  Member  of  the  Florida  State 
Board  of  Dental  Examiners. 

Norman  J.  Roherts,  class  of  1883, 
Waukegan,  111.  Professor  of  Oral  Sur- 
gery in  the  Northwestern  Dental  College, 
Chicago ;  clinical  professor  of  anesthetics 
in  the  Chicago  College  of  Dental  Surgery. 

Charles  L,  AJrmnder,  class  of  1882, 


(  liiii-lutic,  N.  ('.  I'ic~i(lc)it  of  the  SoLith- 
i-rii  l)i-;iii(li  National  I  )('iital  Association  ; 
imciitoi-  ami  wj'iter. 

.1/.  G.  Syl,-es,  class  of  1882,  Ellieoit 
City,  Mil.  Mciiiher  of  the  Maryland 
Slate  Board  of  Dental  Examiners. 

Charles  A.  Meelrr,  class  of  1884,  New- 
aik,  X.  J.  Secretary  to  the  National 
Association  of  Dental  Examiners;  secre- 
tary of  New  Jersey  State  Dental  Society 
for  twenty-six  years:  founder  and  treas- 
urer of  the  Central  Dental  Association  of 
New  Jersey. 

ir.  W.  WalL'er,  class  of  1884,  New 
York.  President  of  the  New  A'ork  Odon- 
tological  Society;  dental  organizer  and 
society  worker. 

W.  A.  Montell,  class  of  1884,  Balti- 
more, Md.  Professor  and  late  dean  in 
the  Baltimore  Medical  College,  Dental 
Department. 

Price  Cheaney,  class  of  1884,  Dallas, 
Texas.  Formerly  dean  and  professor  of 
proisthetic  dentistry  in  the  Northwestern 
College  of  Dental  Surgery,  and  in  the 
Columbian  Dental  College. 

William  T.  Kelley,  class  of  1884,  Eas- 
ton,  Md.  Member  of  the  Maryland  State 
Board  of  Dental  Examiners. 

J.  F.  Dowsley,  class  of  1884,  Boston, 
Mass.  President  of  the  Massachusetts 
Board  of  Eegistration ;  ex-president  of 
the  National  Board  of  Dental  Examin- 
ers, the  Northeastern  Dental  Associa- 
tion, and  the  Massachusetts  Dental  So- 
ciety. 

William  Crenshaw,  class  of  1884,  At- 
lanta, Ga.  Professor  of  operative  dentis- 
try in  the  Atlanta  Dental  College;  in- 
ventor and  writer. 

J.  B.  Orrison,  class  of  1886,  Baltimore, 
Md.  Professor  in  the  Dental  Depart- 
ment of  the  Baltimore  Medical  College. 

//.  Herbert  Johnson,  class  of  1886,  Ma- 
con, On.     Professor  of  prosthetic  dentis- 
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try  and  metallurgy  in  the  Southern  Den- 
tal College;  ex-president  of  the  Georgia 
State  Society. 

Emory  A.  Bryant,  class  of  1886^  Wash- 
ington^ D.  C.  Clinical  instructor;  in- 
ventor of  prosthetic  specialties. 

Frank  W.  Stiff,  class  of  1886,  Virginia. 
Professor  of  prosthetic  dentistry  in  the 
School  of  Dentistry  of  the  Medical  Col- 
lege of  Virginia. 

Elmer  E.  Cruzen,  class  of  1887,  Balti- 
more, Md.  Professor  of  porcelain  den- 
tal art  in  the  Baltimore  Medical  College, 
Dental  Department. 

M.  N.  Mixon,  class  of  1887,  Atlanta, 
G-a.  Ex-president  of  the  Georgia  State 
Dental  Association. 

Jules  J.  Sarrazin,  class  of  1887,  New 
Orleans,  La.  Ex-president  and  professor 
of  operative  dentistry  in  the  New  Orleans 
College  of  Dentistry;  ex-president  of  the 
New  Orleans  Academy  of  Stomatology 
and  of  the  Louisiana  State  Dental  Asso- 
ciation. 

G.  E.  Hardy,  class  of  1888,  Baltimore, 
Md.  Demonstrator  of  mechanical  den- 
tistry in  the  Baltimore  College  of  Dental 
Surgery. 

J.  Rowland  Walton,  class  of  1888, 
Washington,  D.  C.  Dean  and  professor 
in  the  National  University,  Washington, 
D.  C. 

W.  W.  Dunhracco,  class  of  1888,  Balti- 
more, Md.  'Member  of  the  Maryland 
State  Board  of  Dental  Examiners.  For- 
merly demonstrator  in  the  Baltimore  Col- 
lege of  Dental  Surgery. 

James  H.  Crossland,  class  of  1888, 
Montgomery,  Ala.  Eecording  secretary 
of  the  Southern  Branch  of  the  National 
Dental  Association. 

/.  W.  Smith,  class  of  1888,  Baltimore, 
Md.  Dean  and  professor  of  prosthetic 
dentistry  in  the  Dental  Department  of 
the  Baltimore  Medical  College. 


Joseph  W.  Penherthy,  class  of  1889, 
Minneapolis,  Minn.  President  of  the 
Minneapolis  Dental  Society. 

William  E.  Walker,  class  of  1889,  New 
Orleans,  La.  Ex-dean  and  professor  of 
orthodontia  in  the  New  Orleans  College 
of  Dentistry;  prolific  writer;  author  of 
man}^  original  treatises  on  mechanism  of 
articulation  of  the  human  jaw. 

TI.  J.  BurMart,  class  of  1890,  Batavia, 
N.  Y.  Late  president  of  the  National 
Dental  Association;  chairman  of  the 
Committee  of  Organization  and  president 
of  the  Fourth  International  Dental  Con- 
gress, St.  Louis,  1904;  mayor  of  Batavia, 
AT.  Y. 

/.  H.  London,  class  of  1890,  Washing- 
ton, D.  C.  President  of  the  Board  of 
Dental  Examiners. 

Ij.  D.  Archinard,  class  of  1891,  New 
Orleans,  La.  Professor  of  oral  pathology 
and  therapeutics  in  the  New  Orleans  Col- 
lege of  dentistry;  ex-president  of  the 
Louisiana  State  Deaital*  Society  and  New 
Orleans  Academy  of  Stomatology. 

G.  V.  Milholland,  class  of  1891,  Balti- 
more, Md.  Demonstrator  in  the  Balti- 
more College  of  Dental  Surgery. 

Josiah  G.  Fife,  class  of  1891,  Dallas, 
Texas.     Editor  Texas  Dental  Journal. 

J.  W.  David,  class  of  1891,  Corsicana, 
Texas.  Clinical  instructor  in  the  Balti- 
more College  of  Dental  Surgery ;  ex-pres- 
ident of  the  Texas  State  Dental  Associa- 
tion; member  of  the  Committee  of  Or- 
ganization of  the  Fourth  International 
Dental  Congress,  St.  Louis,  1904. 

P.  E.  Sasscer,  class  of  1892,  La  Plata, 
Md.  Member  of  the  Maryland  State 
Board  of  Dental  Examiners. 

J.  T.  Stuart,  class  of  1893,  Milwaukee, 
Wis.  Dean  and  professor  of  clinical  den- 
tistry in  the  Dental  Department  of  the 
Wisconsin  College  of  Physicians  and  Sur- 
sreons. 
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('.  N.  Guyer,  cIras  of  18!);^,  Denver, 
<.'ol.  Former  professor  of  oral  surgery 
in  the  Denver  College  of  Dentisti-y,  ex- 
secretary  of  the  State  Board  of  Dental 
J^jxaminers  of  Colorado. 

Charles  A.  Bland,  class  of  1892,  Char- 
lotte, N.  C.  Member  of  State  Board  of 
Dental  Examiners  for  North  Carolina. 

Edward  Hoffmeister,  class  of  1894, 
Baltimore,  Md.  Lecturer  and  demon- 
strator of  materia  medica  and  chemistry 
in  the  Baltimore  College  of  Dental  Siir- 

Carroll  H.  Frinl;  class  of  1895,  Fer- 
nandina,  Florida.  Charter  member  and 
<-orresponding  secretary  of  the  Southern 
Branch,  JSTational  Dental  Association. 

Harry  E.  Kelsey,  class  of  1896,  Balti- 
more, Md..  Demonstrator  in  the  Balti- 
more College  of  Dental  Surgery. 

Chaplain  H.  Carson,  class  of  1897,  ex- 
president  of  the  Southwest  Virginia  Den- 
tal Society. 

Howard  Merritt,  class  of  1898,  Maine. 
Formerly  president  of  the  Maine  Dental 
Society,  and  of  the  Section  of  Stoma- 
tology of  the  Maine  Aeademy  of  Medicine 
:and  Science. 

J.  H.  Schlinkmann,  class  of  1901, 
Baltimore,  Md.  Demonstrator  in  the 
Baltimore  College  of  Dental  Surgery. 

VIII.      THE  MUSEUM. 

The  museum  of  the  college  is  justly  re- 
nowned, as  it  contains  many  objects  of 
hiistoric  interest  and  specimens  valuable 
from  the  viewpoint  of  dental  manipula- 
tive skill,  and  from  their  pathological  im- 
port and  rarity.  The  catalog  of  the  con- 
tents of  the  museum  is  a  leng-thy  one  and 
shows  the  accumulation  of  many  years. 

Collection  of  prosthetic  specimens. 
\i(^.T<i  are  found  artificial  dentures  repre- 
senting the  various  successive  stages 
Itii-Dngli  which  this  bi-ancli  of  the  profes- 


.-ioji  ka.-5  progi-essed  up  to  the  comparative 
perfection  of  the  present  day.  Of  .speci- 
mens of  particular  interest  may  be  men- 
lioned:  a  lower  denture  made  in  France 
with  the  eight  posterior  teeth  carved  in 
ivory,  and  the  other  eight  (natural) 
teeth  attached  to  the  plate  by  means  of 
wooden  pivots;  a  full  upper  and  lower 
carved  in  ivory,  the  plate  and  teeth  being 
continuous;  an  old  lower  set  from  Eng- 
land, carved  in  ivory,  with  holes  for  rivet- 
ing the  teeth;  partial  uppers  carved  in 
i  vory ;  a  full  upper  denture,  the  plate  and 
six  posterior  teeth  carved  in  ivory,  the 
other  teeth,  porcelain,  mounted  by  means 
of  gold  pins  and  cylindens. 

Pathological  collection.  Specimens  in- 
dicative of  pathological  conditions;  ab- 
normalities and  malformations  are  nu- 
merous. Some  of  the  former  are :  molars 
with  ossified  pulps ;  molars  with  exostosed 
roots;  inferior  molars  .showing  ill  effect 
of  administration  of  tincture  of  chlorid 
of  iron;  S3'philitic  teeth  with  process  at- 
tached ;  molars  showing  pulp-nodules ; 
specimens  showing  the  result  of  mer- 
curial salivation;  exceedingly  large  piece 
of  salivary  calculus,  with  molar  encased ; 
specimens  of  tumors,  etc. 

Among  the  specimens  showing  abnor- 
mal conditions  we  find :  irregularly 
shaped  teeth  in  clusters,  removed  from 
the  antrum;  inferior  canine  with  two 
roots;  teeth  erupted  at  birth  and  ex- 
tracted at  the  age  of  six  weeks;  abnor- 
raall)'' shaped  superior  molar  with  inverted 
third  molar  in  bifurcation  of  roots;  speci- 
meiis  showing  osseous  union  of  crowns 
and  roots  of  various  teeth;  bicuspid  of 
the  third  dentation;  supernumerary 
molars,  each  having  four  roots;  inferior 
molar  with  three  roots,  etc. 

Graduation  specimens.  As  it  is  one  of 
Mie  requirements  for  graduation  for  can- 
cliflates  to  submit  specimens  showing  the 
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(leorge  Washington's  ivory  carved  teeth,  made  by  John  (ireenwood.  the 
first  American  dentist. 


Dental  instruments  in  the  museum  of  the  Baltimore  College  of  Dental  Surgery 
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iiiedianjcal  oi'  operative  skill,  an  exten- 
sive collection  of  over  a  llioiisaiid  of  siicli 
specimens  is  found  in  the  museum.  Tliey 
show  all  possible  varieties  of  gold  fill- 
ings in  natural  teetl),  porcelain  substi- 
tutes, partial  and  full  artificial  dentures, 
etc. 

Anatomical  exiiibil.  Of  .-pi'cial  inicr- 
est  to  the  dentist  is  the  large  number  of 
crania  showing  the  various  stages  of 
eruption  of  the  temporary  and  pei'jnanent 
teeth.  The  collection  of  the  skulls  with 
the  teeth  in  situ  of  a  great  number  of 
animals,  facilitates  the  study  of  compara- 
tive dental  anatomy. 

Of  historic  interest  is  a  collection  of 
some  of  the  instruments  used  a  century 
ago  in  dental  surgery.  Among  them  is  a 
group  of  "^keys,"  the  forerunners  of  the 
modern  forceps.  One  huge  specimen  re- 
sembles a  corkscrew,  with  a  large  wooden 
handle,  made  especially  with  a  view  of 
getting  a  good  purchase  or  leverage  on 
the  resisting  tooth. 

There  is  also  a  molar,  extracted  from 
the  mouth  of  Amadeus  I,  King  of  Spain, 
and  presented  to  the  college  by  J.  C. 
Gardiner,  D.D.S.,  of  London.  Another 
molar,  which  evidently  caused  King 
G-eorge  IV  discomfort  until  relieved  by 
Eobert  Wooffendale  of  London. 

Of  no  small  interest  is  the  collection 
of  death  masks  of  famous  or  notorious 
people.  Here  are  found  the  masks  of 
Benjamin  Franklin;  of  Sir  Isaac  i*iew- 
ton;  of  King  George  III;  of  Willis  the 
painter ;  of  Eoberts  the  engraver ;  of  Zip, 
Barnum's  "What-is-it"  of  the  circus  days 
vonc  bv,  and  many  others. 


George  Waskiagtoii's  artificial  teetli. 
The  "Ent-y eloped ia  Biilannica"  in  the 
article  on  George  Wasbington  says:  "It 
has  always  been  a  subject  of  curious  spec- 
ulation to  some  minds  ho-w  much  of  the 
calm  and  benign  expression  of  tlie  face 
was  due  to  the  shape  of  Washington's 
false  teeth."  To  this  the  American  edi- 
tor of  the  '^'Britannica''"  adds  in  a  foot- 
note: "This  ^curious  speculation'  must  be 
that  of  a  curious  sort  of  mind.  These 
ivory  carved  teetli.  however,  made  by  John 
Greenwood,  the  fii'st  American  dentist, 
are  now  in  the  museum  of  the  oldest  of 
all  dental  colleges,  which  is  in  Baltimore, 
Md.'' 

This  highly  prized  specimen  was  pre- 
sented to  the  college  by  Dr.  John  Allen, 
who  obtained  it  from  a  grandson  of  Dr. 
Greenwood.  It  is  the  full  upper  and 
lower  denture  carved  in  ivory  and 
mounted  on  gold,  with  springs  for  hold- 
ing them  in  position.  The  specimen 
demonstrates  also  a  method  of  repair  in 
vogue  at  that  time;  an  iron  plate  having 
been  utilized  as  a  means  of  uniting  the 
fractured  parts. 

Collection  of  portraits.  Quite  a  num- 
ber of  the  pioneers  in  dentistry  are  repre- 
isented  in  the  gallery.  Here  are  found 
excellent  portraits  of  the  founders  of  the 
college,  Hayden  and  Harris;  of  Green- 
wood, George  Washington's  dentist;  of 
many  of  the  former  members  of  the  fac- 
ulty; of  Drs.  Robert  Arthur  and  E.  C. 
Mackall,  the  first  graduates  in  dental  sur- 
gery, as  also  of  men  who,  while  not  di- 
rectly connected  iwith  the  college,  assisted 
in  the  advancement  of  the  profession. 


334 


FOURTH    INTERNATIONAL    DENTAL    CONGRESS. 


II. 


History  of  the  Philadelphia  College  of  Dental  Surgery, 
the  First  Dental  College  in  Pennsylvania. 

By  WM.  L.  J.  GRIFFIN,  D.D.S.,  Philadelphia,  Pa. 


The  closing  years  of  the  fourth  and  the 
beginning  of  the  fifth  decade  of  the  last 
century  witnessed  an  important  and  far- 
reaching  event  in  the  history  of  dental 
science  in  the  United  States.  Among  the 
more  progressive  dental  practitioners 
there  was  a  growing  desire  to  uplift  the 
science  to  a  position  entitling  it  to  the 
same  respect  the  community  accorded  to 
its  kindred  callings.  While  they  them- 
selves had  no  reason  to  complain — their 
personal  worth  and  professional  standing 
being  unquestioned  in  the  community, 
among  their  professional  compeers,  and 
their  associates  in  other  scientific  and 
learned  voeations — ^they  recognized  that 
the  entrance  door  of  the  dental  profession 
was  not  as  clearly  defined  nor  as  well 
guarded  as  it  should  be.  Furthermore, 
while  there  was  much  to  learn,  and  the 
accumulated  knowledge  of  the  past  had 
been  properly  recorded,  there  was  no 
way  provided  by  which  the  constant  and 
ever-increasing  additions  to  this  knowl- 
edge could  he  quickly  disseminated 
among  practitioners;  nor  yet  was  there 
any  provision  for  imparting,  systemat- 
ically, needed  information  to  those  about 
to  enter  the  ranks.  The  l)est  opportunity 
offered  to  a  student  desiring  to  qualify 
for  dental  practice  was  a  strictly  medical 
course  in  a  medical  college,  supplemented 
in  some  cases  by  a  few  desultory  lectures 
upon   dental   science  or  by   a  longer  or 


shorter  pupilage  with  a  dental  practi- 
tioner. ISTeither  of  these  was  at  all  satis- 
factory. In  too  many  cases,  indeed,  they 
were  one  and  all  entirely  ignored.  In- 
asmuch as  there  was  no  recognized  stand- 
ard of  qualification,  no  recognized  method 
of  instruction,  and  the  self-assumed  title 
of  "Surgeon-Dentist"  was  used  alike  by 
the  thoroughly  qualified  and  by  ignorant 
pretenders,  it  naturally  followed  that  the 
title  itself  commanded  but  little  respect 
in  the  community. 

The  first  effort  of  those  who  had  this 
matter  at  heart  was  to  enlarge  the  facil- 
ities for  acquiring  a  dental  education  of- 
fered by  a  few  medical  schools.  To  many 
enthusiastic  advocates  of  professional  ad- 
vancement this  seemed  the  only  proper 
course.  Those  practically  engaged  in 
teaching,  however,  soon  recognized  its 
utter  impracticability.  The  faculties  of 
the  medical  schools  were  not  convinced 
that  the  movement  was  of  sufficient  im- 
portance to  warrant  the  great  change  in 
their  methods  of  instruction  and  the 
increased  facilities  required  by  dental 
students.  They  fully  appreciated  that  to 
the  dental  student  opf)ortunity  for  prac- 
tical work  was  of  equal  importance  to  the 
dictum  from  the  lecture  table,  and  the}' 
realized  the  difficulty  of  providing  for 
this  in  a  medical  school.  Several  at- 
tempts to  combine  the  two  'were  aban- 
doned  after   a   short  but  fair  trial. 
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Drs.  Hayden  and  Harris  of  Baltimore, 
the  Parmly  brothers,  and  other  promi- 
nent dentists  of  New  York  who  had  been 
prime  movers  in  these  attempts,  seeing  no 
other  way  determined  to  found  a  school 
for  the  express  purpose  of  teaching  dental 
science.  To  this  end  they  secured  a  char- 
ter from  the  state  of  Maryland  and  or- 
ganized the  Baltimore  College  of  Den- 
tal Surgery  early  in  1840.  Concurrent 
with  this  event,  under  the  same  auspices, 
the  publication  of  the  American  Journal 
of  Dental  Science  provided  a  much- 
needed  medium  for  the  interchange  of 
thoughts  and  ideas ;  this  was  followed  by 
the  organization  of  the  American  Asso- 
ciation of  Dental  Surgeons.  These  three 
notable  events  established  the  dental  pro- 
fession in  the  United  States  upon  a  firmer 
and  broader  foundation  than  it  ever  be- 
fore had  occupied.  That  the  time  was 
ripe  for  some  such  movement  is  evidenced 
by  these  events  following  each  other  so 
quickly,  and  by  the  further  fact  that 
within  a  very  short  time  dental  schools, 
dental  journals,  and  dental  societies 
rapidly  multiplied. 

Members  of  the  dental  profession  in 
Philadelphia  had  not  been  idle  during 
this  time.  Philadelphia  was  then  the 
recognized  center  of  medical  education  in 
the  United  States;  its  two  larger  col- 
leges enjoyed  a  well-deserved  world-wide 
reputation.  Members  of  the  dental  pro- 
fession residing  in  Philadelphia  had 
taken  an  active  part  in  the  organization 
of  the  American  Association  of  Dental 
Surgeons,  and  in  promoting  the  dental 
journal ;  in  furtherance  of  these  two  pro- 
jects they  worked  earnestly  and  in  har- 
mony. Eegarding  the  educational  move- 
ment, however,  trouble  quickly  developed. 
The  more  prominent  dental  practitioners 
possessed  the  medical  degree,  and  were 
not  inclined  to  favor  the  new  idea.     The 


prompt  indorsement  of  the  Baltimore 
College  by  the  American  Association  was 
resented  by  those  who  were  earnestly 
b  oping  to  make  the  medical  school  the 
proper  entrance  to  the  dental  profession. 
A  marked  conservatism  and  difference  of 
opinion  that  at  times  was  expressed  with 
much  bitterness,  seriously  hampered 
those  who  were  diligently  working  for 
better  things. 

About  this  time  Dr.  J.  F.  B.  Flagg,  the 
younger  son  of  Josiah  Flagg,  the  first 
native-born  American  dentist,  arrived  in 
Philadelphia.  He  had  previously  prac- 
ticed in  Providence,  Ehode  Island,  and 
brought  with  him  to  Philadelphia  a  repu- 
tation that  at  once  gave  him  a  standing 
among  his  professional  brethren.  He  was 
aggressive,  yet  tactful.  He  was  thoroughly 
imbued  with  the  true  professional  spirit, 
and  had  but  little  patience  with  the  ex- 
clusiveness  which  led  so  many  to  regard 
the  teachings  of  experience  as  trade  se- 
crets. His  personal  magnetism  and  genial 
manners  made  him  a  welcome  addition  to 
a  little  circle  of  those  who  like  himself 
were  willing  to  communicate  and  anxious 
to  learn.  Among  the  more  active  mem- 
bers of  this  little  group  who  met  now  and 
again  for  social  and  professional  inter- 
course at  each  others'  office  or  laboratory 
were  John  D.  White,  Stephen  T.  Beale, 
Eobert  Arthur,  and  J.  F.  B.  Flagg. 
While  Dr.  Arthur  was  not  at  this  time 
a  resident  of  Philadelphia,  on  account  of 
close  family  ties  he  was  a  frequent  visi- 
tor, and  took  a  keen  interest  in  all  that 
was  going  on.  This  beginning  of  that 
which  has  done  so  much  for  professional 
advancement  was  emphatically  a  "young 
men's"  movement;  it  interested  mainly 
the  younger  and  more  ambitious  element 
of  the  profession.  While  not  discouraged, 
it  received  but  little  assistance  from  the 
older  members  of  the  profession. 
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It  was  not  long  before  the  establish- 
ment in  Philadelphia  of  a  counterpart,  of 
the  Baltimore  College  of  Dental  Surgerj^ 
was  broached.  It  was  realized  that  in 
order  to  make  such  an  enterprise  suc- 
cessful it  was  necessar}^  to  first  cultivate 
and  inspire  among  the  dentists  of  Phila- 
delphia a  healthy  professional  sentiment. 
In  October  1845,  a  meeting  was  called  of 
dentists  resident  in  Philadelphia,  at 
which  it  was  determined  to  invite  all 
reputable  dental  practitioners  in  the  state 
of  Pennsylvania  interested  in  educational 
matters  to  a  convention,  to  consider  the 
propriety  of  forming  a  state  dental  so- 
ciety. In  response  to  this  invitation  the 
convention  met  December  15,  1845,  in 
the  lecture  room  of  the  Philadelphia  Mu- 
seum, then  situated  at  the  northeast  cor- 
ner of  Ninth  and  Sansom  streets,  Phila- 
delphia, and  on  the  following  day,  De- 
cember 46,  1845,  the  Pennsylvania  Asso- 
ciation of  Dental  Surgeons  was  organ- 
ized. 

In  an  address  at  the  golden  anniver- 
sary of  this  association,  held  December 
16,  1895,  Dr.  William  H.  Trueman 
said:  "The  association  was  organized 
for  a  specific  purpose.  It  was  the  out- 
come of  an  earnest  desire  of  the  progres- 
sive dentists  of  Philadelphia  to  establish 
in  Philadelphia  a  dental  college  having 
a  strong  state  dental  society  at  its  back." 

A  short  time  after  the  formation  of  the 
association  a  committee  was  appointed  to 
apply  to  the  legislature  of  the  state  for 
an  act  of  incorporation.  The  bill  was 
referred  to  a  committee  of  the  legislature, 
but  was  returned  negatived.  The  rea- 
sons given  by  the  chairman  were  that  it 
was  "inexpedient,  impracticable,  unneces- 
sary, and  without  the  sanction  of  the 
majority  of  the  dentists."  While  this 
was  discouraging,  it  did  not  dishearten 
the  friends  of  dental  education. 


On  December  13, 1847,  a  letter  was  read 
before  the  association  from  Dr.  Samuel 
Fleming  of  Harrisburg,  in  which  he  said : 
"Ever  since  the  organization  of  this  asso- 
ciation I  have  felt  a  deep  interest  in  its 
welfare,  for,  although  our  profession  has 
been  rapidly  emerging  from  the  trammels 
and  darkness  of  empiricism  into  the 
bright  sunlight  of  science,  and  its  re- 
quirements may  be  said  even  now  to  rank 
side  by  side  with  those  of  medicine,  yet 
we,  in  Pennsylvania,  have  been  without 
an  institution  or  association  of  any  kind. 
We  speak  with  pride,  and  justly  so,  of 
our  medical  schools  and  colleges,  and  yet 
we  are  behind  some  of  our  sister  states  in 
moving  for  the  promotion  of  dental  sci- 
ence. Can  there  be  a  question  then  as  to 
the  utility  of  this  association,  or  a  single 
doubt  as  to  its  ultimate  success?  I  tell 
you,  gentlemen,  that  public  sentiment  de- 
mands such  an  institution  for  the  sup- 
pression of  imposture  and  quackery,  and 
your  efforts  will  be  hailed  with  joy  by 
thousands  who  have  experienced  the  evil 
effects  of  ignorance  and  pretense.  In 
these  days  of  reform  no  argument  is 
needed  to  prove  the  necessity  of  united 
efforts  for  the  promotion  of  public  im- 
proveanent.  The  public  know  where  to 
look  for  it,  and  are  expecting  such  a 
movement  from  the  high-minded  and 
honorable  of  our  profession.  Go  on  then, 
gentlemen,  and  like  the  American  So- 
ciety, let  your  standard  be  high,  and  rest 
assured  your  efforts  and  your  self-denial 
will  one  day  be  rewarded." 

From  the  letters  of  Dr.  Fleming  to  the 
association,  to  Dr.  J.  D.  White,  and  to 
others  interested  in  the  proposed  dental 
college,  it  is  evident  he  was  an  earnest 
advocate  of  the  enterprise.  While  the 
association  as  a  body  was  keenly  inter- 
ested in  the  project  and  fairly  well  rep- 
resented the  profession,  the  opposition  of 
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those  who  looked  vvitli  dLsfiivor  upon  den- 
tal colleges  was  a  serious  hindrance. 
They  were  in  a  minority,  hat  they  were 
men  of  standing  and  influence.  The 
lahor  of  overcoming  this  opposition  and 
organizing  the  first  dental  college  in 
Pennsylvania  was  assumed  by  Drs.  J.  D. 
White  and  Stephen  T.  Beale  of  Philadel- 
phia, and  Dr.  Ely  Parry  of  Lancaster, 
Pa.  Dr.  J.  D.  White  was  a  dentist  of 
marked  ability,  he  had  a  large  practice, 
and  being  a  close  observer  and  studious, 
had  learned  much  that  was  new  and  val- 
uable. He  was  ever  ready  to  impart  to 
others,  and  had  a  well-deserved  reputa- 
tion as  a  dental  preceptor.  Dr.  Stephen 
T.  Beale  had  an  excellent  I'eputation  as 
a  skilful  dentist.  As  a  relaxation  from 
the  cares  of  a  large  practice,  he  now  and 
again  taught  music  of  evenings.  As  his 
reputation  as  a  dentist  became  known,  he 
was  solicited  to  give  instruction  in  mat- 
ters pertaining  to  his  profession  by  den- 
tal students  and  dental  practitioners  who 
desired  to  improve,  and  gave  up  his  music 
teaching  in  order  to  devote  the  time  to 
dental  instruction.  He  organized  classes 
■which  he  taught  in  his  office  and  labora- 
tory. Eealizing  that  there  was  much 
more  needed  by  a  properly  qualified  den- 
tist than  skill  in  mere  mechanical  manip- 
ulations, in  anticipation  of  becoming  a 
teacher  in  the  new  dental  college,  he  at- 
tended medical  lectures  in  the  Jefferson 
Medical  College,  the  University  of  Penn- 
sylvania, and  in  a  summer  medical  school. 
The  strain,  however,  proved  too  much; 
his  health  gave  way,  and  when  the  time 
came  he  was  unable  to  take  the  place  for 
which  he  was  so  well  qualified  in  the 
faculty  of  the  college  he  had  done  so 
much  to  make  possible.  These  three 
men  had  a  personal  interest  in  the  enter- 
prise in  so  far  as  they  expected  to  occupy 
positions    in    the    faculty;    nevertheless^ 


they  were  prompted  not  by  selfish  mo- 
tives, but  by  earnest  and  unselfish  devo- 
tion to  their  profession's  best  interests. 

There  are  extant  several  letters  to  and 
from  those  actively  engaged  in  pushing 
forward  this  enterprise  that  give  an  in- 
sight in/to  the  difficulties  they  encountered 
They  were  unfamiliar  with  the  methods 
of  procedure  for  obtaining  grants  from 
state  legislatures;  in  the  beginning,  at 
least,  they  did  not  appreciate  that  the 
authority  of  such  an  institution  as  that 
which  they  contemplated  should  be  lodged 
in  a  corporate  body  separate  and  distinct 
from  its  teaching  faculty.  Their  inex- 
perience in  these  matters  caused  a  long 
delay  in  properly  formulating  their  in- 
tentions and  desires,  in  seeking  and  en- 
deavoring to  overcome  an  occult  supposed 
adverse  influence,  and  in  securing  for 
their  scheme  an  interested  sponsor  to  pre- 
sent it  to  the  state  legislature.  A  care- 
fully prepared  bill  providing  for  a  dental 
college  and  defining  its  powers  and  priv- 
ileges was  prepared,  and  accompanied  by 
a  numerously  signed  petition*  was  pre- 


*"Petition  Pbesexted  to  the  Legislatube 
OF  Pexxsylvaxta  for  a  Charter  fob  a 
Dental  College." 

"To  the  Honorable,  the  Senate  and  House  of 
Representatives  of  the  Commomoealth  of 
Pennsylvania  in  General  Assembly  met: 

"The  Petition  of  the  subscribers,  Citizens 
of  the  Commonwealth  aforesaid,  respectfully 
showeth ;   that 

"Whereas,  The  Science  of  Dentistry  is  con- 
tinually improving  and  requires  facilities  for 
a  peculiar  attention  and  study  which  the 
General  College  of  Medicine,  wisely  estab- 
lished by  your  Honorable  Body,  fails  to  af- 
ford ;  and 

"Whereas,  It  is  a  distinct  profession,  de- 
manding great  skill  and  undivided  applica- 
tion of  the  practitioner,  who,  in  order  to 
guard  the  community  from  imposition  and 
pretence  in  what  not  only  concerns  comfort, 
but  even  health  and  life,  should  be  thoroughly 
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sented  and  read  before  the  state  legisla- 
ture at  the  session  of  1851 ;  hnt  it  went 
no  further.  Much  to  the  surprise  of  those 
having  the  matter  in  charge  it  was  then 
learned  that  a  charter  for  a  dental  college 
had  heen  granted  to  the  Hon.  Jesse  E. 
Burden,  a  member  of  the  legislature  from 
Philadelphia  and  an  influential  political 
leader,  at  the  previous  session,  under  date 


conversant  with  its  principles  and  practice. 
We,  therefore,  feeling  its  great  importance, 
ask  your  Honorable  Body  to  take  into  favor- 
able consideration  this  prayer  of  your  peti- 
tioners and  grant  them  the  accompaning  Act 
of  Incorporation,  that  they  may  in  conformity 
with  its  provisions  establish  a  College  for 
Dentists,  as  has  been  done  in  neighboring 
States,  where  they  may  be  taught  the  correct 
principles  of  their  profession,  and  that  thus 
they  may  obtain  the  knowledge  of  a  useful  and 
constantly  improving  science;  and  your  peti- 
tioners, as  in  duty  bound,  will  ever  pray, 
etc." 

This  petition  was  signed  by  seventy-five 
dentists,  and  also  by  many  medical  practi- 
tioners. 

The  bill  sent  with  the  petition  read : 

"Be  it  enacted  by  the  Senate  and  House 
of  Reoresentatives  of  the  Comonwealth  of 
Pennsylvania  in  General  Assembly  met;  and 
it  is  hereby  enacted  by  the  authority  of  the 
same,  that  Eli  K.  Price  .  .  .  and  their  as- 
sociates and  successors  (provided,  however, 
that  their  number  shall  at  no  time  exceed 
eleven  members)  be,  and  they  are  herebj' 
made  and  created  a  body  politic  and  corpo- 
rate in  law  and  in  fact  of  the  name  and  style 
of  the  Trustees  cf  the  Philadelphia  College 
of  Dental  Surgery  and  under  that  name  shall 
be  perpetual  succession,  and  may  sue  and  be 
sued,  have  a  common  seal,  purchase,  hold  and 
convey  all  lands  and  tenants,  money,  goods, 
chattels  and  effects  (provided,  however,  that 
said  corporation  shall  hold  no  more  real 
estate  than  the  buildings  and  fixtures  neces- 
sary for  a  full  course  of  dental  instruction) 
and  to  make  all  rules  and  by-laws  necessary 
for  their  government,  not  contrary  to  the 
laws  and  Constitution  of  this  Commonwealth. 


of  May  13,  1851.  His  infl.uence  was  suf- 
ficiently patent  to  prevent  any  further  ac- 
tion at  that  time,  so,  in  order  to  avoid 
further  vexatious  delay  it  was  determined 
to  secure  the  advantages  a  charter  would 
afford  by  an  amicable  arrangement  with 
the  holder  of  the  act  of  incorporation  al- 
ready in  force.  Accordingly  the  Penn- 
sylvania association  arppointed  a  commit- 


"Three  members  of  the  Board  of  Trustees 
shall  constitute  a  quorum  to  transact  any 
business  except  the  appointment  or  removal 
of  a  trustee  or  a  professor,  when  a  majority 
of  the  whole  Board  of  Trustees  shall  be  re- 
quired to  form  a  quorum  to  act. 

"The  Board  of  Trustees  shall,  within 
.  .  .  months  after  the  passage  of  this  Act, 
meet  and  organize  by  the  appointment  of  a 
president  and  a  secretary,  and  elect  five  or 
more  professors  competent  to  teach  dental 
surgery  in  all  its  branches,  who  shall  consti- 
tute the  faculty  of  the  college,  to  whom,  as 
a  body,  shall  be  committed  the  immediate 
regulations  and  government  of  the  school, 
subject  to  the  rules  and  by-laws  of  the  trus- 
tees. 

"A  professor  may  be  removed  by  the  trus- 
tees for  incompetency,  neglect  of  duty,  or 
misconduct,  when  the  removal  is  recommended 
by  all  the  other  members  of  the  Faculty. 
When  a  professor  is  to  be  appointed  to  fill  a 
vacancy  in  the  Faculty,  the  candidate  shall 
be  recommended  by  the  remaining  members 
of  the  Faculty,  when,  if  the  Board  of  Trus- 
tees approve  of  the  candidate  they  shall  ap- 
point him. 

"The  Faculty  shall  have  the  power  to  de- 
termine the  course  of  instruction,  and  the 
necessary  qtialification  for  any  degree  of 
Doctor  of  Dental  Surgery  to  be  conferred. 

"They  shall  examine  the  candidates  for 
graduation,  and  if  they  are  found  qualified, 
recommend  them  to  the  Board  of  Trustees  as 
worthy  of  the  degree  of  Doctor  of  Dental 
Surgery,  when,  if  the  recommendation  is  ap- 
proved of  by  them,  they  shall  have  power  to 
confer  the  degree  or  cause  it  to  be  conferred 
as  recommended,  provided  said  trustees  shall 
have  no  power  to  confer  any  degree  except 
that  of  Doctor  of  Dental  Surgery." 
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tee  to  confer  with  Mr.  Burden,  and  to 
arrange  plans  by  which  the  desired  den- 
tal college  could  be  established.  After 
much  negotiation  an  agreement  was 
reached  providing  that  the  association 
should  select  the  faculty  and  Mr.  Bur- 
den name  the  trustees. 

The  Ajssociation  named  as  the  faculty : 
Drs.  J.  D.  White,  Ely  Parry,  Eobert  Ar- 
thur, Elisha  Townsend,  and  T.  L.  Buck- 
ingham. The  trustees  named  were :  Eli 
K.  Price,  George  L.  Busby,  Washington 
L.  Atlee,  M.D.,  T.  S.  Arthur,  George 
Truman,  M.D.,  William  G.  Alexander, 
Joseph  B.  Smith,  William  Vogdes,  Hon. 
Jesse  E.  Burden,  E.  C.  Dale,  Hon.  James 
Hepburn,  Charles  Townsend,  Lewis  E. 
Eeading,  Gillingham  Fell,  Alexander 
Gaw,  William  Craig,  and  Benjamin  Ma- 
lone. 

During  the  summer  of  1852,  rooms 
over  Jones,  White  &  McCurdy's  Dental 
Depot,  No.  116  (now  528)  Arch  street, 
were  secured,  fitted  up  and  furnished  as 
lecture  room,  operating  room,  and  labor- 
atory. The  faculty  organized  by  elect- 
ing Dr.  Elisha  Townsend  to  the  dean- 
ship,  and  instituting  the  following  chairs : 
J.  D.  White,  M.D.,  D.D.S.,  professor  of 
anatoni}^  and  physiology;  Ely  Parry, 
M.D.,  D.D.S.,  professor  of  chemistry,  ma- 
teria medica,  and  special  therapeutics; 
Eobert  Arthur,  D.D.S.,  professor  of  prin- 
ciples of  dental  surgery;  Elisha  Town- 
send,  M.D.,  D.D.S.,  professor  of  opera- 
tive dental  surgery;  T.  L.  Buckingham, 
M.  D.,  professor  of  mechanical  dentistry ; 
L.  P.  Whipple,  M.D.,  demonstrator  of 
surgical  and  mechanical  dentistry.  Fees, 
each  professor,  $15 ;  demonstrator,  $10 ; 
diploma,  $30. 

The  first  dental  college  in  Pennsylva- 
nia, the  Philadelphia  College  of  Dental 
Surgery,  was  now  fullv  organized  and 
promptly  issued  its  first  announcement, 


from  which  we  make  the  following  ex- 
tracts : 

"The  Philadelphia  College  of  Dental  Sur- 
gery takes  its  legal  existence  under  a  charter 
from  the  Pennsylvania  Legislature  conferring 
upon  it  collegiate  powers  and  privileges,  cor- 
responding to  those  ordinarily  granted  to  the 
schools  of  general  medicine  and  surgery;  the 
faculty  is  regularly  and  effectively  organized, 
and  the  institution  stands  prepared  to  fulfil 
the  duties  it  is  designed  to  perform  in  the 
service  of  dental  medicine  and  surgery. 

"Twelve  years  ago  the  first  dental  college 
in  the  world  was  founded  in  the  city  of  Balti- 
more. The  history  of  that  noble  pioneer  in 
this  department  of  the  educational  system  of 
our  profession  fully  justifies  the  highest  hopes 
of  its  founders  and  friends. 

"It  is  entitled  to  the  credit  of  contributing 
much  in  demonstrating  the  advantage  and 
hastening  the  establishment  of  its  successors. 
Two  or  three  other  schools  answering  to  the 
rapidly  growing  demand  have  since  been  es- 
tablished in  our  country,  and  now  the  same 
impulse  has  thrust  the  Philadelphia  College 
into  existence. 

"The  faculty  feel  no  necessity  to  argue  the 
right  or  the  propriety  of  their  enterprise,  or 
to  vindicate  its  policy  or  its  prospects.  They 
feel  that  they  are  but  yielding  to  a  necessity 
of  their  position  and  performing  a  duty  which 
their  relation  to  the  profession  and  the  public 
renders  imperative.  Public  opinion  has  de- 
cided all  the  questions  fundamental  to  the 
general  enterprise  of  collegiate  instruction 
in  Dentistry,  and  it  remains  only  for  the  pro- 
fessio'i,  wherever  favorably  situated,  to  pro- 
vide the  ways  and  means  to  meet  the  require- 
ments. Philadelphia  is  the  acknowledged 
metropolis  of  medical  learning  in  the  United 
States,  and  must  sooner  or  later  take  her 
position  'in  the  great  work  of  dental  educa- 
tion. In  the  judgment  of  those  who  have 
now  undertaken  it,  the  time  has  fully  come 
for  such  active  exertions  as  they  are  able  to 
make  in  the  furtherance  of   the   movement. 

"This  city  has  now  six  medical  colleges 
and  a  number  of  private  institutions  of 
the  highest  character,  in  which  more  than 
twelve  hundred  pupils  from  all  parts  of  the 
continent  are  annually  receiving  instruction, 
and  a  museum,  libraries,  hospitals,  dispensa- 
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ries,  and  other  educational  advantages  con- 
nected with  these  schools  and  open  to  their 
pupils,   are  of  unsurpassed  excellence. 

"All  the  collateral  aids  to  systematic  in- 
struction in  our  department  of  surgical 
science  will  be  fully  at  the  command  of  our 
pupils.  The  professors  and  directors  of  these 
institutions  give  us  an  hospitable  welcome 
to  the  field  of  our  proper  Avork.  These  su- 
perior advantages  obtained  by  our  city  and 
the  prospects  of  success  which  they  promise, 
stimulating  the  zeal  and  sustaining  the  ef- 
forts of  the  faculty,  will  be  felt  throughout  the 
country  as  a  pledge  of  such  prosperity  to  our 
new  institution  as  renders  it  worthy  of  the 
best  support  and  reliable  for  the  best  results 
in  the  advancement  of  its  pupils  and  in  the 
general  prosperity  of  the  profession.  The  pro- 
fessors are  all  practicing  dentistry,  therefore 
the  course  of  instruction  Avill  not  only  be 
theoretical  but  practical. 

"A  clinical  department  especially  arranged 
to  afford  the  pupils  actiial  practice  in  all  the 
branches  of  treatment  will  be  provided,  and 
opportunities  will  be  so  ample  that  the  intel- 
ligent and  industrious  student  may  attain 
greater  skill  and  familiarity  with  dental  prac- 
tice than  is  usually  acquired  in  the  first  four 
years  of  professional  life." 

The  first  matriculate  was  Louis  Jack, 
who  registered  September  3,  1852.  C. 
Newlin  Peirce  matriculated  shortly  after- 
ward. Both  of  these  gentlemen  have 
earned  honored  positions  in  their  profes- 
sion; the  former,  not  only  as  a  skilful 
practitioner,  but  also  by  his  earnest  and 
well-directed  efforts  for  professional  ad- 
vancement; the  latter,  as  a  student  and 
writer,  and  by  his  long  service  as  pro- 
fessor in  the  Pennsylvania  College  of 
Dental  Surgery. 

Thirty-three  students  matriculated  for 
the  first  session,  which  began  on  the  first 
Monday  in  November  1852.  Dr.  Elisha 
Townsend  delivered  the  opening  address. 
In  the  course  of  his  remarks  he  said: 
"The  city  in  which  our  school  is  located 
holds,  above  all  dispute,  the  position  of 
medical  metropolis  to  the  American  con- 


tinent. Its  libraries,  museums,  hospi- 
tals, and  colleges  are  inferior  to  none  in 
the  world  in  excellence  and  adaptation  to 
the  purpose  of  professional  education. 
The  attendance  of  over  twelve  hundred 
students  at  every  session  of  collegiate  lec- 
tures is  ample  proof  of  the  eminent  rank 
which  Philadelphia  has  sustained  in  this 
respect,  and  it  is  a  circumstance  of  ma- 
terial importance  also  to  the  prosperity  of 
our  enterprise." 

The  first  meeting  of  the  faculty  after 
they  had  commenced  practical  work  was 
held  November  22,  1852.  Dr.  J.  D. 
White  occupied  the  chair  and  Dr.  Elisha 
Townsend  officiated  as  secretary.  It 
was  an  important  meeting,  as  many  de- 
tails concerning  the  college  and  its  man- 
agement which  had  not  been  reached 
owing  to  press  of  business  incident  to  or- 
ganizing the  college  and  furnishing  its 
lecture  and  workrooms  remained  to  be 
considered. 

Dr.  Eobert  Arthur  presented  a  form 
of  diploma  to  be  used  by  the  college. 
This  departed  from  the  usual  custom  in 
that  it  was  in  English  instead  of  Latin. 
This  being  an  important  matter  it  was 
laid  over  to  be  considered  at  a  future 
time. 

On  motion  of  Dr.  Parry  it  was  decided 
that  candidates  for  graduation,  should 
prepare  and  present  to  the  dean  on  or  be- 
fore the  first  of  February,  accompanied 
by  the  graduation  fee,  a  thesis  upon  some 
subject  connected  with  the  science  of  den- 
tistry, the  said  thesis  to  be  at  least  twelve 
pages  of  thesis  paper  in  length. 

On  motion  of  Dr.  T.  L.  Buckingham, 
each  candidate  for  graduation  was  re- 
quired to  construct  and  leave  with  the 
college  one  piece  of  mechanical  work, 
upon  which  his  capability  for  practice 
should  be  judged. 

On  motion  of  Dr.  Arthur,  each  can- 
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didate  for  graduation  must  also  exhibit 
to  the  faculty,  in  further  proof  of  his 
capability  for  practice,  a  patient  whose 
mouth  has  been  put  in  thorough  order 
according  to  his  own  judgment  and  dis- 
cretion. It  was  also  decided  to  exact  the 
graduation  fee  from  all  gentlemen  upon 
whom  the  honorary  degree  is  conferred. 

Of  other  faculty  meetings  no  record 
has  been  found  until  that  of  January  G, 
1854. 

During  the  session  of  1852-53,  fifteen 
lectures  were  delivered  each  week,  and  a 
clinical  lecture  by  one  of  the  professors 
on  Saturdays.  The  forenoon  was  devoted 
to  mechanical  work  in  the  laboratory  and 
clinic  room,  and  the  afternoon  to  operat- 
ing. 

The  first  annual  commencement  was 
held  in  Sansom  Street  Hall,  Sansom 
street  below  Seventh,  February  28,  1853. 
The  rules  of  the  college  required  that  a 
student  should  attend  two  sessions  to  be 
eligible  for  graduation.  It  was  provided, 
however,  that  three  years'  previous  ac- 
tual practice  would  be  considered  equiva- 
lent to  the  first  session.  Under  this  lat- 
ter provision  the  degree  of  Doctor  of  Den- 
tal Surgery  was  conferred  by  the  dean 
upon  the  following  seven  regular  gradu- 
ates : 

S.  Townsend  Brown,  Phcenixville,  Pa. 
George  W.  Emerson,  Washington,  D.  C. 
James  S.  Gilliams,  M.D.,  Philadelphia,  Pa. 
Henry  Garrett,  Wilmington,  Del. 
E..  Allison  Miller,  Huntingdon,  Pa. 
Arthur  B.  Williams,  Washington,  D.  C. 
John  Scott,  Connecticut. 

The  honorary  degree  was  conferred 
upon  the  following  twenty-two : 

William  Bradley,  M.D. 
J.  F.  B.  Flagg,  M.D. 
Jamef3  M.  Harris,  M.D. 
Daniel  Neall. 
Charles  Townsend,  Jr. 


Samuel  Stockton  Wliite. 

Thomas  W.  Evans,  Paris,  France. 

James  Fleming,  Harrisburg,  Pa. 

William  R.  Webster,  Richmond,  Indiana. 

Stephen  T.  Beale,  M.D. 

William  W.  Fouche. 

John  H.  McQuillen,  M.D. 

Frederick  Reinstein. 

D.  B.  Whipple,  M.D. 

J.  F.  Flagg,  M.D.,  Boston,  Mass. 

O.  R.  Post,  Brattleboro,  Vermont. 

S.  Dillingham. 

Jacob  Gilliams,  M.D. 

S.  L.  Mintzer. 

Edward  Townsend. 

C.  C.  Williams. 


Dr.  Townsend,  after  announcing  the 
names  of  those  receiving  the  honorary 
degree,  said:  "In  conferring  these  de- 
grees the  faculty  was  governed  by  con- 
siderations which  have  ample  warrant  in 
the  peculiar  circumstances  of  the  college 
and  the  profession. 

"Many  gentlemen  who  now  adorn  the 
profession  entered  it  when  the  opportu- 
nities for  collegiate  instruction  and  col- 
legiate honors  were  not  within  their 
reach.  They  have  earned  from  the  pub- 
lic and  from  their  brethren  at  least  equal 
rank  with  those  who  now  by  official  posi- 
tion have  legal  power  to  certify  to  their 
worthiness,  and  it  was  felt  to  be  but  just 
and  decorous  to  accord  the  claim. 

"The  effort  which  the  college  is  making 
to  establish  a  formal  standard  of  charac- 
ter in  the  profession,  while  it  owes  this 
justice  to  deserving  men,  and  could  not 
without  invidiousness  withhold  it,'  will 
also  be  greatly  forwarded  by  the  frank  ac- 
ceptance of  this  distinction  of  the  schools, 
on  the  part  of  men  of  acknowledged 
merit/'* 

The  valedictory  address  was  delivered 
by  Prof.  J.  D.  White.     In  the  opening 


187. 


Dental  Neios  Letter,  a'oI.  vi,  pages  186  and 


332 


FOUKTH    INTERNATIONAL    DENTAL    CONGRESS. 


paragraphs  lie  said:  "Grentlemen,  the 
period  must  come,  by  the  mutations  of 
time,  when  the  nearest  and  dearest 
friends  and  relatives  must  say  farewell; 
that  period  has  come  to  us,  and,  in  the 
name  of  the  trustees  and  faculty  of  your 
alma  mater,  I  am  entrusted  with  the 
pleasing  duty  to  convey  to  you  our  warm- 
est congratulations  on  the  successful  com- 
pletion of  the  course  of  studies  which 
were  arranged  for  you  to  pursue,  and 
also  to  tender  to  you  such  sentiments  of 
encouragement  as  may  stimulate  you  to 
exertion,  when  the  trials  of  the  new  life 
which  this  epoch  opens  before  you  would 
threaten  to  crush  the  spirit  in  its  legiti- 
mate and  arduous  exertions.  Today  wit- 
nesses the  going  into  the  world  of  the 
first  graduates  of  the  only  dental  college 
in  this  state,  and  is  of  course  a  period 
from  which  will  date  the  AAorking  of  an 
influence,  for  good  or  for  evil,  in  our  be- 
loved profession,  proportionately  as  you 
impress  the  communities  which  hereafter 
shall  be  the  field  of  your  duties." 

He  reminded  the  graduates  that  the 
good  name  of  their  calling  was  in  their 
hands,  and  expressed  the  hope  that  the 
educational  advantages  they  had  enjoyed 
would  return  a  profit  in  valuable  im- 
provements in  the  art,  and  in  winning  for 
the  profession  a  more  honorable  place  in 
the  community.  He  then  referred  to  the 
rise  and  progress  of  the  dental  educa- 
tional movement  in  Philadelphia  which 
had  culminated  in  the  organization  of  the 
college  now  sending  forth  its  first  gradu- 
ating class.  He  referred  to  the  extensive 
field  covered  by  medicine,  and  how  useless 
it  was  to  expect  that  with  so  much  to  con- 
tend with  imedical  instructors  can  prop- 
erly instruct  dentists.  He  defended  den- 
tistry as  a  specialty  of  medicine,  and  the 
dental  college  in  its  special  teaching,  icon- 
tending  that  it  is  not  necessary  for  a  mer- 


chant to  learn  the  details  oi  every  branch 
of  business  before  being  considered  com- 
petent to  enter  any  one  branch.  "Den- 
tistry," he  declared,  "will  form  a  very 
broad  specialty — ^sufiiciently  broad  to  re- 
quire the  largest  capacities  to  fully  com- 
prehend."* 

The  closing  prayer  was  then  offered  by 
the  Rev.  -Dr.  Howe. 

In  the  evening  a  banquet  was  tendered 
the  graduates  by  the  faculty  and  about 
fifty-five  guests  sat  down  to  a  strictly 
temperance  repast,  the  toasts  being  drunk 
in  water. 

The  demonstrator,  Dr.  L.  P.  Whipple, 
in  a  note  to  the  Dental  News  Letter  (vol. 
vii,  October  1853,  page  39),  gives  the  fol- 
lowing record  of  clinical  operations  dur- 
ing the  session,  which  began  the  first 
Monday  of  November  1852,  and  termi- 
nated on  the  first  of  March  1853  : 

Fillings     273 

Treatment  of  the  nerve 26 

Treatment    of    the    nerve,    which    proved 

successful     22 

Extractions    191 

Pivot  teeth  set   5 

Superficial  caries  removed  by  filing  and 

polishing 9 

Removal  of  calculi    10 

Entire  sets  inserted 1 

Partial  sets  inserted 3 

Obturator,   constructed  and   inserted ....  1 

Treatment    of   irregularities 1 

In  making  this  report  he  calls  atten- 
tion to  the  variety  of  operations  per- 
formed, and  to  the  value  of  this  opportu- 
nity of  seeing  and  doing  so  much  prac- 
tically at  the  dental  chair,  an  opportunity 
a  student  who  relies  exclusively  upon  his 
preceptor  for  practical  instruction  is  not 
likely  to  enjoy. 

The  second  course  of  lectures  began  on 


*Dental  Neios  Letter,  vol.  vi,  page  129. 
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the  first  Monday  of  Naveiriber  1853. 
Thirty-three  students  matriculated.  The 
session  closed  February  28,  1854,  when 
the  annual  commencement  was  held  in 
Musical  Fund  Hall,  on  Locust  street 
above  Eighth.  At  this  commencement 
the  degree  of  D.D.S.  was  conferred  upon 
the  following  nineteen  regular  graduates 
by  Prof.  Ely  Parry,  in  the  absence  of  the 
president  of  the  college,  the  Hon.  Eli  K. 
Price : 

Horton  Bailey,   Pennsylvania. 
William  Calvert,   Pennsylvania. 
Firman  Coar,  Pennsylvania. 
Alexander  G.   Coffin,  Massachusetts. 

E.  G.  Cogburn,  Mississippi. 
Benjamin  Cohen,  Germany. 
Samuel  W.  Frazer,   Pennsylvania. 
William  Gorges,   Pennsylvania. 
Eli  W.  Haines,  Delaware. 

W.  Storer  How,  Maine. 
Louis  Jack,  Pennsylvania. 
Bernard  J.  Loughlin,  Pennsylvania. 
C.  Newlin  Peirce,  Pennsylvania. 
Isaiah  Price,  Pennsylvania. 
David  Roberts,  Pennsylvania. 
John  M.  Rothrock,  North  Carolina. 
John  E,.  Rubencame,  Pennsylvania. 
Thomas  H.  Shaw,  Alabama. 
James  Truman,  Pennsylvania. 

The  honorary  degree  was  conferred 
upon  the  following  seven  gentlemen : 

John  Tomes,  London,  England. 
J.  G.  Koehler,  Schuylkill  Haven,  Pa. 
Paul  Beck  Goddard,  M.D.,  Philadelphia,  Pa. 
Chapin  A.  Harris,  M.D.,  Baltimore,  Md. 

F.  M.  Dixon,  Philadelphia,  Pa. 
Charles  Moore,  Pottstown,  Pa. 
John  R.  McCurdy,  Philadelphia,  Pa. 

Prof.  Elisha  Townsend  delivered  the 
valedictory  address,  as  follows : 

Gentlemen: — The  ceremonial  of  this  even- 
ing formally  admits  you  to  the  honors  of  the 
Doctorate  in  Dentistry.  The  term  of  your 
pupilage  is  closed;  your  diploma  certifies 
your  right  legitimately  to  practice  and  teach 
your  profession,  and  the  duties  and  autliority 


of  the  faculty  which  has  conferred  your  well- 
earned  degrees  terminates  with  the  act  which 
places  the  pupil  in  the  rank  of  technical 
equality  with  his  teacher.  In  the  name  of 
the  faculty  and  of  the  profession,  I  bid  you 
welcome,  and  exciiange  with  you  the  cordial 
embrace  of  professional  fraternity. 

Suppressing  the  expressions  of  those  per- 
sonal regrets  that  necessarily  attend  the  sev- 
erance of  ties  which  have  bound  us  together 
in  our  collegiate  relations,  as  much  because 
they  do  not  admit  of  adequate  utterance  as 
because  they  are  compensated  by  the  pleasures 
of  those  still  higher  and  worthier,  though  less 
intimate  connections,  which  are  now  estab- 
lished between  us,  allow  me  to  address  you 
these,  our  last  lingering  words,  in  the  altered 
tone  of  the  new  functions  and  responsibilities 
which  }ou  this  evening  assume  to  the  profes- 
sion .and  to  the  world. 

Of  that  second,  seZf-education  now  to  com- 
mence with  you,  1  have  little  to  say.  The  in- 
structions already  delivered  from  the  several 
chairs  upon  which  you  have  attended,  must 
serve  both  for  communicating  what  we  had 
to  teach  and  directing  you  in  the  method  of 
what  you  still  have  to  learn.  Systematic  edu- 
cation in  dentistry  does  not  terminate  in  con- 
fessions and  apologies  for  incapability  to 
effect  its  intentions.  It  does  not  frustrate  its 
own  design  by  cramming  its  graduates  with  a 
chaos  of  theories  to  the  suffocation  of  the  in- 
tellect. It  does  not  crowd  the  science  of  half 
a  dozen  professions  into  the  program  of  a 
single  novitiate.  Nor  does  it  so  sever  the  dis- 
cipline of  practice  from  the  study  of  princi- 
ples as  to  leave  the  alumni  of  its  schools  in 
the  helplessness  of  utter  inexperience  at  the 
outset  of  their  independent  career.  Fortu- 
nately for  you,  the  change  from  the  prepara- 
tory study  to  that  of  responsible  practice, 
under  our  method,  is  as  nothing  compared 
with  the  compound  profession  of  medicine  and 
surgery,  into  which  the  degree  of  Doctor  of 
Medicine  plunges  the  untrained  disciple  of  the 
general  healing  art.  Having  finished  our 
professional  prelections  and  ascertained  your 
proficiency  by  tests  that  are  not  mere  ab- 
stractions, and  cannot  be  illusory,  we  can  in 
the  strictest  justice  of  application  say  to  you, 
when  we  send  you  out  to  the  warfare  of  life, 
"Walk  by  the  same  rule,  and  mind  the  same 
things  whereto  you  have  already  attained." 

Our  specialty  in  the  healing  art  has   such 
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balance,  adjustment  and  relation  among  its 
elements,  and  so  happily  illustrates  and  veri- 
fies its  theory  and  its  practice  throughout  the 
whole  period  of  study,  that  we  are  not  obliged 
to  adopt  the  fashionable  valedictory  warning 
which  announces  to  the  terrified  graduates 
that  "they  are  now  only  indoctrinated  to  the 
facts  and  principles  of  their  study,  and  can- 
not be  said  to  have  fairly  commenced  to  learn 
their  profession  until  they  have  entered  its 
practice."  You,  gentlemen,  in  your  public 
study,  as  well  as  tinder  your  private  pre- 
ceptors, have  been  trained  and  instructed  to 
a  fair,  practical  proficiency  in  every  depart- 
ment of  the  calling  which  your  diplomas  de- 
clare you  competent  to  undertake.  We  need, 
therefore,  at  the  moment  of  parting,  say  to 
you  nothing  but — go  forward  in  the  work  of 
self-development.  Whether  in  the  conduct  of 
your  continued  studies,  or  in  the  fulfilment 
of  the  varied  duties  before  you,  we  have  but 
one  word  to  utter — persevere.  As  we  have 
hitherto  so  far  conducted  you,  so  we  for  the 
future  direct  you.  We  know  of  nothing  be- 
fore you  that  need  surprise  you.  We  know 
of  nothing  Ijdng  in  wait  for  you  that  is  not 
fully  provided  for  in  the  teachings  already 
imparted.  We  take  leave  to  say  that  we  have 
not  turned  you  out  of  our  hands  Doctors  of 
Parchment — dentists  in  expectancy,  or  perad- 
venture,  but  we  pronounce  you  dentists  now 
— worthy  of  the  title  and  ready  for  use.  I  do 
not  say  that  the  growth  of  manhood  and  old 
age  does  not  lie  out  in  long-drawn  prosjiective 
before  you,  btit  I  do  say  that  you  have  reached 
your  professional  majority  in  the  qualifica- 
tions of  your  art;  in  a  word,  that  you  are 
not  so  many  collegiate  grubs,  waiting  for 
your  wings  till  they  are  grown  by  the  tedious 
and  painful  metamorphosis  of  future  experi- 
ence. Your  system  of  study,  both  in  method 
and  appliances,  is  an  actual  matter-of-fact 
anticipation  of  future  practice,  and  if  any  of 
you  have  the  slough  of  chrysalis  yet  to  cast, 
it  is  either  because  you  or  we,  or  both,  have 
been  delinquent  in  our  duty;  it  is  not  an  in- 
trinsic fault  in  the  policy  of  dental  educa- 
tion. The  method  of  study,  the  direction  of 
principles  and  the  drill  of  practice,  you  will 
bear  us  witness,  iiave  run  current  with,  and 
been  incorporated  in,  all  our  teachings  in  such 
interdependence  that  you  are  well  assured 
today  of  the  pathway  that  will  lead  you  on- 
ward to  the  attainment  of  your  future  aims, 


and  guide  you  safely  to  their  eventful  achieve- 
ment. Nothing  less  than  this  would  answer 
the  promise  and  the  trust  implied  in  the  con- 
tract entered  into  between  us.  You  carry 
with  you  from  these  halls  the  certificate  of 
the  faculty  that  you  have  well  and  honorably 
performed  your  part  of  the  engagement,  and, 
we  tnist  you  veiy  confidently  to  demonstrate 
to  the  Avorld  the  fulfilment  of  the  pledge  on 
our  part.  Yesterday,  gentlemen,  you  were 
our  pupils,  but  today  you  take  rank  and  fel- 
lowship with  us  in  our  common  profession; 
and  laying  aside  the  claims,  with  the  duties 
and  relations  of  preceptor  and  pupil,  let  us 
turn  together  for  a  moment  to  the  considera- 
tion of  some  of  those  interests  and  responsi- 
bilities which  have  now  become  our  mutual 
and  equal  concern  as  members  of  the  profes- 
sion. 

Dentistry  is  usually  spoken  of  as  a  branch 
of  the  great  healing  art,  but  in  point  of  fact 
it  has  grown  not  out  of  the  stem  but  up  from 
the  root  of  the  tree  of  remedial  science,  and 
as  it  has  not  sprung  from,  so  it  does  not  de- 
pend upon  the  older  trunk,  but  stands  beside 
it,  drawing  its  separate  nourishment  from  the 
same  soil  indeed,  yet  by  the  independent  ener- 
gies of  its  own  vitality.  Hitherto,  in  fact,  it 
has  been  indebted  rather  for  shadow  than  sun- 
shine to  the  elder-bom  growth.  A  thrifty 
sapling  it  has  proved,  with  roots  and  branches 
of  its  own;  distinct  in  its  vital  economy, 
though  kindred  in  origin;  distinct,  also,  in 
its  forttmes  and  necessarily  so  in  the  condi- 
tions and  policy  of  its  culture.  Moreover,  it 
has  already  so  far  matured  that  it  is  full 
time  for  it  to  be  set  out  by  itself  for  larger 
room  to  grow  and  ripen  its  proper  fruits. 

Doctor  of  Dental  Surgery  is  a  compara- 
tively new  patent  of  nobility  in  the  heraldry 
of  science,  and  necessarily  institutes  the  re- 
lations and  duties  of  a  new  order  in  the  dip- 
lomatic ranks.  To  this  service  Ave  have 
pledged  a  generous  devotion.  We  have  en- 
listed in  the  regular  army  of  advance,  and 
the  consciousness  that  its  fortunes  must  be 
vitally  affected  by  our  conduct  in  the  field, 
cannot  fail  to  fire  the  zeal  and  steady  the 
fidelity  due  to  the  cause.  What  does  it  ask 
at  our  hands,  and  how  shall  we  best  answer 
its  great  demands? 

Very  rapidly  and  successfully,  but  still 
very  recently,  our  profession  has  advanced 
from  a  sheer  chaos  of  empiricism  to  the  form 
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aJid  order  of  a  regular  systematic  art;  so 
founded  upon  principles,  and  so  justified  by 
experience  as  entitles  it  to  the  character  of 
an  integral  science.  It  has  also  riclily  pro- 
vided itself  with  the  apparatus  and  methods 
of  future  growth  and  progressive  achievement. 
Already  we  are  in  possession  of  elementary 
treatises  on  every  department  of  the  study. 
We  have  an  able  periodical  literature,  and  col- 
leges for  thorough  and  comprehensive  educa- 
tion are  springing  up  with  a  rapidity  and  a 
capability  almost  equal  to  the  demands  of 
the  times.  We  have  so  well  advanced  in  the 
transition  stage  of  our  progress,  if  not  quite 
passed  it,  that  the  elements  of  a  permanent 
order  are  rapidly  arranging  themselves  into 
the  most  efficient  forms.  Our  duties  are  de- 
termined by  these  favorable  conditions,  and 
our  obligations  proportionately  enhanced  by 
the  resulting  facility  of  their  performance. 
The  duties  before  us,  it  seems  to  me,  may  be 
best  understood  by  dividing  them  into  two 
concurrent  but  distinct  branches.  The  first 
and  most  direct  i?  the  improvement  of  the 
profession  by  all  the  aid  it  is  in  our  power 
to  contribute;  and  the  second,  the  equal  obli- 
gation which  lies  upon  us  to  repress  and  erad- 
icate the  remaining  irregularity  and  un- 
worthiness  that  still  attaches  to  the  frater- 
nity. The  duties  under  the  first  division,  which 
I  have  placed  first  becaiise  they  lie  nearest 
home,  and  are  first  in  rank  and  importance 
to  the  objects  aimed  at,  fall  for  the  most 
part  within  the  regular  range  of  that  self- 
culture  and  self-improvement  which  concerns 
our  individual  interests  most  narrowly  con- 
sidered. 

Whatever  we  can  do  to  render  our  art 
most  helpful  to  our  patients  will  best  serve 
to  enhance  the  character  of  the  profession 
and  raise  the  standard  of  its  public  estima- 
tion. In  the  proportion  that  we  illustrate  its 
dignity  and  demonstrate  its  utility  in  our 
practice  and  conduct,  we  will  have  advanced 
the  requirements  that  the  public  will  make 
upon  all  who  in  our  own  neighborhood  make 
claims  of  proficiency  in  our  science.  To  the 
extent  that  we  shall  be  able  to  indicate  a 
clear  superiority,  we  will  have  established  a 
I'eforming  criticism  over  the  pretensions  and 
a  correcting  influence  over  the  practice  of  in- 
ferior men.  The  legitimate,  the  best  mode  of 
exposing  the  darkness  around  you  is  by  the 
brightness  of  the  light  you  shed   into  it,  and 


tlie  happy  advantage  of  this  method  is,  that 
while  it  exposes  it  also  dispels  it.  But  be- 
sides this,  and  a  little  beyond  it,  there  is  the 
duty  we  owe  to  the  profession  at  large,  of 
contributing  by  word  and  deed,  by  care  and 
service,  to  the  efficiency  and  success  of  all  the 
means  that  are  available,  especially  all  those 
that  are  already  provided  for  the  liberal  edu- 
cation of  the  men  who  are  hereafter  to  fill 
our  places.  The  responsibility  resting  upon 
you  in  this  behalf  embraces  several  important 
particulars.  I  can  only  glance  at  them  now, 
and  commend  them  to  the  fuller  consideration 
which  they  deserve  from  you.  The  private 
education  of  pupils  in  dentistry  is  a  high  and 
responsible  trust  necessarily  incident  to  the 
doctorate  of  the  profession.  Upon  every 
capable  practitioner  in  the  country  this  duty 
rests  Avith  imposing  force;  but  you,  by  all 
your  commitments,  are  especially  pledged  to 
its  worthiest  performance.  Collegiate  facul- 
ties are  not  the  only  nor  even  the  most  im- 
portant agents  in  this  function.  Doctors  of 
Dentistry  literally  means  teachers  of  the  art, 
and  you  are  in  your  private  capacities  the 
primary,  and  by  no  means  the  least  important 
functionaries  of  the  educational  faculty. 
You  are  aware  that  the  college  whose  honors 
you  have  won  insists  upon  an  adequate  pri- 
vate preceptorship  as  a  condition  of  gradua- 
tion. Its  importance  to  the  individual  you 
understand  too  well  to  need  any  enforcement 
from  me;  but  I  cannot  let  this  opportunity 
pass  without  pressing  upon  you  the  expecta- 
tion that  you  will  in  this  matter  fully  second 
and  zealously  forward  the  general  effort  to 
elevate  the  standard  of  regular  study,  and 
generously  devote  yourselves  to  the  discharge 
of  your  share  of  this  honorable  service.  In 
your  judgment  there  is  no  question  of  the  in- 
dispensable necessity  of  a  thorough  prelimi- 
nary study  in  the  principles  of  the  profession. 
There  results  from  this  conviction,  therefore, 
the  corresponding  duty  of  indoctrinating  all 
those  within  your  influence,  who  propose  to 
enter  the  profession,  with  the  soundest  views 
of  its  requirements,  and  for  providing  for 
your  own  pupils  all  the  facilities  and  devot- 
ing to  them  all  the  care  that  are  necessary 
to  the  fullest  requirements. 

Your  office  and  workroom,  your  library  of 
elementary  books,  and  your  supply  of  our 
periodical  publications  should  be  provided 
with  liberal  completeness,  and  your  persona] 
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instructions  must  be  fully  and  conscientiously 
afforded.  The  applicant  depends  upon  your 
judgment  for  the  knowledge  of  his  proper 
qualifications.  Be  faithful  to  him  and  to  the 
profession  in  this.  See  that  he  has  the  mind 
and  the  general  education  that  qualifies  him 
for  the  study.  See  that  habits  of  study  as 
well  as  application  to  practical  operations 
are  justly  regarded.  Let  the  idea  that  the 
profession  is  a  learned  and  liberal  one  rule 
the  conduct  of  the  pupil,  and  your  conduct 
towards  him.  Keep  steadily  before  him  the 
connection  of  all  the  departments  of  physical 
and  remedial  science  which  our  o-wn  involves 
and  depends  upon  for  its  completeness  and  for 
its  further  progress.  Allow  me  to  say  to  you 
in  the  most  emphatic  manner,  that  we  look  to 
you  for  the  best  service  you  can  render  to  the 
cause  of  preparatory  education  with  a  solici- 
tude and  confidence  second  to  none  that  we 
have  in  any  of  the  agencies  in  existence  for 
the  reformation  and  development  of  our  noble 
profession;  and  we  charge  you,  by  every  con- 
sideration of  duty,  honor,  and  ambition,  that 
you  fail  us  not  in  this  grand  hope  of  our  en- 
terprise. The  preceptor  engaged  in  the  oner- 
ous duties  of  his  practice  is  under  great 
temptation  of  convenience  and  of  interest  to 
slight  his  duty  to  his  pupil;  nay,  it  is  only 
at  considerable  sacrifice  that  he  can  fully 
perform  it.  But  this,  for  its  importance  to 
the  common  interests  of  the  faculty  and  of 
the  community,  is  exactly  the  service  that  is 
exacted  from  him.  Perform  it  in  the  spirit 
of  your  calling;  perform  it  in  the  fulfilment 
of  your  pledge  pimctiliously,  effectually,  re- 
ligiously, and  your  reward  will  be  the  con- 
sciousness that  you  have  well  deserved  the 
rank  you  have  assumed  in  a  liberal  frater- 
nity; neglect  it,  and  the  reproach  of  delin- 
quency of  the  highest  trust  will  outweigh  all 
the  pleasure  and  pride  of  the  largest  selfish 
success. 

The  standard  and  periodical  publications 
devoted  to  our  art  have  unquestionable  claims 
upon  our  support.  Every  dentist  worthy  of 
the  name  should  consider  himself  an  agent  for 
their  circulation,  and  a  contributor  by  im- 
plied contract  to  their  stores  of  information. 
Every  liberal  profession,  as  much  as  that  of 
religion,  has,  besides  its  sanctity  to  be 
guarded,  its  interests  and  usefulness  to  be 
promoted.  The  la^vyer,  the  physician,  the 
naturalist,  the  dentist,  is  a  sort  of  priest  of 


his  order,  and  owes  to  it  the  required  fidelity, 
sacrifice,  and  service.  The  philosophers  of 
Greece  exacted  a  sacramental  vow  from  the 
disciples  whom  they  initiated  into  the  mys- 
teries of  their  schools.  Hippocrates  adminis- 
tered an  oath  to  the  adepts  of  the  healing 
art.  I  will  read  it  to  you,  both  for  the  curi- 
osity and  the  instructive  suggestions  it  con- 
tains : 

"I  swear  by  Apollo  the  Physician,  by 
^^sculapius,  by  Hygeia,  by  Panacea,  and  all 
the  gods  and  goddesses,  calling  them  witness, 
that  I  will  religiously,  according  to  the  best 
of  my  power  and  judgment,  keep  the  solemn 
promise  and  the  Avritten  bond  which  I  now 
do  make:  I  will  honor  as  my  parents  the 
master  who  has  taught  me  this  art,  and  en- 
deavor to  minister  to  all  his  necessities ;  I 
will  consider  his  children  as  my  brothers,  and 
will  teach  them  my  profession  should  they 
express  a  desire  to  follow  it,  without  remun- 
eration or  written  bond.  I  will  admit  to  my 
lessons,  my  discourses,  and  all  my  other 
methods  of  teaching,  my  own  sons,  and  those 
of  my  tutors,  and  those  who  have  been  in- 
scribed as  pupils  and  have  taken  the  medical 
oath,  and  no  one  else.  I  will  prescribe  such 
a  course  of  medicine  as  may  be  best  suited 
to  the  constitution  of  my  patients,  according 
to  the  best  of  my  power  and  judgment,  seek- 
ing to  preserve  them  from  anything  that 
might  prove  injurious.  No  inducement  shall 
ever  lead  me  to  administer  poison,  nor  will  I 
be  the  author  of  such  advice.  I  will  main- 
tain religiously  the  purity  and  integrity  both 
of  my  conduct  and  of  my  art.  Into  whatever 
dwellings  I  may  go  I  will  enter  them  with 
the  sole  view  of  succoring  the  sick.  If,  dur- 
ing my  attendance,  or  even  unprofessionally 
in  common  life  I  happen  to  hear  of  circum- 
stances which  shoiild  not  be  revealed,  I  Avill 
consider  them  a  profound  secret,  and  observe 
on  the  subject  a  religious  silence.  May  I,  if 
I  religiously  observe  this  my  oath,  and  do  not 
break  it,  enjoy  good  success  in  life  and  in  the 
practice  of  my  art,  and  obtain  general  esteem 
forever.  Should  1  transgress  and  become  a 
purjurer,  may  the  reverse  be  my  lot." 

Now,  whatever  the  altered  circumstances 
of  the  times  have  made  obsolete  and  inap- 
plicable in  this  grand  summary  of  profes- 
sional obligations,  the  principles  which  it 
recognizes  are  of  perpetual  obligation;  none 
of  them  could  be  better  presented,  and  some 
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of  them  i  might  not  have  chosen  to  express; 
but  there  is  a  parity  of  conditions  which  will 
not  fail  to  warrant  their  application  to  our- 
selves, our  relations  to  each  otlier,  to  our 
calling,  to  our  patients  and  to  the  public. 
But  especially  are  the  sanctity  and  the  de- 
votedness  of  the  order  to  which  these  princi- 
ples of  conduct  and  these  sentiments  of  fra- 
ternity apply,  as  well  in  our  case  as  in  any 
other,  well  worthy  of  acceptance  and  observ- 
ance. Our  young  profession  demands  of  us 
equal  ardor  of  service  and  equal  zealousy  of 
defense,  as  medicine  did  in  the  age  of  its 
early  infancy.  Above  all  things  it  needs  the 
spirit  and  corporate  enthusiasm  and  priestly 
purity,  the  sacredness  of  dedication  that  cor- 
responds to  its  divine  origin  and  beneficent 
aims.  The  idea  I  would  enforce  here  must  be 
obvious  enough,  and  sufficiently  warranted  by 
its  practical  results,  but  I  am  tempted  to 
strike  the  thought  still  deeper  to  the  grand 
principle  upon  which  it  rests.  History  testi- 
fies that  every  upv.'ard  movement  among  men 
has  been  effected  through  the  spirit  of  corpo- 
rate association. 

The  orders  ol  nobility,  knighthood,  priest- 
hood, medicine,  law,  fellowship  in  liberal 
learning,  and  the  less  formal  but  equivalent 
etiquette  of  rank  in  social  life,  teach  unmis- 
takably that  the  policy  of  distinction  in 
degrees  is  inseparable  from  culture  and  prog- 
ress. That  labor,  which  in  itself  is  as  honor- 
able as  any  other,  but  is  still  degraded,  de- 
pendaat,  and  oppressed,  is  so  simply  be- 
cause it  lacks  the  organization  and  the 
protective  sacredness  of  fraternity  and  corpo- 
rate enthusiasm.  Every  function  by  which 
the  world's  interests  are  served,  is  equally 
honorable  intrinsically,  but  none  becomes 
free,  efficient,  and  honored,  till  its  members 
recognize  their  unity,  interchange  sympathies, 
support  its  common  interests  and  defend  its 
distinctive  rights  and  honors.  I  do  not  need 
to  say  to  you  that  I  recommend  no  selfish 
conspiracy,  no  supercilious  exclusiveness  of 
cast,  with  a  monopoly  of  honors  and  emolu- 
ments for  its  aims,  and  invidious  means  for 
their  attainment.  It  is  not  the  maintenance 
of  a  party,  but  the  promotion  of  progress, 
that  is  intended  as  the  object  of  your  ambi- 
tion; and  only  such  measures,  offensive  and 
defensive,  as  comport  with  the  most  generous 
public  ends,  and  are  compelled  by  liberal  and 
enlightened  policy.  Such  conduct,  in  a  word, 
in  everything  as  makes  a  prudent  man  better 


and  wiser  by  the  observance,  and  operates  by 
replacing  abuse  with  general  benefits.  These 
motives  will  direct  us  most  wisely  and  worth- 
ily in  our  dealings  with  the  empiricism  or 
quackery  which  still  deforms  the  profes- 
sion, and  with  the  public  opinions  and 
prejudices  which  sustain  it.  I  do  not 
like  the  word  empiric,  and  would  be  very 
cautious  in  its  application.  Literally,  the 
word  signifies  no  more  than  one  who  makes 
experiments;  by  custom  it  is  applied  to  one 
who  enters  the  medical  profession  without  a 
systematic  education,  and  relies  solely  upon 
the  teachings  of  his  own  experience.  The 
censure  which  the  term  is  intended  to  convey 
is  certainly  not  deserved  by  a  practitioner  of 
our  art  who,  in  default  of  all  opportunity  for 
regular  and  best  methods  of  professional 
study,  has  depended  upon  his  own  industry 
and  talent  for  such  qualifications  as  he  could 
thereby  attain  to.  We  stand  too  near  the 
time  ■\\'hen  dentists  must  have  been  self-made 
or  not  made  at  all,  and  we  have  too  many 
examples  among  us  of  honorable  and  enviable 
distinction  thus  acquired  to  be  rash  in  ap- 
plying the  reproach  which  a  better  order  of 
things  now  leaves  without  excuse.  The  hon- 
orary degrees  conferred  by  our  young  dental 
colleges  upon  a  large  number  of  gentlemen  in 
the  profession  have  been  induced  by  a  senti- 
ment of  simple  justice,  strengthened  also  by 
our  modesty  in  the  doctorate  itself,  which 
could  not  bear  its  own  titular  honors  easily 
in  contrast  with  equally  deserving  men  who 
could  not  formally,  but  have  equitably  earned 
them.  In  these  circumstances,  therefore,  gen- 
tlemen, it  is  not  your  parchments  simply  but 
your  attainments  which  should  be  your  pride, 
and  this  apprehension  will  dictate  the  con- 
sideration and  delicacy  due  to  the  deserving. 
An  empiric  may,  nevertheless,  be  a  proficient 
in  his  art,  and  a  graduate  with  all  the  honors 
may,  also,  be  a  mere  sciolist. 

A  man  is  to  be  measured  by  his  merits, 
notwithstanding  that  a  diploma  is  prima  facie 
evidence,  and  a  worthy  distinction,  of  char- 
acter and  standing,  still  it  is  your  duty  to 
repress  and  discredit  unfounded  pretension 
by  all  the  means  fairly  and  effectually  in 
your  power.  This  in  general  will  be  best  ac- 
complished by  fully  and  decidedly  answering 
to  every  claim  of  the  accomplished  and  regu- 
lar professors  of  our  art,  and  by  us  as  decid- 
edly refusing  to  admit  those  of  the  unworthy 
and  incapable.     A  great  advantage — an  indis- 
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pensable  one — of  the  corporate  organization 
which  we  have  already  urged  is,  that  its  hon- 
orable reciprocities  withheld  will  act  as  dis- 
tinctions and  penalties  upon  groundless  pre- 
tension. Just  as  the  disciples  of  Hippocrates 
were  sworn  to  admit  to  the  fraternity  "those 
who  had  been  inscribed  as  pupils,  had  taken 
the  medical  oath,  and  no  one  else,"  so  we  are 
bound  to  refuse  fraternity  to  the  irregulars 
who  repudiate  the  essential  obligations  of 
the  profession  and  discredit  its  name.  We 
do  not  expect  and  I  do  not  think  we  desire 
quack  laws  of  the  legislature  to  repress  abuse, 
but  we  require  quack  tests  established  by  our- 
selves, and  well  received  by  the  community, 
by  which  they  may  be  speedily  and  certainly 
extirpated.  This  is  our  proper  duty,  and  we 
must  address  ourselves  to  it,  and  the  means 
within  our  command  are,  in  general  terms, 
the  improvement  of  the  system  now  fast  ris- 
ing into  confidence  among  us;  the  liberal  en- 
couragement of  our  periodical  publications, 
the  organization  of  efficient  dental  associa- 
tions among  practitioners  for  their  mutual 
improvement  and  protection  in  every  district 
where  such  parliaments  of  progress  are  prac- 
ticable, and  also  the  decided  establishment  of 
all  those  distinctions  which  serve  to  certify 
character  and  standing  among  ourselves  and 
instruct  the  public  judgment  in  deciding  upon 
professional  pretensions.  These  things,  and  all 
which  they  include,  we  would  press  upon  your 
consideration  and  commend  to  your  hearty 
observance.  The  profession,  to  adopt  the  bat- 
tle orders  of  Lord  Nelson,  "expects  every  man 
to  do  his  duty."  To  you  is  assigned  the  post 
of  honor,  and  we  will  not  allow  ourselves  to 
doubt  your  worthiness  of  the  trust,  or  your 
fidelity  or  efficiency  in  performing.  There  is 
a  moral  chivalry,  nobler  in  tone,  pitch  and 
purpose,  because  more  beneficent  than  that  of 
arms.  Are  you  baptized  by  its  spirit,  capable 
of  its  service,  devoted  to  its  achievements? 
Then  you  will  exert  its  energies  and  secure 
and  enjoy  its  victories. 

I  began  by  bidding  you  welcome  to  your 
professional  honors,  I  close  by  committing 
you  to  the  divine  care  in  your  public  duties 
and    personal    destiny.      Farewell.* 


*Dental  Aeics  Letter,  vol.  vii,  April   1854, 
page  129. 


The  demon&trator  reported  that  471 
patients,  55  male  and  416  female,  had 
been  treated,  and  the  following  opera- 
tions performed : 

Fillings     385 

Treatment  of  pulp  by  extirpation. 29 

Extractions     231 

Pivot   teeth    set    4 

Treatment  of  superficial   caries 9 

Removal  of  salivary  calculus 19 

Insertion  of  entire  sets 3 

Partial   sets    2 

Treatment    of    irregularities 7 

Total     689 

The  third  session  opened  on  the  first 
Monday  of  Novemher  1854,  with  thirty- 
four  matriculates.  The  teaching  staff 
was  increased  by  appointing  Dr.  Whipple, 
who  heretofore  had  been  the  only  demon- 
strator, to  be  demonstrator  of  operative 
dental  surgery,  and  Dr.  William  Calvert 
demonstrator  of  mechanical  dentistry. 

During  the  session  Dr.  Townsend  re- 
signed owing  to  sickness,  and  Dr.  J.  D. 
White  was  appointed,  temporarily,  to 
the  deanship.  J.  F.  B.  Flagg,  M.D., 
D.D.S.,  was  appointed  to  fill  the  vacancy 
in  the  faculty.  The  division  of  subjects 
taught  was  also  changed  by  appointing 
Prof.  J.  D.  White  professor  of  operative 
dental  surgery  and  special  dental  physi- 
ology. Dr.  Flagg  taking  the  subjects 
formerly  taught  by  Professor  White.  At 
the  close  of  the  session  Dr.  Whipple  re- 
signed and  Dr.  Louis  Jack  was  appointed 
demonstrator  of  operative  dentistry  in  his 
place. 

Matters  were  not  harmonious  during 
this  session.  Trouble  between  the  Board 
of  Corporators,  or  trustees,  and  the  fac- 
ulty had  been  brewing  for  some  time  in 
regard   to   conferring  honorary  degrees. 
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It  was  a  custom  with  the  early  dental  col- 
leges to  confer  this  degree  upon  worthy 
members  of  the  profession  who  had  been 
long  in  practice,  and  had  established  an 
unquestioned  reputation.  It  was  thought 
wise  to  do  so  in  order  that 'the  community 
might  the  sooner  recognize  the  broad  dis- 
tinction between  competent  and  incompe- 
tent practitioners.  It  was  in  many  cases, 
however,  really  a  misnomer.  As  the  ap- 
plicants were  required  to  pay  at  least  the 
usual  graduating  fee,  it  was  really  a  de- 
gree conferred  sine  curriculum.  Inas- 
much as  the  degrees  were  conferred  by 
the  board,  the  Board  of  Corporators  con- 
tended that  they  were  competent  to  name 
and  decide  upon  whom  these  degrees 
should  be  conferred.  The  faculty  on  the 
other  hand  contended  that  as  these  de- 
grees placed  the  recipient  on  an  equal 
standing  with  a  student  twho  received  his 
degree  in  regular  course  after  having 
proved  his  worthiness  by  an  examination 
before  them,  it  was  their  right  to  be  sat- 
isfied that  the  applicant  for  the  honorary 
degrees  was  fully  competent,  and  that  the 
application  should  be  first  submitted  to 
them  and  have  their  approval.  The 
quarrel  soon  became  a  bitter  one.  Other 
matters,  more  personal  in  their  nature, 
and  now  happily  forgotten,  tended  to 
make  the  quarrel  more  acrimonious. 
Toward  the  latter  part  of  the  year  1854, 
in  an  effort  to  set  this  matter  right,  the 
faculty  met  and  formulated  a  series  of 
rules  for  the  government  of  the  college 
designed  to  define  clearly  and  unmistak- 
able the  requirements  for  its  degree,  and 
the  relations  which  should  subsist  be- 
tween the  board  and  the  faculty.  After 
the  matter  had  been  fully  discussed,  Pro- 
fessor Parry  was  delegated  to  put  in 
proper  form  the  conclusions  reached. 
At  a  meeting  of  the  faculty  December 


16,  1854,  Professor  Parry  presented  his 
report,  which  was  accepted  and  adopted. 
Professor  Parry  was  then  delegated  to 
present  his  report  to  the  Board  of  Cor- 
porators. (A  copy  of  this  report  cannot 
now  be  found,  and  it  is  supposed  to  have 
been  destroyed  in  a  fire  a  few  years  ago, 
with  many  other  college  records.) 

At  a  meeting  of  the  faculty  held  Jan- 
uary 17,  1855,  Professor  Parry  reported 
that,  as  requested,  he  had  presented  to 
Eli  K.  Price,  president  of  the  Board  of 
Corporators,  the  rules  for  the  government 
of  the  college  which  they  had  adopted. 
After  Mr.  Price  had  examined  them, 
he  proposed  that  they  be  drawn  up  in 
legal  form,  and  Thomas  Hood,  Esq.,  was 
selected  for  that  purpose.  The  rules  as 
revised  by  that  gentleman  were  submitted 
to  the  Board  of  Corporators  at  a  meeting 
held  in  the  college  building  January  3, 
1855.  The  attendance  at  the  meeting 
was  small,  and  the  rules  were  thrown 
aside  as  unnecessary.  At  this  same  meet- 
ing the  board  formulated  a  series  of  rules 
as  evidenced  by  the  following  com.muni- 
cation  sent  to  the  dean  of  the  faculty : 

Philadelphia,  January  8,  1855. 

Dear  Doctor: — At  a  meeting  of  the  corpora- 
tors of  the  Philadelphia  College  of  Dental 
Surgery,  held  on  last  Wednesday,  3d  inst.,  it 
was  .resolved — 

First,  That  the  degrees  conferred  at  the  last 
commencement  be  sanctioned  and  ratified  by 
the  corporators. 

Second,  That  the  present  arrangement  of 
the  faculty  as  in  the  announcement  be  ap- 
proved. 

Third,  That  the  dean  be  required  to  pay 
one  dollar  for  every  diploma  signed  by  the 
secretary  for  the  use  of  the  corporators. 

Fourth,  That  all  articles  presented  to  the 
college  shall  be  in  charge  of  the  dean,  who 
shall  furnish  a  list  of  the  same  to  the  secre- 
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tary  of  the  college  in  order  to  have  it  entered 
in  the  minutes. 

Fifth,  That  the  faculty  shall  furnish  the 
secretary  with  .a  list  of  the  students  who 
have  passed  examinations  for  degrees,  one 
week  before  the  stated  meeting  of  the  corpo- 
rators. 

Verj'-  respectfully, 

Chables  a.  DuBouchet, 
Secretary  B.  C.  P.  G.  D.  8. 

While  the  candidates  were  being  exam- 
ined for  graduation  during  this  session, 
J.  C.  Harris,  a  student,  hecame  sick  and 
left  the  city.  The  secretary  of  the  Board 
of  Corporators  proposed  that  the  faculty 
graduate  this  man.  The  faculty  refused 
to  do  this,  as  they  were  not  satisfied  that 
he  was  qualified.  The  board  then  sent 
word  to  the  faculty  authorizing  them  to 
confer  the  degree;  this  the  faculty  re- 
fused to  do. 

The  third  annual  com.mencement  was 
held  in  Musical  Fund  Hall,  Wednesday 
evening,  February  28,  1855.  The  regu- 
lar degree  was  conferred  upon  the  follow- 
ing fifteen  graduates : 

D.  S.  Hutchinson,  Pennsylvania. 
Jeremiah  Hayhurst,  Pennsylvania. 
Samuel  Walton,  Pennsylvania. 
Vinecome  Shinn,  Pennsylvania. 
John  Levering,  Jr.,  Pennsylvania. 
Jethro  J.   Griffith,  Pennsylvania. 
Joseph  P.  Cornett,  Pennsylvania. 

W.  H.  Freeman,  M.D.,  Pennsylvania. 

E.  G.  Cummings,  New  Hampshire. 
James  Bayson,  Tennessee. 
James  A.  Butner,  North  Carolina. 
David  W.  Hogue,  M.D.,  Scotland. 
Daniel  McFarlan,  Washington,  D.  C. 
Jacob   S.   Simmerman,   New  Jersey. 
Aurelio  Letamendi,  Cuba. 

The  honorary  degree  was  conferred 
upon  Hudson  S.  Burr,  M.D.,  of  Phila- 
delphia. The  valedictory  address  was  de- 
livered hj  Prof.  Eobert  Arthur.* 


'^Dental  News  Letter,  vol.  viii,  April  1855. 


Prior  to  the  opening  of  the  fourth  an- 
nual session.  Dr.  Whipple  presented  his 
resignation,  which  was  accepted,  the  fac- 
ulty directing  the  dean  to  express  to  him 
their  acknowledgment  and  appreciation 
of  his  faithful  services  as  demonstrator. 
Dr.  Louis  Jack  was  appointed  demon- 
strator of  operative  dental  surgery  in  his 
place.  Dr.  Eobert  Arthur  was  elected 
dean,  tc^  succeed  Dr.  White,  who  had 
served  temporarily  since  the  resignation 
of  Dr.  Townsend.  Among  other  changes 
the  time  of  actual  practice  to  be  consid- 
ered equivalent  to  the  first  course  was  in- 
creased from  three  years  to  five  years. 
The  case  of  Mr.  Harris  was  finally  de- 
cided by  the  faculty  announcing  that  the 
only  way  by  which  he  could  obtain  a 
legitimate  degree  was  to  come  forward  at 
such  time  as  might  be  convenient  to  him 
and  submit  to  an  examination.  They 
also  demanded  that  the  secretary  of  the 
board,  who  had  used  disrespectful  lan- 
guage when  this  case  was  under  discus- 
sion, be  removed  fro^m  his  position. 

The  advertisement  of  the  fourth  an- 
nual session  contains  the  following  em- 
phatic clause: 

The  profession  throughout  the  country  may 
rest  assured  that  the  interests  of  this  faculty 
are  too  intimately  associated  with  those  of 
the  dental  profession,  even  if  they  were  in- 
fluenced by  no  higher  motive,  to  permit  them 
to  do  anything  tending  to  lower  the  standard 
of  qualification,  or  in  any  Avay  to  detract 
from  the  present  honorable  character  of  their 
calling.  They  refer,  with  confidence,  to  their 
past  course  for  confirmation  of  this  state- 
ment. So  far  from  desiring  to  increase  the 
size  of  their  classes,  by  promising  facility  in 
passing  through  the  school,  they  wish  it  dis- 
tinctly understood  by  those  who  propose  to 
place  themselves  under  their  instruction,  that 
a  thorough  knowledge  of  what  is  taught  in  it 
will  be  demanded  of  everyone  who  becomes  a 
candidate  for  a  degree  which  this  college  is 
empowered  to  confer. 
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Conditions  of  graduation  as  set  forth 
in  the  fourth  annual  announcement  read 
as  follows : 

The  candidate  must  be  twenty-one  years  of 
age,  and  of  good  moral  character.  He  must 
have  studied  under  a  private  preceptor  at 
least  two  years,  including  his  course  of  in- 
struction at  the  college.  Attendance  on  two 
full  courses  of  lectures  in  this  institution  will 
be  required  of  all,  but  satisfactory  evidence  of 
having  attended  one  full  course  of  lectures  in 
any  respectable  dental  or  medical  school  will 
be  considered  equivalent  to  the  first  course 
of  lectures  in  this  college ;  three  years'  prac- 
tice, inclusive  of  the  term  of  pupilage,  will 
also  be  considered  equivalent  to  the  first 
course  of  lectures.  The  candidate  for  gradua- 
tion must  prepare  and  defend  a  thesis  upon 
some  subject  connected  with  the  theory  or 
practice  of  dentistry.  He  must  treat  thor- 
oughly some  patient  requiring  all  the  usual 
dental  operations,  and  bring  such  patient 
before  the  professor  of  operative  dental  sur- 
gery. He  must  also  prepare  a  piece  of  artifi- 
cial work,  and  show  its  adaptation  to  the 
mouth ;  such  operations  and  such  work  to  be 
done  at  the  college  building.  He  must  also 
undergo  an  examination  by  the  faculty,  when, 
if  found  qualified,  he  shall  receive  the  degree 
of  Doctor  of  Dental  Surgery. 

Fees. 
Fees  for  the  course,  demonstrator's  ticket 

included    $8.5 

Matriculation    (paid  but  once) 5 

Diploma  fee    30 

The  college  so  far  had  been  remarkably 
successful^  the  classes  had  yearly  in- 
creased^ and  had  necessitated  increasing 
the  facilities  of  the  clinic  room  and  the 
laboratory. 

The  fourth,  and  as  it  proved,  the  last 
session,  commenced  on  the  first  Monday 
of  November  1855.  Forty-four  students 
matriculated,  one  of  them  Mr.  Martin 
DeCastro,  a  native  of  Porto  Eico,  who 
was  presented  with  a  ticket  for  the  course, 
in  recognition  of  his  services  rendered  the 
citizens  of  jSTorfolk,  Va.,  during  the  se- 
vere epidemic  of  yellow  fever  in  that  sec- 
tion. 


The  fourth  annual  commencement  was 
held  at  Musical  Fund  Hall,  February  29, 
1856.  The  degree  of  Doctor  of  Dental 
Surgery  was  conferred  upon  twenty-two 
graduates,  as  follows : 

J.  Canning  Allen,  Jr.,  Philadelphia,  Pa. 

J.  Foster  Flagg,  Philadelphia.  Pa. 

James  E.  Garretson,  Philadelphia,  Pa. 

Charles  Xeil,  M.D.,  Philadelphia,  Pa. 

W.  Bartling  Robbins,  Philadelphia,  Pa. 

Robert  McClellan,   Pennsylvania. 

James  K.   Whiteside,  Pennsylvania. 

Henry  B.  Parry,  Lancaster,  Pa. 

Alan  W.  Read,  Xorristown.  Pa. 

William  T.  Arrington,  Tennessee. 

James  P.  Broun,  Virginia. 

Charles  H.  Burr,  Maine. 

Louis  Martin  y  DeCastro,  Porto  Rico. 

Jose  G.  Lopez,  Porto  Rico. 

Antonio  L.  Coopat,  Cuba. 

Francis  Field,  Massachusetts. 

William  Grimes,  Indiana. 

John  W.  Hunter,  North  Carolina. 

Samuel  Martin,  M.D.,  North  Carolina. 

A.  F.  McLain,  Louisiana. 

R.   Woodward  Robinson,   New  York. 

John  Z.  Stranger,  New  Jersey. 

After  these  degrees  had  been  conferred, 
and  the  graduates  had  resumed  their 
seats,  the  president  announced  that  the 
honorary  degree  had  been  conferred  upon 
two  persons,  whose  names  and  addresses 
are  not  given  in  any  account  of  the  trans- 
action available.  This  was  done  against 
a  most  earnest  protest  of  the  faculty,  as 
the  parties  were  not  known  as  dentists. 

The  valedictory  address  was  delivered 
by  Professor  Flagg. 

Dr.  Louis  Jack,  demonstrator  of  opera- 
tive dental  surgery,  made  the  following 
report : 

Fillings    562 

Treatment  of  the  nerve    84 

Extractions     723 

Superficial   caries    removed 2 

Removal  of  salivary  calculus 27 

Pivot   teeth    set 7 

Total    operations    1405 
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Dr.  Calvert,  demonstrator  of  mechani- 
cal dentistry  reported  as  follows : 

Entire  sets  of  teeth 3 

Partial  sets   of  teeth 16 

Total   number   of   teeth  inserted 163 

At  a  banquet  following  the  commence- 
ment exercises,  Dr.  Arthur  in  a  frank 
and  manly  address  protested  publicly 
against  the  action  of  the  Board  of  Cor- 
porators in  conferring  a  degree  against 
the  protest  of  the  faculty.  His  remarks 
were  received  with  applause  and  an  en- 
thusiasm which  evidenced  most  satisfac- 
torily that  the  sympathies  of  the  dental 
profession  were  on  the  side  of  the  faculty. 

The  unpleasant  relations  between  the 
board  and  the  faculty  had  become  inten- 
sified during  the  session.  The  board  de- 
manded that  the  faculty  confer  the  de- 
gree upon  whom  they  wished ;  the  faculty 
were  not  willing  to  submit  to  this.  The 
faculty  contended  that  they  had  done 
everything  to  establish  the  college  ex- 
cept to  procure  the  charter.  They  had 
rented  and  furnished  the  rooms  oc- 
cupied by  the  college  at  their  own  ex- 
pense, and  had  borne  all  the  expenses  of 
the  college  without  asking  the  board  for  a 
dollar.  Furthermore,  they  were  the  only 
parties  known  to  the  profession  and  were 
by  the  profession  held  responsible  for  the 
acts  of  the  college.  The  action  of  the 
president  of  the  board  at  the  last  com- 
mencement evinced  a  determination  on 
their  part  to  consult  no  longer  with  the 
faculty  before  conferring  honorary  de- 
grees, and  quickly  brought  the  matter 
to  a  crisis. 

A  meeting  of  the  faculty  was  held  the 
Monday  evening  following  the  commence- 
ment. On  this  occasion  they  carefully 
reviewed  the  situation  and  reached  the 
conclusion  that  they  could  not  honorably 
continue  to  work  with  the  Board  of  Cor- 


porators, and  therefore  decided  to  dis- 
band. 

In  anticipation  of  an  effort  to  reorgan- 
ize the  college,  the  following  announce- 
ment was  issued : 

Fifth  Annual  Course  of  the  Pennsylvania 
College  of  Dentistry. 

The  Corporators  of  the  Philadelphia  Col- 
lege of  Dentistry  respectfully  inform  the 
dental  profession  that  the  fifth  annual  course 
in  this  flourishing  institution  will  begin  on 
the  first  Monday  of  November  next. 

The  regular  announcement,  which  will 
shortly  be  published,  will  present  several  ad- 
ditional features  and  contain  the  names  of 
the  faculty,  which  the  corporators  have  every 
reason  to  believe  will  meet  with  the  entire 
approval  of  the  profession. 
William  Vodges,  LL.D., 

President. 
Chas.  a.  DuBouchet,  M.D.,  D.D.S., 

Secretary. 

Corporators:  William  G.  Alexander,  Wil- 
liam Craig,  Hon.  Benjamin  Malone,  M.D. ; 
E.  C.  Dale,  Joseph  B.  Smith,  J.  A.  Phillips, 
Esq.,  J.  Gillingham  Fell,  Isaac  Meyer,  George 
L.  Buzby,  Charles  Townsend,  A-  M.  Burden, 
M.D. ;  T.  L.  Arthur,  Alexander  G.  Gaw, 
Joseph  Pv,.  Mitchel,  Hon.  J.  P.  Burden,  M.D. ; 
W.  L.  Atlee,  M.D. ;  Lewis  E.  Reading,  Charles 
A.  DuBouchet,  M.D.,  D.D.S. 

From  the  well-known  character  of  the 
gentlemen  comprising  the  Board  of  Corpora- 
tors we  feel  assured  that  the  faculty  selected 
by  them  will  combine  all  the  essential  ele- 
ments to  impart  a  thorough  dental  education. 

They  feel  sanguine  that  the  wholesale  res- 
ignation of  the  late  faculty  will  not  seriously 
embarrass  them,  or  affect  the  prosperity  of 
the  college. 

No  serious  effort,  however,  was  made 
to  continue  the  college.  The  causes  which 
led  to  the  disbanding  of  the  faculty  were 
well  known  throughout  the  profession, 
and  their  decisive  action  met  general  and 
hearty  approval.  The  Pennsylvania  Asso- 
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elation  of  Dental  .Surgeons,  which  held  a 
commanding  position,  not  only  in  Phila- 
delphia but  throughout  the  country, 
promptly  took  action  toward  establishing 
a  dental  institution  free  from  the  embar- 
rassing complications  of  their  first  effort. 
The  course  of  the  Board  of  Corporators 
was  universally  condemned,  and  the  effort 
to  secure  a  new  faculty  proved,  to  the 
honor  and  credit  of  the  profession,  a 
failure. 

Of  the  sixty-three  graduates  of  the  four 


sessions  of  the  Philadelphia  College  of 
Dental  Surgery,  many  achieved  success 
as  dental  operators  at  home  and  abroad, 
or  have  served  their  profession  with  credit 
as  instructors,  investigators,  and  inven- 
tors; pre-eminentlv  among  these  may  be 
named  Drs.  Louis  Jack,  C.  Xewlin 
Peirce,  James  Truman,  J.  Foster  Flagg, 
and  James  E.  Garretson,  as  gentlemen 
who  have  reached  a  well-earned  position 
of  prominence  in  their  profession  to  which 
but  few  attain.* 


III. 


History  of  the  Pennsylvania  College  of  Dental  Surgery. 

By  WM.  L.  J.  GRIFFIN,  A.B.,  D.D.S.,  Philadelphia,  Pa. 


The  Pennsylvania  College  of  Dental 
Surgery  is  practically  a  continuation  of 
its  predecessor,  the  Philadelphia  College 
of  Dental  Surgery.  When  the  faculty  of 
the  latter  institution  determined  that 
they  could  not  honorably  continue  in  har- 
mony with  a  Board  of  Corporators  who 
arrogated  to  themselves  the  right  of 
granting  degrees  upon  whomsoever  they 
would,  regardless  of  the  candidates'  fit- 
ness, and  insisted  upon  the  degree  being 
conferred  upon  one  whom  they  had  not 
as  yet  examined,  and  of  whose  qualifica- 
tions they  were  not  satisfied,  they  im- 
mediately took  measures  to  organize  an 
institution  that  could  be  trusted  to  prop- 
erly safeguard  the  honor  and  dignity  of  a 
dental  diploma.  They  realized  that  the 
charter  under  which  they  had  organized 
the  college  was  not  in  the  hands  of  those 
who  had  the  good  of  the  profession  at 
heart;  they  furthermore  realized  that  the 
question  at  issue  was  not  one  that  could 
be    compromised.      The    charter    under 


which  they  had  been  working  was  obtained 
by  one  not  at  all  identified  with  the  den- 
tal profession,  from  a  legislature  which 
had  rejected  their  request,  and  which  they 
felt  sure  would  treat  with  the  same  scant 
courtesy  a  second  request,  then  pending 
before  it.  They  had  entered  into  nego- 
tiations with  the  political  leader  who  held 
the  charter,  to  avoid  further  prolonging 
a  disheartening  delay,  and  finally  agreed 
to  permit  him  to  select  the  legal  head  of 
the  institution  (the  Board  of  Corpora- 
tors) on  finding  these  the  best  terms  they 
could  make.  Four  years'  experience  had 
demonstrated  that  the  profession  in  Phil- 
adelphia would  support  a  dental  college. 


*[To  Professors  C.  N.  Peirce,  Edward  C. 
Kirk,  Albert  P.  Brubaker,  and  to  Drs.  Wil- 
liam H.  Trueman,  Thomas  W.  Buckingham, 
J.  D.  White,  Jr.,  and  J.  Clarence  Salvas,  I 
am  indebted  for  many  of  the  records  from 
which  this  history  is  compiled,  for  many 
valuable  suggestions,  their  goodwill,  and  kind 
assistance. — William  L.   J.    Griffin.] 
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They  had  demonstrated  their  ability  as 
dental  teachers^  the  usefulness  of  the  den- 
tal college  was  now  fully  recognized,  and 
they  felt  sure  that  no  state  legislature 
would  again  say  of  a  dental  college  that 
"it  was  inexpedient,  impracticable,  un- 
necessary, and  without  the  sanction  of  a 
majority  of  dentists."  That  time  had 
passed.  They  had  learned  how  such  an 
institution  should  be  organized,  and  had 
become  sufficiently  versed  in  political 
affairs  to  know  how  to  approach  a  law- 
making body. 

Dr.  J.  D.  White  affiliated  with  the 
board,  and  took  no  part  in  the  new  ven- 
ture. Dr.  Townsend,  although  still  far 
from  well,  promptly  took  his  place,  and 
with  Drs.  Arthur,  Parry^  Flagg,  and 
Buckingham,    formulated    the   necessarv 


legal  measures  to  obtain  a  charter  for  a 
college  to  be  known  as  the  Pennsylvania 
College  of  Dental  Surgery.  Dr.  Town- 
send  was  delegated  to  go  to  Harrisburg 
and  present  the  matter  to  the  state  legis- 
lature, then  in  session.  This  he  did. 
Being  unable  to  remain  until  action 
could  be  taken  upon  the  application,  he 
left  the  matter  in  the  hands  of  Mr. 
Charles  Hamilton  of  Philadelphia.  Mr. 
Hamilton  was  a  gentleman  of  means,  re- 
tired from  business,  and  while  not  a  pol- 
itician, was  a  man  with  influence  at  the 
state  capital.  He  took  a  keen  interest  in 
dental  educational  matters,  and  so  well 
managed  the  business  that  the  following 
aot  was  passed  by  both  houses,  and  signed 
by  Governor  James  Pollock,  on  Thursday, 
April  3,  1856. 


AN  ACT 
To  Incorporate  the  Pennsylvania  College  of  Dental  Surgery. 

Section  1.  Be  it  enacted  by  the  Senate  and  House  of  Representatives  of  the 
Commonwealth  of  Pennsylvania  in  General  Assembly  met,  and  it  is  hereby  enacted 
by  the  autliority  of  the  same,  that  Henry  C.  Carey,  William  Elder,  Washington 
L.  Atlee,  Elisha  Townsend,  George  Truman,  Benjamin  Malone,  Alfred  Still6, 
Daniel  Neall,  Thomas  Wood,  William  W.  Fouche,  John  R.  McCurdy,  and  T.  S. 
Arthur,  and  their  associates  shall  be  a  body  corporate  with  perpetual  succession 
under  the  name  of  the  Pennsylvania  College  of  Dental  Surgery,  to  be  located  in 
Philadelphia,  and  as  such  may  sue  and  be  sued,  have  a  common  seal  and  purchase 
and  convey  real  and  personal  estate  not  exceeding  in  annual  income  two  thousand 
dollars  beyond  the  building  to  be  occupied  by  said  College:  Provided,  That  said 
corporators  shall  not  at  anj-  time  be  more  than  fifteen  nor  less  than  ten  without 
the  vacancies  being  filled. 

Sec.  2.  That  the  said  corporators  shall  have  power  to  make  by-laws  for  their 
own  government,  and  that  of  the  Faculty,  not  contrary  to  the  laws  of  this  State 
or  of  the  United  States;  to  establish  a  college  for  lectureships,  and  to  confer  the 
degree  of  "Doctor  of  Dental  Surgery"  upon  persons  duly  qualified  to  receive  the 
same. 

Sec.  3.  That  the  corporators  shall  have  power  to  elect  five  or  more  professors, 
skilled  in  dentistry,  to  constitute  the  Faculty  of  said  College,  who  shall  deliver  the 
lectures  and  control  the  course  of  instruction  therein;  and  no  degree  shall  be 
conferred,  whether  honorary  or  upon  the  qualified  students  of  the  College,  Avithout 
the  written  request  of  said  Faculty. 

Richardson  Wright, 
Speaker  of  the  House  of  Representatives. 
Wm.  M.  Piatt, 
Speaker  of  the  Senate. 

Approved,  the  third  day  of  April,  Anno  Domini,  one  thousand  eight  hundred 
and  fifty-six. 

James  Pollock. 


Corporators. 


Amount  of 
property  al- 
lowed to 
hold. 

Number  of 
Trustees. 


Corporators 
make 
by-laws  for 
themselves 
and  faculty 
confers  the 
degree. 


Number  of 
professors  : 
their  qualifi- 
cations and 
duties. 

Degrees. 


SECTIOX    IX  :       EDUCATfOX,    VOM  KXfr.A'I'II!/:,    l.l'IKJtATL'Ifi:,    ANT)    IIISTOIiV. 


It  will  be  observed  that  this  act  is  very 
explicit  in  confining  the  selection  of  those 
■who  shall  receive  its  collegiate  honors  to 
the  faculty  alone.  The  corporators  can- 
not designate  the  candidates,  they  can 
exercise  their  right  to  confer  degrees  only 
at  the  written  rec|ue3t  of  the  faculty. 
Controversy  on  this  point  cannot  arise 
under  this  charter.  The  Board  of  Cor- 
porators named  in  the  act  were  men  of 
influence  in  the  community,  and  well 
known  and  respected  by  the  profession. 
Hon.  Henry  C.  Carey  was  one  of  Phil- 
adelphia's most  distinguished  citizens, 
Thomas  Wood  was  a  merchant,  John  R. 
McCurdy  was  of  the  firm  of  Jones, 
White  &  McCurdy,  predecessors  of  the 
present  S.  S.  White  Dental  Manufactur- 
ing Co.,  and  editor  of  the  Dental  News 
Letter,  T.  S.  Arthur,  the  brother  of 
Prof.  Robert  Arthur,  was  a  distinguished 
writer,  then  at  the  height  of  his  popu- 
larity. These  were  the  lay  element  in 
the  board.  The  medical  profession  was 
represented  by  Drs.  Elder,  Atlee,  Stille, 
and  Malone;  and  the  dental  profession 
by  Drs.  Daniel  ^eall,  W.  W.  Fouche, 
Elisha  Townsend,  and  George  Truman. 
Than  these,  a  more  acceptable  selection 
could  not  have  been  made. 

At  the  first  meeting  of  this  board, 
April  6,  1856,  they  organized  by  elect- 
ing Hon.  Henry  C.  Carey  president, 
and  Mr.  Thos.  Wood  secretary.  Dr. 
Townsend  and  j\Ir.  McCurdy  retired.  It 
is  worthy  of  note  that  of  the  ten  com- 
posing the  board,  four,  Mr.  Arthur,  Drs. 
Atlee,  Malone,  and  Truman,  had  been 
members  of  the  board  of  the  Philadel- 
phia College  during  its  entire  existence. 
They  had  evidently  proved  worthy  and 
acceptable  to  the  members  of  the  faculty, 
and  they  so  continued  to  their  successors, 
remaining  faithful  and  active  members 
of  the  board  until   removed  by  death. 

1'he  facully  wn:^  compo.-ed  as  follows: 


Elisha  Townsend,  D.D.S.,  M.D.,  profe.s- 
sor  of  operative  dental  surgery;  Ely 
Parry,  D.D.S.,  M.D.,  professor  of  chem- 
istry, materia  medica,  and  therapeutics; 
Robert  Arthur,  D.D.S.,  M.D.,  profe.s.sor 
of  the  principles  of  dental  surgery; 
J.  F.  B.  Flagg,  D.D.S.,  M.D.,  professor 
of  anatomy  and  physiology;  T.  L.  Buck- 
ingham, D.D.S.,  M.D.,  profcs.sor  of  me- 
chanical dentistry. 

The  first  meeting  of  the  faculty  was 
held  April  23,  185G,  when  Dr.  Robert 
Arthur  was  elected  dean,  and  Dr.  Louis 
Jack  and  Dr.  William  Calvert  were  ap- 
pointed demonstrators  of  operative  den- 
tal surgery  and  mechanical  dentistry, 
the  .same  positions  they  held  in  the  for- 
mer college.  The  organization  of  the 
new  college  was  now  complete ;  the  rooms 
they  had  furnished  at  their  own  expense 
at  528  Arch  street  were  engaged,  and 
the  first  annual  announcement  of  the 
Pennsylvania  College  of  Dental  Sur- 
gery was  forthwith  issued  for  the  ses- 
sion of  1856-57. 

Not  quite  two  months  elap-ed  between 
the  resignation  of  the  faculty  of  the 
Philadelphia  College  of  Dental  Surgery 
and  the  organization  of  the  new  college 
at  the  same  stand,  with  the  same  teach- 
ing staff  except  one,  under  decidedly 
more  favorable  auspices.  The  session  of 
1855-56  ended  the  old  one  and  the  ses- 
sion of  1856-57  inaugurated  its  succes- 
sor. The  following  explanation  of  this 
is  found  on  the  last  page  of  the  first 
announcement : 


It  seems  proper  that  the  faculty  of  this 
school,  with  the  exception  of  one  of  its  mem- 
bers, should  make  some  explanation  of  the 
fact  that,  after  having  been  for  several  years 
connected  with  another  institution,  which 
met  with  unprecedented  success,  they  should 
suddenly  cease  to  hold  connection  with  it  and 
attach  themselves  to  a  new  one. 

The  history  of  this  matter  is  a  brief  one. 
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The  Trustees  of  the  "Philadelphia  College  of 
Dentistry" — the  institution  above  referred 
to — claimed  the  right  of  conferring  honorary 
degrees  independently  of  the  faculty,  and,  in 
spite  of  the  unanimous  protest  of  the  faculty 
against  the  act,  did,  at  the  last  commence- 
ment, confer  this  degree  upon  two  individ- 
uals, who,  so  far  from-  being  distinguished 
members  of  the  dental  profession,  were  not 
even  generally  known  as  belonging  to  it. 

It  is  not  necessary  to  occupy  any  space  to 
show  that  such  a  practice  was  unjust  to  the 
faculty,  who  could  not  escape  from  the  re- 
sponsibility of  the  conferring  of  such  degrees, 
and  that  it  would  have  led  to  the  most  in- 
jurious consequences  to  the  college  and  to  the 
profession.  Believing  this  to  be  the  case 
there  was  but  one  course  left,  and  the  faculty 
determined  to  disband.     This  was  done. 

Finding  that  the  faculty  of  the  Philadel- 
phia College  had  disbanded  and  feeling  sat- 
isfied that  no  faculty  who  could  command  the 
confidence  of  the  profession  would  consent 
to  work  under  the  same  auspices,  an  applica- 
tion was  made  to  the  Legislature  for  a  new 
charter,  containing  a  clause  expressly  pro- 
hibiting the  Board  of  Trustees  from  confer- 
ring any  degree,  regular  or  honorary,  except 
at  the  written  request  of  the  faculty  of  the 
college.  The  charter  was  granted  and  a  new 
faculty  formed.  Such  members  of  the  present 
faculty  as  were  formerly  connected  with  the 
Philadelphia  College,  and  refused  to  work 
under  the  charter  and  board  of  that  school, 
felt  no  hesitation  in  accepting  a  place  in  this 
institution. 

The  conditions  for  graduation  were 
substantially  the  same  as  had  formerly 
ruled,  and  required  the  candidate  to  have 
studied  at  least  two  years  under  a  private 
preceptor,  including  his  course  of  in- 
struction at  the  college.  He  must  attend 
upon  two  full  courses  of  lectures,  but 
satisfactory  evidence  of  having  attended 
one  full  course  in  any  respectable  dental 
or  medical  school,  or  five  years'  practice, 
were  considered  equivalent  to  the  first 
course.  'The  candidate  was  also  required 
to  treat  thoroughly  some  patient  requir- 
ing all  the  usual   dental  operations,  to 


prepare  a  piece  of  artificial  work,  and 
show  its  adaptation  to  the  mouth;  this 
practical  work  to  be  done  at  the  college 
building.  In  addition  he  was  required 
to  pass  a  satisfactory  examination  by  the 
faculty. 

The  fees  were  twenty  dollars  for  each 
professor's  ticket,  and  seven  dollars  and 
a  half  for  each  demonstrator,  making 
one  hundred  and  fifteen  dollars  for  the 
course.  Matriculation  fee  (paid  but 
once),  five  dollars,  and  diploma  fee, 
thirty  dollars. 

The  session  began  on  Monday,  N"o- 
vember  3,  1856,  precisely  as  it  would 
have  done  had  no  change  in  the  school 
taken  place.  Thirty-three  students  ma- 
triculated for  this  session;  the  first  was 
Henry  Winterbottom,  who  had  taken 
his  first  course  in  the  former  school. 

During  the  session  Professor  Town- 
send's  health  broke  down,  and  his  friends 
realized  that  he  was  approaching  the 
close  of  his  career.  Such  duties  as  he 
was  unable  to  perform  were  assumed  by 
the  other  members  of  the  faculty. 

On  Tuesday,  February  26,  1857,  the 
first  commencement  was  held  in  Musical 
Fund  Hall,  Locust  street  below  Eighth, 
at  which  thirteen  students  received  the 
degree  of  Doctor  of  Dental  Surgery.  The 
valedictory  address  was  delivered  by  Pro- 
fessor Townsend;  it  proved  to  be  his 
last  appearance  before  the  profession, 
his  death  occurring  the  following  year. 

At  a  meeting  of  the  faculty  held 
March  15  th,  Professor  Townsend  ten- 
dered his  resignation,  his  health  having 
become  so  far  impaired  that  he  was  no 
longer  able  to  fill  the  position.  In  ac- 
cepting his  resignation  the  faculty  unan- 
imously recommended  Dr.  Townsend  to  ^ 
the  Board  of  Corporators  as  worthy  of 
the  appointment  of  emeritus  professor, 
a   suggestion   that   was   promptly    acted 
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upon.  Dr.  Townsend's  retirement  was 
deeply  regretted  by  teachers  and  stu- 
dents. His  reputation  as  a  skilful  oper- 
ator and  close  observer,  his  affability, 
earnestness  as  a  teacher,  and  scholastic 
attainments  were  highly  appreciated. 
This,  with  his  unselfish  devotion  to  the 
best  interests  of  the  patient  and  the  pro- 
fession, caused  him  to  be  looked  upon, 
deservedly,  as  a  model  professional  gen- 
tleman. At  this  same  meeting  Dr.  John 
H.  McQuillen  was  elected  to  till  the 
vacancy. 

On  Tuesday,  March  24th,  Drs.  Arthur 
and  Parry  resigned  because  the  faculty 
proposed  to  make  a  change  in  the  chair 
of  operative  dentistry  of  which  they  dis- 
approved. The  faculty  recommended  to 
the  Board  of  Corporators,  Drs.  William 
Calvert  and  J.  Hayhurst  to  fill  the  va- 
cancies. This  having  been  approved, 
Professor  Buckingham  was  transferred  to 
the  chair  of  chemistry,  materia  medica 
and  therapeutics.  Dr.  Calvert  was  ap- 
pointed professor  of  mechanical  dentis- 
try, and  Dr.  Thomas  W.  Walker  was 
appointed  demonstrator  of  mechanical 
dentistry.  On  Tuesday,  June  23,  1857, 
Professor  Buckingham  was  elected  dean. 
Beginning  with  the  second  session,  the 
fee  for  the  course  was  one  hundred  dol- 
lars, including  the  demonstrators'  fees, 
thus  reducing  the  fee  for  the  course 
fifteen  dollars. 

The  second  session  commenced  Novem- 
ber 2,  1857.  For  this  session  forty- 
eight  students  matriculated.  Of  these, 
fifteen  graduated  at  the  ensuing  com- 
mencement. Those  connected  with  the 
college  thought  all  were  working  in  har- 
mony, but  Prof.  J.  F.  B.  Flagg,  in  con- 
nection with  his  son,  established  a  "den- 
tal academy'';  this  the  faculty  believed 
Would  lessen  the  interest  of  Professor 
Flagg  in  the  college,  or  would  retard  the 


progress  of  the  college  in  public  favor 
and  recognition.  Dr.  Flagg  was  requested 
to  close  his  dental  academy,  but  preferred 
to  resign  his  chair  in  the  college. 

At  the  close  of  the  session  Professor 
Hayhurst  resigned  his  chair,  and  Dr. 
Jack  resigned  as  demonstrator.  July 
1858,  Dr.  Walker,  demonstrator  of  me- 
chanical dentistry,  died.  Drs.  C.  Xewlin 
Peirce  of  Philadelphia,  and  J.  L.  Suesse- 
rott  of  Chambersburg,  Pa.,  were  elected 
to  the  vacancies  in  the  faculty.  Profes- 
sor McQuillen  was  transferred  to  the  chair 
formerly  occupied  by  Professor  Flagg 
(anatomy  and  physiology),  Dr.  Peirce 
taking  his  place  as  professor  of  dental 
physiology  and  operative  dentistry.  Dr. 
Suesserott  became  professor  of  principles 
of  dental  surgery  and  therapeutics,  and 
Professor  Buckingham's  chair  was  en- 
titled chemistry  and  metallurgy.  Dr. 
D.  H.  Goodwillie  was  appointed  demon- 
strator of  operative  dentistry,  and  Dr. 
J.  J.  Griffith  demonstrator  of  mechani- 
cal dentistry.  Dr.  Walker's  death  Avas  a 
serious  loss.  He  was  a  young  man  of 
bright  promise,  an  apt  teacher,  a  skilful 
dental  mechanic,  and  particularly  expert 
as  an  artistic  block-carver. 
.  During  the  third  session,  which  com- 
menced jSTovember  1,  1858,  the  faculty 
changed  the  manner  of  voting  for  candi- 
dates for  graduation.  The  ball  system 
heretofore  used,  which  gave  to  each 
professor  but  one  vote,  was  discarded, 
and  a  rule,  which  gave  to  each  five  votes, 
adopted  in  its  place.  Sixteen  votes  were 
required-  to  "pass"  a  candidate,  this  being 
later  raised  to  nineteen.  The  new  method 
was  more  favorable  to  the  student.  On 
February  26,  1859,  Professor  Calvert 
was  elected  dean,  and  Professor  Peirce 
treasurer. 

Fifty-one  students  matriculated  for  the 
fourth  session,  1859-00.   Of  these  twenty- 
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one  received  the  degree  of  Doctor  of  Den- 
tal Surgery  at  the  commencement  held 
February  28,  1860.  During  this  session 
vulcanized  rubber  was  introduced  into 
the  college  as  a  base  for  artificial  teeth. 

The  fifth  session  opened  with  sixty- 
three  matriculates,  of  which  thirty-six 
graduated  when  the  session  closed. 

On  June  13,  1862,  Professor  Calvert 
resigned,  as  he  was  about  to  remove  per- 
manently to  California.  Dr.  E.  Wild- 
man  was  elected  to  fill  his  chair,  and  Pro- 
fessor Peirce  took  his  place  as  dean. 
September  26,  1862,  Professor  Suesserott 
resigned.  This  resignation  coming  so 
near  the  opening  of  the  session  was  em- 
barrassing to  the  faculty.  After  canvass- 
ing the  matter,  being  unable  to  agree 
upon  a  candidate  to  recommend  for  his 
place,  they  requested  the  Board  of  Cor- 
porators to  make  a  selection.  Two  appli- 
cants appeared  for  the  place.  Dr.  Geo.  T. 
Barker,  who  had  recently  succeeded  Dr. 
Goodwillie  as  demonstrator  of  operative 
dentistry,  and  Dr.  J.  Foster  Flagg,  son 
of  former  Professor  Flagg.  The  board 
elected  Dr.  George  T.  Barker.  Profes- 
sor McQuillen  was  dissatisfied  with  this 
choice  and  immediately  resigned.  W.  S. 
Forbes,  M.D.,  was  elected  his  successor. 
Dr.  James  Truman  was  appointed  dem- 
onstrator of  operative  dentistry,  and  Dr. 
E.  N.  Bailey  demonstrator  of  mechanical 
dentistry,  positions  vacated  by  the  pro- 
motion of  Dr.  Barker  and  the  resignation 
of  Dr.  Griffith. 

ISTot withstanding  adverse  circumstances, 
the  session  was  fairly  successful.  At  its 
close  the  honorary  degree  of  D.D.S.  was 
conferred  upon  Professor  Forbes,  and  Dr. 
J.  D.  White  was  elected  emeritus  profes- 
sor. 

The  changes  in  the  teaching  staff  just 
before  the  opening  of  the  session  had  been 
happily  adjusted,   but   other   impending 


troubles  for  a  time  threatened  the  exist- 
ence of  the  institution.  The  faculty  was 
notified  that  the  rooms  they  occupied 
would  be  required  at  the  close  of  the 
session  to  accommodate  the  increas- 
ing business  of  the  owners  of  the  build- 
ing. 

A  charter  had  been  obtained  for  a  new 
dental  college,  and  under  the  leadership 
of  Dr.  J.  H.  McQuillen  the  Phila- 
delphia Dental  College  was  organized. 
Dr.  McQuillen  was  the  editor  of  the 
Dental  Cosmos,  and  the-  publishers  of 
this  journal  refused  to*  issue,  as  hereto- 
fore, the  announcements  of  or  to  ad- 
vertise the  Pennsylvania  College  of 
Dental  Surgery,  but  gave  its  influ- 
ence and  sympathy  to  the  new  enter- 
prise. The  faculty  of  the  old  college 
were  refused,  also,  the  use  of  the  mailing 
list  that  previously  had  been  at  their  dis- 
posal. These  events  seriously  hampered 
them.  The  facult}'-,  however,  were  thor- 
oughly in  earnest,  and  in  perfect  har- 
mony. They  secured  a  lease  of  the 
premises  at  fhe  southeast  corner  of  Tenth 
and  Arch  streets,  and  fitted  up  the  sec- 
ond, third,  and  fourth  floors  for  the  use 
of  the  college.  The  location  was  more 
central  than  the  former  one,  and  the 
building  much  better  suited  to  their  pur- 
pose. To  restore  their  mailing  list,  they 
sent  a  printed  circular  to  the  postmaster 
of  every  county  in  the  United  States,  re- 
questing a  list  of  dentists  in  their  locality. 
These  were  generally  responded  to;  and 
by  this  means,  and  the  directories  of  the 
larger  cities,  the  names  and  addresses  of 
over  four  thousand  dentists  were  thereby 
obtained.  They  also  established  a  quar- 
terly dental  journal,  the  Dental  Times, 
edited  by  the  faculty,  which  for  ten  years 
held  an  honorable  place  among  den- 
tal periodicals.  The  crisis  was  success- 
fully passed,  and  the  opening  of  the  ses- 
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sion  of  1863-64  found  the  college  far 
better  located,  better  housed,  more  inde- 
pendent, and  with  brighter  prospects 
than  ever  before. 

Dr.  Edward  N.  Bailey,  demonstrator 
of  mechanical  dentistry,  died  June  18, 
1864,  and  Dr.  J.  M.  Barstovv  was  ap- 
pointed in  his  place. 

At  the  close  of  the  session  of  1864-65, 
Professor  Peirce  resigned,  and  Dr.  James 
Truman  was  appointed  in  his  place,  Dr. 
B.  T.  Darby,  who  had  just  graduated, 
taking  his  place  as  demonstrator  of  oper- 
ative dentistry. 

At  a  meeting  held  December  32,  1865, 
the  faculty  decided  to  confer  the  degree 
of  Doctor  of  Dental  Surgery  upon  den- 
tists who  had  been  in  practice  before 
1852,  and  who  had  established  a  pro- 
fessional reputation  as  good  operators, 
without  requiring  their  attendance  at 
lectures.  Under  this  rule  about  thir- 
ty-six received  a  diploma  during  the 
years  this  ru.^e  was  in  force,  stat- 
ing the  conditions  under  which  it  was 
granted.  This  condition  was  first  pub- 
lished in  the  announcement  of  the  elev- 
enth session,  1866-67,*  and  reads  as  fol- 
lows: 

Candidates    for    Graduation   Who    Have    Not 
Attended  Lectures. 

Dentists  who  have  been  in  continued  prac- 
tice since  1852  are  eligible  to  be  candidates 
for  graduation  without  attendance  on  lec- 
tures. The  candidate  for  graduation  must 
present  satisfactory  evidence  of  his  having 
been  in  practice  for  the  allotted  time,  also  of 
his  good  standing  in  the  profession;  he  must 
prepare  a  thesis  upon  some  subject  connected 
with  the  theory  or  practice  of  dentistry.  He 
must  present  specimens  of  his  workmanship. 
He  must  undergo  a  satisfactory  examination 
by  the  faculty,  when,  if  qualified,  he  shall  be 
recommended  to  the  Board  of  Trustees,  and  if 
approved  by  them  shall  receive  the  degree  of 
Doctor  of  Dental  Surgery. 
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The  first  graduates  under  this  rule 
were  John  B.  Wheeler  of  New  York,  A. 
Lawrence  of  Massachusetts,  and  W.  G. 
A.  Bonwill  of  Delaware;  these  received 
the  degree  at  the  tenth  annual  commence- 
ment, March  1,  1866,  just  before  the  rule 
was  published.  This  rule  was  advertised 
for  the  last  time  in  the  annual  announce- 
ment for  the  fourteenth  session  of 
1869-TO.  About  thirty-six  received  di- 
plomas under  these  conditions,  the  last 
being  Theodore  F.  Chupein,  then  of 
Charleston,  S.  C,  but  later  of  Philadel- 
phia, in  1872,  and  W.  T.  Smith  of 
Maryland,  in  1879.  Candidates  for 
graduation  under  this  rule  paid  the  ma- 
triculation and  diploma  fees  only.  Re- 
ferring to  the  reason  for  its  adoption. 
Prof.  James  Truman,  in  the  Dental 
Times,  vol.  iv,  April  1867,  page  163,  has 
this  to  say : 

By  resolution  of  the  faculty  of  the  college 
all  who  have  been  in  the  reputable  practice 
of  dentistry  since  1852  have  the  privilege  of 
matriculating  and  submitting  to  an  examina- 
tion without  attending  lectures.  But  in  order 
to  receive  the  diploma  of  this  institution  they 
must  not  only  be  satisfactory  to  the  faculty, 
but  they  must  produce  evidence  of  practical 
ability  in  operative  and  mechanical  dentistry. 
The  object  of  this  rule  is  to  endeavor  to  sep- 
arate all  truly  worthy  members  of  the  profes- 
sion from  the  unworthy,  with  the  belief  that 
it  will  materially  hasten  the  time  when,  by 
the  moral  force  of  the  community,  if  not  by 
legal  enactment,  all  will  be  obliged  to  possess 
a.  certificate  of  ability  to  practice.  In  ac- 
cordance with  this  rule  our  readers  will  ob- 
serve a  large  number  of  names  under  the  ap- 
propriate heading,  of  those  who  voluntarily 
came  forward  to  comply  with  the  requisitions 
of  this  rule.  To  many  the  diploma  may  be 
of  trifling  value  in  a  pecuniary  sense;  but 
the  efl'ort  to  obtain  it  will,  as  an  example  to 
younger  men,  be  of  immense  value,  and  will 
do  much,  in  our  judgment,  to  elevate  the  pro- 
fession. The  action  of  this  college  in  grant- 
ing these  degrees  may  be  open  to  criticism  in 
some   respects,   yet  we  still   regard  it   as  the 
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only  means  to  bring  the  profession  to  a  com- 
mon level.  All  proper  means  have  been  and 
will  continue  to  be  adopted,  to  guard  with 
jealous  care  the  rights  of  students  and  the 
honor  of  the  profession. 

The  growth  of  the  college  is  well  shown 
by  the  report  at  the  close  of  the  session 
of  1864-65.  There  were  fifty-six  matric- 
ulates and  twenty-nine  graduates.  Dur- 
ing the  session  two  thousand  six  hundred 
patients  visited  the  clinic  room,  and  three 
thousand  six  hundred  and  seventy-seven 
operations  were  performed  in  the  opera- 
tive clinic,  and  two  thousand  and  nine 
artificial  teeth  mounted  in  the  mechani- 
cal clinic.  At  the  ninth  annual  com- 
mencement held  at  the  close  of  this  ses- 
sion, February  25,  1865,  the  honorary 
degree  was  conferred  upon  Theodore  S. 
Evans  of  Paris,  France,  J.  M.  Barstow 
and  Mahlon  Kirk  of  Philadelphia,  Jesse 
C.  Green,  West  Chester,  Pa.,  and  J.  D. 
Wingate,  Bellefonte,  Pa. 

During  the  session  of  1866-67  the  fac- 
ulty decided  to  charge  patients  for  the 
material  used  in  the  mechanical  clinic. 
Previous  to  this  all  work  was  done  gratis. 
For  this  session  there  were  one  hundred 
matriculates,  twenty-six  regular  gradu- 
ates and  twenty-three  who  had  been  in 
practice  prior  to  1852  and  who  passed  a 
satisfactory  examination. 

During  May  1867,  Dr.  Henry  Harts- 
horn at  the  recommendation  of  the  fac- 
ulty was  added  to  the  teaching  staff, 
which  now  consisted  of  six  active  profes- 
sors and  two  demonstrators,  as  follows: 
J.  D.  White,  M.D.,  D.D.S.,  emeritus  pro- 
fessor; T.  L.  Buckingham,  M.D.,  D.D.S., 
professor  of  chemistry;  E.  Wildman, 
M.D,.  D.D.S.,  professor  of  mechanical 
dentistry  and  metallurgy;  Gr.  T.  Barker, 
M.D.,  D.D.S.,  professor  of  dental  pathol- 
ogy, materia  medica,  and  therapeutics; 
W.  S.  Forbes,  M.D.,  D.D.S.,  professor  of 


anatomy  and  physiology;  James  Tru- 
man, D.D.S.,  professor  of  dental  his- 
tology and  operative  dentistry;  Henry 
Hartshorn,  M.D.,  professor  of  physiology 
and  hygiene;  Edwin  T.  Darb}',  D.D.S., 
demonstrator  of  operative  dentistry; 
J.  M.  Barstow,  D.D.S.,  demonstrator  of 
mechanical  dentistry. 

The  session  of  1867-68  was  made  not- 
able by  the  admission  of  the  first  woman 
matriculate,  Mrs.  Henriette  Hirschfeld 
of  Berlin,  Germany.  She  was  the  first 
woman  dental  student  in  Philadelphia, 
and  the  second  in  the  United  States.  To 
her  credit,  be  it  said,  as  a  student  she 
carried  herself  well;  by  her  earnestness 
and  thorough  devotion  to  her  college 
duties  she  did  much  to  overcome  the  pro- 
fessional prejudice  to  co-education  that 
was  strongly  expressed  at  the  time,  and 
gained  the  respect  of  her  classmates. 
Her  subsequent  career  and  that  of  the 
many  others  who  have  followed  her  ex- 
ample, has  demonstrated  the  futility  of 
the  many  learned  arguments  to  prove  the 
unfitness  of  her  sex  for  dental  practice. 
Over  one  hundred  women  have  since 
then  gone  out  from  this  college  alone, 
and  they  seem  to  have  found  in  this  vo- 
cation  a  promising  field  of  usefulness. 

The  action  of  this  college  in  making 
special  provision,  and  offering  induce- 
ments for  the  older  practitioners  to  ac- 
quire the  dental  degree,  did  not  meet  the 
approval  of  other  colleges.  ISTotwith- 
standing  that  it  applied  to  a  class  of  men 
who  in  the  course  of  nature  would  not 
increase,  and  that  it  required  from  them 
all  that  was  required  from  regular  stu- 
dents except  attendance  upon  lectures 
and  the  practical  work  of  the  clinic  room, 
and  that  it  tended  to  more  quickly  bring 
about  the  universal  requirement  of  the 
dental  degree  as  a  prerequisite  to  enter- 
mg  upon  dental  practice — the  profession, 
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ever  sensitive  and  quick  to  resent  any  at- 
tempt to  make  this  distinction  accessible 
by  any  other  than'  a  proper  college  course, 
looked  upon  it  with  distrust. 

Prior  to  this,  the  dental  colleges 
throughout  the  country  had  formed  a 
union  with  the  laudable  desire  to,  as  far 
as  possible,  unify  the  course  of  instruc- 
tion, and  by  united  effort  raise  the  stand- 
ard of  professional  requirements.  Dele- 
gates from  the  several  colleges  in  further- 
ance of  this  met  at  stated  times  to  dis- 
cuss matters  of  mutual  interest.  At  a 
meeting  of  such  delegates  held  in  Phila- 
delphia, March  20,  1867,  this  matter  was 
brought  up  and  fully  discussed.  It  was 
finally  resolved,  "That  no  dental  college 
should  be  permitted  to  grant  a  diploma 
to  any  practitioner  unless  he  attended  the 
regular  course  of  lectures,  or  had  made 
himself  eminent  by  valuable  contribu- 
tions to  the  science."  This  action  was 
resisted  by  the  representatives  of  the 
Pennsylvania  College.  They  contended 
that  their  course  in  recognizing  merit  in 
those  who,  entering  the  profession  before 
collegiate  opportunities  were  generally 
available,  had  by  itheir  own  efforts  suffi- 
ciently advanced  to  pass  the  same  tests  as 
required  of  a  regular  student,  was  right 
and  proper,  and  that  their  requirements 
for  this  class  of  applicants  were  suffi- 
ciently stringent  to  properly  safeguard 
the  dignity  of  the  dental  degree.  Con- 
sidering the  resolution  a  censure  upon  the 
past  and  prospective  course  of  the  Penn- 
sylvania College  of  Dental  Surgery,  its 
faculty  withdrew  from  the  organization. 

Prof.  Geo.  T.  Barker  referred  to  this 
in  an  editorial  in  the  Dental  Times  (vol. 
iv,  April  1867,  page  166),  entitled 

The  Reason  Why. 

A  meeting  of  the  Association  of  the  Colleges 
of  Dentistry  was  held  at  Philadelphia,  March 
20,    1867.     Delegates   were   present   from   the 


following  institutions:  Baltimore  College  of 
Dental  Surgery,  Pennsylvania  College  of 
Dental  Surgery,  Ohio  College  of  Dental  Sur- 
gery, Philadelphia  Dental  College  and  New 
York  College  of  Dentistry.  The  principal 
business  was  the  adoption  of  rules  acted  upon 
at  the  former  preliminary  session.  This  was 
proceeded  with  in  harmony,  and  was  charac- 
terized by  the  desire  to  work  together  for  the 
general  good.  At  the  evening  session  a  reso- 
lution was  introduced  by  Professor  Weisse,  of 
the  New  York  College  of  Dentistry,  the  char- 
acter of  which  was  to  prohibit  anj^  institu- 
tion from  granting  a  diploma  to  any  practi- 
tioner unless  he  should  attend  the  regular 
course  of  lectures,  under  the  rules  previously 
adopted  by  the  Association,  except  only  to 
those  who  have  made  themselves  eminent  by 
valuable  contributions.  This  resolution  was 
modified  by  Professor  Austin  of  the  Balti- 
more College,  so  that  instead  of  a  prohibition 
the  Association  would  disapprove  of  the  con- 
ferrence  of  the  degree.  The  introduction  of 
these  resolutions  was  avowedly  designed  by 
their  authors  and  supporters  to  strike  at  the 
following  rule,  which  was  in  force  in  the 
Pennsylvania  College  of  Dental  Surgery. 

Professor  Barker,  after  quoting  the 
rule  published  in  the  eleventh  annual 
announcement,  1866-67,  already  given, 
further  says : 

The  passage  of  the  amended  resolution  was 
resisted  by  the  faculty  of  the  Pennsylvania 
College,  as  they  believed  it  was  the  province 
of  colleges  not  only  to  teach  but  to  recognize 
and  reward  the  merits  of  men  who  had  by 
their  labors  contributed  to  the  advancement 
of  the  interests  of  dentistry.  That  the  indis- 
criminate granting  of  degrees  was  not  de- 
sired; but  that  as  far  as  they  were  con- 
cerned, they  would  abide  by  the  judgment  of 
the  profession  on  the  character,  reputation, 
and  ability  of  those  thus  graduating.  These 
and  many  other  reasons  which  space  will  not 
at  present  allow  us  to  give,  were  offered  for 
the  non-passage  of  the  resolution ;  but  on  a 
vote  by  colleges  it  was  adopted.  As  this  reso- 
lution was  considered  a  censure  on  the  past 
and  prospective  course  of  the  Pennsylvania 
College  of  Dental  Surgery,  the  faculty  unani- 
mously severed  their  connection  with  the  As- 
sociation. 
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On  February  23,  1870,  Professor 
Hartshorn  resigneS.  On  April  30th, 
Professor  Forbes  also  resigned.  On  May 
9th,  Dr.  James  Tyson  and  Dr.  J.  Ewing 
Mears  were  elected  to  fill  the  vacancies. 
Professor  Tyson's  chair  was  entitled  the 
chair  of  physiology  and  microscopic  anat- 
omy. Professor  Mears  of  the  chair  of 
anatomy  and  surgery,  was  an  adept  in 
surgery,  and  had  given  special  attention 
to  surgery  of  the  mouth  and  adjacent 
parts.  Oral  surgery  was  beginning  to 
attract  professional  attention,  and  in  his 
desire  to  make  his  services  to  the  college 
as  useful  as  possible.  Professor  Mears  in- 
stituted a  surgical  clinic  in  connection 
with  his  chair.  The  following  announce- 
ment appeared  in  the  Dental  Times  (vol. 
viii,  page  86)  : 

We  would  announce  to  our  friends  that  it 
is  the  desire  of  Professor  Mears  to  hold  a 
surgical  clinic  every  Wednesday  from  10  to 
12  noon,  during  the  session  of  the  Pennsyl- 
vania College  of  Dental  Surgery.  At  the 
clinics  diseases  of  the  oral  cavity  and  all  ad-^ 
jacent  parts  will  receive  particular  attention. 
We  respectfully  request  our  friends  to  assist 
in  obtaining  cases,  and  all  operations  will  be 
performed  gratuitously. 

This  was  very  much  appreciated  by  the 
students,  and  the  clinic  was  continued 
during  his  thirty  years'  service  as  pro- 
fessor of  these  branches  in  this  eollege. 

ISTo  matters  of  special  interest  oc- 
curred in  the  college  until  the  session  of 
1872-73,  when  the  co-education  question 
was  finally  settled.  For  several  years  it 
had  been  freely  discussed,  at  time  with 
much  warmth.  It  had  been  brought  to 
the  notice  of  the  board,  who  decided  that 
there  was  no  legal  reason  for  excluding 
women  from  the  school,  but  they  recog- 
nized that  it  was  the  right  of  the  faculty 
to  decide  who  they  would  and  who  they 
would  not  admit.     At  a  meeting  of  the 


board  held  June  26,  1871,  after  a  free 
discussion  of  the  subject  the  following 
resolution  was  adopted: 

Resolved,  That  the  advancing  spirit  of 
the  age  and  the  just  right  of  women  require 
that  they  shall  be  admitted  to  medical  and 
dental  education,  and  that  the  faculty  of  this 
college  be  requested  to  admit  women  as 
matriculants  to  the  college  at  as  early  a  period 
as  they  may  deem  advisable. 

Several  women  had  been  admitted  to 
the  session  of  1872-73,  and  on  account  of 
objection  being  made  to  their  presence 
in  the  class  their  exclusion  from  the  fol- 
lowing session  was  suggested.  The  mat- 
ter was  carried  to  the  board,  which  after 
having  heard  both  sides  of  the  question 
referred  it  to  a  special  committee.  This 
committee  reported  at  a  meeting  of  the 
board  held  March  31,  1873.  Their  re- 
port, which  is  quite  long  and  which  fully 
covered  the  whole  matter,  held  that  the 
act  of  matriculation  was  a  contract  be- 
tween the  school  and  the  student  of  such 
a  nature  that  while  the  student  was 
under  no  obligation  to  attend  a  sec- 
ond course,  the  faculty  were  obligated 
to  permit  him  to  do  so  if  he  desired, 
and  to  continue  his  studies  in  the 
school  as  long  as  he  continued  to  pay  the 
fees  and  to  conduct  himself  properly. 
That  there  was  nothing  in  the  charter  of 
the  institution  prohibiting  the  entrance 
of  women.  That  while  the  faculty  had 
perfect  liberty  to  matriculate  or  to  refuse 
to  matriculate  anyone  whom  they  chose, 
having  once  matriculated  a  student  and 
accepted  the  customary  fees  they  were 
obliged  to  permit  that  student  to  attend 
the  full  course,  and  to  graduate  if  found 
qualified  and  no  specific  charges  were 
brought  against  him.  In  taking  the  ac- 
tion they  did,  the  whole  faculty  dis- 
claimed any  intention  of  excluding 
women  from  practicing  dentistry,  but  ob- 
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jected  to  the  cduccitioii  of  the  two  sexes 
together  in  the  same  class. 

In  March  1873^  the  faculty  decided  to 
add  a  spring  course  of  lectures,  supple- 
mental to  the  regular  course,  beginning 
on  the  first  Monday  in  April  1873,  and 
continuing  until  the  last  of  June.  Dur- 
ing this  session  each  one  of  the  faculty 
was  to  deliver  one  lecture  each  week. 
The  mechanical  clinic  was  open  from  9 
to  13  noon,  and  the  operative  clinic  from 
2  to  4  P.M.  A  demonstrator  was  ap- 
pointed for  each  clinic.  They  also  de- 
cided to  discontinue  the  Dental  Times 
with  the  April  number,  when  it  would 
complete  its  tenth  volume,  the  cause  which 
brought  it  into  being  having  ceased  to 
exist.* 

Another  innovation  introduced  at  this 
time  was  a  corps  of  clinical  lecturers, 
selecting  for  this  position  gentlemen  who 
were  specially  skilful  in  some  depart- 
ment of  practice  and  were  willing  to  now 
and  again  operate  before  the  class  or 
demonstrate  some  operative  or  mechani- 
cal procedure.  This  was  inaugurated  by 
appointing  the  following  seven  clinical 
lecturers:  Drs.  A.  L.  Northrop  of  New 
York  city,  C.  A.  Marvin  of  Brooklyn,  C. 


*The  following  announcement  was  pub- 
lished in  the  Dental  Times,  vol.  x,  April  1873 : 

"At  a  recent  meeting  of  the  faculty  it  was 
decided  to  suspend,  for  the  present  at  least, 
the  publication  of  the  Times  with  the  issue  of 
this  number,  which  completes  volume  x.  The 
Times,  which  is,  therefore,  ten  years  old,  was 
started  at  a  period  when  the  formation  of 
energetic  rival  schools  and  the  editorial  rela- 
tions held  by  the  management  of  some  of 
them  required  that  our  college  should  have  an 
organ.  The  necessity  seems  now  no  longer  to 
exist,  and  the  faculty  deem  that  they  now, 
without  detriment  to  the  interests  of  the 
school,  may  relinquish  the  onerous  duties  of 
editors  and  publishers — how  onerous  they 
only  know  who  have  actually  encountered 
them." 


Palmer  of  Ohio,  E.  T.  Darby,  liobert 
Huey,  and  William  H.  Trueman  of  Phil- 
adelphia. 

At  a  meeting  of  the  board  held  Sep- 
tember 5,  1876,  the  death  of  Professor 
Wildman  was  announced,  and  at  the 
same  meeting  Professor  Truman  ten- 
dered his  resignation.  He  was  then  in 
Germany,  and  finding  that  his  business 
arrangements  required  his  presence  there 
for  an  indefinite  period,  decided  to  resign, 
which  he  did  in  a  kindly  note  addressed 
to  the  board.  Drs.  Charles  J.  Essig  and 
Edwin  T.  Darby  were  elected  to  fill  the 
vacancies. 

The  session  of  1877-78  was  especially 
successful.  The  matriculates  numbered 
one  hundred  and  fifty-seven,  and  taxed 
to  the  utmost  the  accommodations  af- 
forded by  the  building  then  occupied. 
The  advances  in  dental  education  re- 
quired a  large  increase  in  the  teaching 
staff;  in  addition  to  the  professors  it  was 
deemed  desirable  to  increase  the  number 
of  demonstrators,  and  to  make  other 
changes  looking  to  a  more  thorough 
training  of  the  students. 

About  this  time  the  University  of 
Pennsylvania  decided  to  organize  a  den- 
tal department  in  connection  with  its 
medical  school,  and  made  overtures  to 
the  faculty  of  the  college  suggesting  the 
adoption  of  the  college  as  a  dental  de- 
partment of  the  University.  At  a  meet- 
ing of  the  faculty  of  the  Pennsylvania 
College  of  Dental  Surgery,  held  Decem- 
ber 17,  1877,  the  following  communica- 
tion was  received  and  thoughtfully  con- 
sidered : 

University  of  Pennsylvania, 
Medical  Department, 
Philadelphia,  Dec.  10,  1877. 
Dr.   Ciias.    J.   Essig,   Dean    of   Pennsylvania 
College  of  Dental  Surgeiy. 
My  Dear  Sir:     At  a  special  meeting  of  the 
medical  faculty  held  this  evening,  it  was,  on 
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motion,  "Resolved  that  this  faculty  make 
overtures  to  the  faculty  of  the  Pennsylvania 
College  of  Dental  Surgery  with  the  view  to  a 
union  of  the  latter  college  with  the  Univer- 
sity of  Pennsylvania  as  its  Dental  Depart- 
ment." 

And  on  motion  it  was  further  "Resolved, 
that  Professors  Joseph  Leidy  and  William 
Pepper  be  appointed  a  committee  from  this 
faculty  to  confer  with  the  faculty  of  the 
Pennsylvania  College  of  Dental  Surgery  at 
such  time  as  may  be  appointed  for  the  pur- 
pose." 

Respectfully  yours, 

James  Tyson, 
Sec'y  of  the  Medical  Faculty. 

On  motion  of  Dr.  Barker  it  was  resolved 
that  a  committee  of  the  faculty  as  a 
whole  be  appointed  to  meet  the  committee 
of  the  medical  faculty  on  Wednesday 
evening,  December  19,  1877,  at  the  resi- 
dence of  Prof.  James  Tyson,  1506  Spruce 
street. 

Thursday,  December  27th,  a  special 
meeting  of  the  faculty  was  held  to  con- 
sider the  proposition  of  the  University  of 
Pennsylvania  for  a  union  of  the  two  in- 
stitutions by  which  the  Pennsylvania 
College  of  Dental  Surgery  would  become 
the  Dental  Department  of  the  University 
of  Pennsylvania.  After  much  discussion 
a  vote  was  taken  with  the  result  that 
four  voted  in  favor  of  and  two  against  the 
proposition. 

The  dean  was  directed  to  send  to  Prof. 
Joseph  Leidy,  chairman  of  the  committee 
representing  the  faculty  of  the  Medical 
Department  of  the  University  of  Penn- 
sylvania, the  following  answer: 

To  the  Committee  appointed  by  the  Medical 
Faculty  of  the  University  of  Pennsyl- 
vania. 

Dear  Sirs:  The  faculty  of  the  Pennsyl- 
vania College  of  Dental  Surgery  would  re- 
spectfully state  that  they  have  carefully  con- 
sidered the  proposition  to  unite  the  two  in- 
stitutions. 


Drs.  Essig,  Barker,  Tyson,  and  Darby 
would  agree  to  unite  under  such  regulations 
as  might  be  agreed  upon,  provided  it  could 
be  satisfactorily  shown  to  them  that  such  a 
fusion  would  tend  directly  to  the  advance- 
ment and  good  of  the  dental  profession. 

Drs.  Mears  and  Buckingham  object  to  the 
union  on  the  ground  that  in  their  opinion 
such  a  coalition  does  not  offer  a  promise  of 
any  advantage  over  the  teachings  of  a  well- 
appointed  dental  college. 

Charles  J.   Essig, 

Dean. 

As  it  required  the  unanimous  consent 
of  the  faculty  to  authorize  the  union,  and 
this  could  not  be  obtained,  the  project 
was  abandoned. 

Toward  the  close  of  the  session  Pro- 
fessor Barker  died,  at  the  age  of  forty- 
two  years.  As  the  subjects  he  taught 
could  be  covered  by  the  other  chairs,  the 
faculty,  with  the  consent  of  the  board, 
decided  to  permit  his  chair  to  remain  va- 
cant. 

At  the  close  of  the  session.  Professors 
Essig,  Tyson,  and  Darby,  resigned  to 
accept  positions  in  a  projected  dental  de- 
partment of  the  University  of  Pennsyl- 
vania. Thus  a  second  time  in  its  history 
the  faculty  was  compelled  to  reorganize. 

Drs.  C.  K.  Peirce,  Wilbur  F.  Litch, 
and  Henry  C.  Chapman  were  elected  to 
fill  the  vacancies. 

In  order  to  increase  the  facilities  of 
the  college,  the  faculty  secured  a  much 
larger  building  at  the  northwest  corner 
of  Twelfth  and  Filbert  streets,  leasing 
the  second,  third,  fourth,  and  fifth  floors. 
This  location  was  quite  as  desirable  as  the 
one  vacated,  and  the  building  was  not 
only  much  larger  but  better  adapted  to 
the  purpose.  The  windows  were  large 
and  more  numerous,  and  the  entrance  so 
s-ituated  as  to  permit  a  much  more  con- 
venient arrangement  of  rooms.  Among 
the   more   notable    improvements    intro- 
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duced  was  a  clu'inical  hihoi-atory  prop- 
erly fitted  with  desks  for  tlie  individual 
use  of  students  and  well  stocked  with 
supplies  and  apparatus  for  the  practical 
study  of  this  science.  Another  was  a 
dissecting  room,  properly  fitted  for  this 
branch  of  anatomical  study.  This  was 
placed  in  charge  of  Dr.  Percival  E.  Loder, 
who  was  appointed  demonstrator  of  anat- 
omy. Heretofore  dental  students  were 
compelled  to  seek  conveniences  for  the 
practical  study  of  anatomy  outside  of  the 
dental  school,  and  under  teachers  not 
conversant  with  their  special  needs.  The 
lecture  rooms  were  large,  with  high  ceil- 
ings, provided  with  comfortable  seats  so 
disposed  around  the  lecture  table  that  the 
speaker  could  be  heard  and  his  demon- 
strations seen  to  the  best  advantage.  Drs. 
Robert  Huey  and  F.  M.  Dixon  of  Phila- 
delphia, and  Dr.  J.  IST.  Farrar  of  New 
York,  were  appointed  lecturers  on  opera- 
tive dentistry.  These  gentlemen  deliv- 
ered a  short  course  of  practical  lectures 
during  the  session  upon  subjects  with 
which  they  were  especially  familiar. 
These,  with  a  staff  of  seven  demonstra- 
tors in  daily  attendance  at  the  clinics 
and  thirteen  clinical  instructors  who  lec- 
tured occa/sionally  or  demonstrated  prac- 
tical operations  or  processes,  made  an  im- 
posing teaching  staff.  They  also  length- 
ened the  term  from  four  to  five  months. 
This  with  the  fall  and  spring  course 
made  it  possible  for  the  student  to  spend 
nine  months  of  each  year  under  instruc- 
tion in  the  theory  and  practice  of  dental 
surgery.  So  thorough,  indeed,  was  the 
course,  that  with  the  first  session  in  the 
new  building  the  faculty  were  able  to 
announce  that  owing  to  the  increase  in 
the  length  of  term  of  the  regular  session 
and  the  great  advances  they  had  made  in 
their  methods  of  instruction,  they  had 
been  able  to  make  an  arrangement  with 


tbe  Jefferson  Medical  College,  through 
which  such  students  as  might  desire  to 
do  so  could,  if  found  qualified,  obtain  the 
two  degrees,  in  dentistry  and  medicine, 
in  three  instead  of  four  years  as  hereto- 
fore. 

No4:hing  of  special  interest  occurred  in 
the  history  of  the  college  for  several 
years.  It  was  constantly  progressing. 
The  classes  were  large,  and  the  staff  of 
demonstrators  and  lecturers  were  from 
time  to  time  increased. 

Professor  Buckingham  died  in  the  fall 
of  1883,  and  Dr.  Henry  Leffman  was 
elected  to  fill  the  vacancy.  March  20, 
1885,  Professor  Chapman  resigned  the 
chair  of  physiology  and  general  pathol- 
ogy, and  on  the  same  date  Dr.  Albert  P. 
Brubaker  was  elected  to  fill  the  vacancy. 

Constantly  increasing  classes  demand- 
ing increased  accommodations  for  prac- 
tical work,  and  important  extensions  of 
the  college  curriculum  requiring  a  sub- 
stantial increase  in  the  number  of  dem- 
onstrators, and  in  the  auxiliary  teaching 
staff,  again  prompted  the  faculty  to  look 
for  better  accommodations.  A  property 
at  the  northeast  corner  of  Eleventh  and 
Clinton  streets  was  purchased.  This  loca- 
tion, in  a  residential  section  of  the  city, 
was  especially  desirable.  Of  the  buildings 
already  on  the  property,  a  portion  was  torn 
down  to  make  way  for  new  erections  and 
the  remaining  part  remodeled,  making 
when  completed  a  commodious  and  con- 
venient college  building.  When  the  im- 
provements were  complete,  the  title  to 
the  property  was  transferred  to  the  Board 
of  Corporators,  so  that  it  will  be  for  all 
time  held  in  trust  as  an  institution  for 
the  education  of  students  in  dentistry 
and  the  advancement  of  dental  science. 
This  building  was  occupied  by  the  college 
for  the  first  time  at  the  beginning  of  the 
spring  term,  1893. 
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During  the  following  decade  the  den- 
tal colleges  throughout  the  country  ex- 
perienced a  season  of  great  prosperity. 
ISTotwithstanding  that  dental  colleges  had 
increased  in  number  from  three,  when 
this  college  was  first  organized,  to  nearly 
one  hundred,  and  that  the  requirements 
were  becoming  more  and  more  exacting, 
and  that  all  "short  cuts"  to  the  dental 
degree  were  by  united  action  of  the  col- 
leges discontinued,  the  classes  increased 
so  rapidly  that  the  capacity  of  the  col- 
leges was  taxed  to  accommodate  them. 
Of  this  the  Pennsylvania  College  of  Den- 
tal Surgery  had  a  full  share.  To  meet 
this,  and  to  provide  teachers  for  the  new 
studies  added  to  the  dental  curriculum, 
the  staff  of  auxiliary  instructors  was 
largely  increased.  The  introduction  of  a 
graded  course,  and  the  division  of  the 
matriculates  into  classes,  each  pursuing 
its  own  special  course,  and  the  further 
division  of  these  into  small  groups  for 
the  purpose  of  individual  instruction, 
.  made  this  necessary,  and  made  necessary 
also  a  greater  number  of  class  and  work- 
rooms. It  was  not  long  before  the  entire 
building  was  fully  occupied. 

At  a  meeting  of  the  board,  May  15, 

1898,  it  was  decided  to  establish  two 
additional  chairs,  to  be  entitled  respec- 
tively dental  anatomy,  dental  histology, 
and  prosthetic  technics,  and  clinical  den- 
tistry and  oral  pathology.  I.  JSTorman 
Broomell,  D.D.S.,  was  elected  to  the 
former  and  G-eorge  W.  Warren,  A.M., 
D.D.S.,    to    the    latter.     On    March    2, 

1899,  Professor  Mears  tendered  his 
resignation,  which  was  accepted,  and  Dr. 
Loder,  demonstrator  of  anatomy,  was  ap- 
pointed to  complete  Professor  Mears' 
course,  and  later  was  elected  his  successor. 
A  new  chair  was  created,  W.  J.  Roe, 
M.D.,  D.D.S.,  being  elected  professor  of 
surgical  pathology  and  oral  surgery. 


This  college  is  the  third  oldest  now  in 
existence,  and  at  the  close  of  its  last  ses- 
sion, 1903-04,  had  graduated  over  2600. 
Its  teaching  staff,  as  announced  for  the 
coming  session  of  1904-05,  is  composed 
as  follows : 

Faculty. 

Wilbur  F.  Litch,  M.D.,  D.D.S.,  Dean;  Geo. 
W.  Warren,  A.M.,  D.D.S.,  Secretary;  C.  N. 
Peirce,  D.D.S.,  emeritus  professor  of  princi- 
ples and  practice  of  operative  dentistry; 
Henry  LeflFman,  A.M.,  M.D.,  D.D.S.,  emerituB 
professor  of  chemistry;  Wilbur  F.  Litch, 
M.D.,  D.D.S.,  professor  of  materia  medica, 
therapeutics  and  principles  of  prosthetic  den- 
tistry; Albert  P.  Brubaker,  M.D.,  D.D.S., 
professor  of  physiology,  general  pathology 
and  bacteriology ;  I.  Norman  Broomell, 
D.D.S..  professor  of  dental  anatomy,  dental 
histology  and  prosthetic  technics;  George  W. 
Warren,  A.M.,  D.D.S.,  professor  of  principles 
and  practice  of  operative  dentistry;  Percival 
E.  Loder,  M.D.,  D.D.S.,  professor  of  anatomy; 
W.  J.  Roe,  M.D.,  D.D.S.,  professor  of  surgical 
pathology  and  oral  surgery;  J.  Bird  Moyer, 
B.S.,  Ph.D.,  professor  of  chemistry  and 
metallurgy. 

Auxiliary  Instructors. 

Instructors  in  Operative  Dentistry. — E. 
Rowland  Hearn,  D.D.S.,  chief  instructor;  J. 
T.  Yoder,  D.D.S.;  Louis  Britton,  D.D.S.;  J. 
W.  Adams,  D.D.S. ;  Morris  Lowenstein, 
D.D.S.;  Frank  G.  Hitter,  D.D.S.,  extracting 
and  anesthetics. 

Instructors  in  Prosthetic  Dentistry. — 
Rupert  G.  Beale,  D.D.S. ;  Frederick  R.  Bru- 
net,  D.D.S.;  E.  A.  Kretschman,  D.D.S.;  S. 
E.  Conley,  D.D.S. ;    W.  T.  Herbst,  D.D.S. 

Instructor  in  Chemistry. — H.  H.  Shepler, 
B.S. 

Instructor  in  Metallurgy. — E.  E.  Huber, 
D.D.S. 

Instructor  in  Anatomy. — A.  Grant  Loder, 
A.M.,  M.D.;  Justin  E.  Nyce,  D.D.S.,  assist- 
ant. 

Instructor  in  Surgery  and  Bandaging. — W. 
R.  Roe,  D.D.S. 

Special  Instructors. 

William  B.  Warren,  D.D.S.,  instructor  in 
crown  and  bridge  work;   H.  L.  Cragin,  D.D.S., 
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instructor  in  microscopy,  dental  histology 
and  ceramics;  T*'.  P.  Kutlierford,  Ph.G., 
D.D.S.,  instructor  in  bacteriology  and  phar- 
macology; Rupert  G.  Beale,  D.D.S.,  instruc- 
tor in  appliances  for  cleft-palate  deformities 
and  maxillary  fractures;  W.  K.  Thorpe, 
D.D.S.,  instructor  in  operative  technics. 

Clinical  Assistants. — Chair  of  anatomy: 
Samuel  S.  Peck,  D.D.S.;  Leroy  W.  Swartz, 
D.D.S. ;  Geo.  B.  Irvine.  Chair  of  oral  sur- 
gery: Edgar  S.  Coulter,  D.D.S. ;  Anna  'M. 
Sellers,  D.D.S. 

ClIXICAL    iNSTRUCTOItS, 

Dr.  C.  Palmer,  Dr.  Charles  F.  Bonsall,  Dr. 
W.  R.  Millard,  Dr.  W.  H.  Trueman,  Dr.  R. 
Hollenback,  Dr.  A.  B.  Abell,  Dr.  H.  Newton 
Young,  Dr.  J.  Howard  Gaskill,  A.  L.  Orr, 
D.D.S.,  Dr.  G.  L.  S.  Jameson,  Dr.  H.  C. 
Register. 

Deans. 

The  following  professors  of  the  College 
have  filled  the  office  of  dean : 

1856-57.  Robert  Arthur.  1857-60.  T.  L. 
Buckingham.  1860-62.  William  Calvert. 
1862-65.  C.  N.  Peirce.  1865-71.  T.  L.  Buck- 
ingham. 1871-70.  E.  Wildman.  1876-77. 
George  T.  Barker.  1877-78.  Charles  J.  Essig. 
1878-99.     C.  N.  Peirce.     1899 — .    W.  F.  Litch. 

Secretary. 
1898—.     G.   W.  Warren. 

THE   BOARD   OF    CORPORATORS. 

The  first  Board  of  Corporators  organ- 
ized April  6,  1856,  by  electing  Hon. 
Henry  C.  Carey  president,  and  j\Ir. 
Thomas  Wood  secretary.  Mr.  Carey  con- 
tinued to  serve  as  president,  taking  a  keen 
interest  in  the  welfare  of  the  college  until 
his  death,  which  was  announced  at  a 
meeting  of  the  board,  February  3-i,  1880. 
He  left  to  the  college  by  his  will  secur- 
ities to  the  value  of  one  thousand  dollars. 
Notwithstanding  that  this  legacy  was  le- 
gally void  on  account  of  his  death  taking 
place  within  thirty  days  of  the  date  of 
his  will,  his  residuary  legatee  promptly 
informed  the  board  that  his  intentions 
would  be  respected,  and  in  due  time  the 


legacy  was  placed  in  the  treasurer's 
hands. 

February  24-,  1880,  Samuel  D.  Gross, 
M.D.,  L.L.D.,  D.C.L.Oxon.,  the  distin- 
guished surgeon,  was  elected  his  succes- 
sor, and  continued  to  serve  until  his 
death,  in  the  latter  part  of  1884.  De- 
cember 2,  1884,  S.  W.  Gross,  M.D.,  was 
elected  president,  continuing  in  office 
until  his  death,  which  was  announced  at 
a  meeting  of  the  board  held  May  13, 
1889.  On  this  date  I.  Minis  Hays,  M.D., 
the  present  incumbent,  was  elected.  Dr. 
Hays  was  elected  a  member  of  the  board, 
March  20,  1885,  and  as  a  member  of  the 
board,  and  as  its  president,  has  ever  shown 
a  keen  interest  in  the  progress  of  the  col- 
lege and  in  efforts  looking  to  a  higher 
standard  of  professional  education. 

Mr.  Thomas  Wood,  the  first  secretary, 
resigned  that  office  in  1860 ;  he  continued, 
however,  a  member  of  the  board  until  his 
death.  May  27,  1880.  Until  near  the 
close  of  his  long  and  useful  life  he  was  a 
regular  attendant  at  its  meetings,  and 
took  an  active  part  in  the  business  of  the 
board. 

He  was  succeeded  by  Mr.  Charles 
Hamilton,  in  1860.  Mr.  Hamilton  first 
interested  himself  in  the  college  when  the 
application  for  a  charter  was  made  to  the 
legislature;  he  Mas  elected  to  the  board 
in  1857.  For  many  years  he  was  a  con- 
stant visitor  at  the  college  clinics,  and 
took  a  keen  interest  in  the  students'  work. 
He  was  ever  ready  with  a  kind,  encourag- 
ing word  for  a  student,  and  quick  to 
notice  and  praise  a  successful  effort.  Un- 
obtrusive, and  with  tact  just  at  the  right 
time,  he  was  ever  ready  with  a  helpful, 
practical  suggestion  to  the  inexperienced 
student,  or  with  a  soothing  word  to  a 
restless  patient ;  and  now  and  again,  when 
the  working  hour  was  over  he  was  fond 
of   a   social   chat  with   the  "boys."     He 
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died  in  1873,  leaving  a  legacy  to  the  col- 
lege. As  his  will  was  made  within  a 
short  time  of  his  death,  this  was  legally 
void;  no  advan/tage,  however,  was  taken 
of  this,  and  in  due  time  the  college  re- 
ceived an  equitable  share  of  his  estate. 

W.  W.  Fouche,  D.D.S.,  was  elected 
secretary  February  25,  1873.  Dr.  Fouche, 
a  member  of  the  original  board,  was  one 
of  Philadelphia's  prominent  and  skilful 
dentists,  and  took  an  active  part  in  the 
educational  movement  which  led  to  the 
organization  of  the  first  dental  college 
in  Philadelphia.  He  resigned  the  office 
of  secretary  February  24,  1880,  but  con- 
tinued an  active  member  of  the  board  un- 
til, feeling  the  burden  of  advancing  years, 
he  resigned  February  23,  1886. 

David  Eoberts,  D.D.S.,  was  elected  sec- 
retary February  24,  1880.  Dr.  David 
Eoberts  was  elected  a  member  of  the 
board,  February  23,  1875.  Although  he 
had  been  in  practice  several  years  before 
it  was  organized,  he  entered  the  first  class 
of  the  Philadelphia  College  of  Dental 
surger}^,  and  was  graduated  from  that 
institution  at  its  second  conunencement, 
February  28,  1854.  He  continued  to  ac- 
ceptably fill  the  office  of  secretary  until 
his  death,  in  the  latter  part  of  1891. 

His  successor,  Joseph  Pettit,  M.D., 
D.D.S.,  the  present  incumbent,  was 
elected  secretary  February  26,  1892.  He 
became  a  member  of  the  board  February 
23,  1886. 

G.  R.  Morehouse,  M.D.,  the  present 
treasurer,  became  a  member  of  the  board 
in  1857,  and  was  shortly  after  elected 
treasurer.  For  nearly  half  a  century  he 
has  taken  an  active  part  in  the  business  of 
the  board,  and  has  faithfully  performed 
the  duties  of  the  office  he  so  acceptably 
fills. 

Of  the  original  members  of  the  board, 
all  have  passed  to  the  great  beyond ;  some 


died  in  harness,  others  resigned  when 
feeling  the  burden  of  advancing  years. 
Mr.  T.  S.  Arthur  left  the  board  in  1862. 
Dr.  Washington  L.  Atlee  was  a  regular 
attendant  at  the  meetings  until  his  death, 
which  was  announced  at  the  meeting  held 
February  25, 1879.  Dr.  Daniel  Neall  re- 
signed in  1863,  was  again  elected  Febru- 
ary 26,  1878,  and  resigned  on  account  of 
impaired  health  February  22,  1887.  Dr. 
William  Elder  resigned  in  1858.  Dr. 
Stille  resigned  in  1857.  Dr.  Benjamin 
Malone  took  an  active  part  in  all  the  work 
of  the  board,  seldom  missing  a  meeting, 
and  was  present  at  the  one  held  immedi- 
ately preceding  that  at  which  his  death 
was  announced.  He  died  December  28, 
1871,  aged  sixty-five  5^ears.  Dr.  George 
Truman  was  another  faithful  member  of 
the  board  who  died  in  harness.  His  death 
occurred  November  21,  1877,  in  his  sev- 
enty-ninth year. 

The  following  were  elected  members 
of  the  board  after  its  organization,  April 
6,  1856: 

EUeslie  Wallace,  M.D.,  elected  1857. 
His  death  was  announced  at  a  meeting 
held  March  20,  1885. 

S.  Dillingham,  D.D.S.,  elected  1857. 
His  death  was  announced  at  a  meeting 
held  February  28,  1882.  Dr.  Dillingham 
was  a  prominent  member  of  the  profes- 
sion. 

Mr.  John  R.  McCurdy,  elected  1862. 
He  was  of  the  firm  of  Jones,  White  &  Mc- 
Curdy, and  edited  for  some  time  the  Den- 
tal News  Letter.  While  not  a  practi- 
tioner, his  business  brought  him  in  close 
touch  with  the  profession,  and  he  took 
a  keen  interest  in  all  that  concerned  its 
advancement.  His  death  was  announced 
at  a  meeting  held  February  26,  1867. 

J.  D.  White,  M.D.,  D.D.S.,  elected 
May  22,  1867.  Dr.  J.  D.  White  entered 
the  profession  before  the  advent  of  dental 
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colleges,  and  quickly  made  his  mark  as  a 
skilful  operator.  He  was  a  rapid  work- 
man, his  office  hours  were  long,  and  his 
practice  extensive.  Pie  was  studious,  a 
close  observer,  and  early  appreciated  the 
advantages  to  be  derived  by  a  mutual 
interchange  of  ideas  between  members  of 
a  common  profession.  He  was  energetic, 
a  born  leader,  generous,  and  companion- 
able. He  took  an  active  part  in  organ- 
izing the  first  dental  associa/tion  in  Phil- 
adelphia, and  the  first  dental  college,  and 
for  many  years  as  editor  of  the  Dental 
News  Letter  and  the  Dental  Cosmos  he 
was  one  of  the  besd;-known  dentists  of 
Philadelphia,  and  his  influence  in  advanc- 
ing professional  interests  was  widespread 
and  lasting.  Although  a  member  of  the 
faculty  of  the  Philadelphia  College  of 
Dental  Surger}^,  he  was  not  in  accord 
with  those  who  disbanded,  and  took  no 
part  in  organizing  its  successor.  From 
that  time  his  influence  rapidly  declined, 
and  later  he  took  no  part  in  professional 
work.  As  a  member  of  the  board,  until 
quite  advanced  in  years,  he  took  a  fa>irly 
active  part.  He  was  still  a  member  of 
the  board  when  he  died,  Christmas  Day, 
1895.  The  dental  association  he  did 
much  to  found  celebrated  its  fiftieth  anni- 
versary a  few  days  after  his  death. 

Hon.  William  S.  Peirce,  elected  May 
22,  1867.  Judge  William  S.  Peirce,  a 
highly  esteemed  member  of  the  bar, 
proved  a  useful  member  of  the  board,  as 
he  freely  gave  of  his  legal  talent  in  solv- 
ing the  vexed  questions  that  now  and 
again  came  before  it.  He  took  an  active 
part  in  all  its  work  until  he  resigned. 
May  20,  1885. 

S.  Weir  Mitchell,  M.D.,  elected  Feb- 
ruary 27,  1872.    Eesigned  Feb.  22,  1876. 

James  Aitken  Meigs,  M.D.,  elected 
February  26,  1879.  Died  the  following 
year. 


Prof.  T.  L.  Buckingham,  elected  Feb- 
]-uary  21,  1883;  died  Septemlx-r  4th  in 
the  same  year. 

Albert  Pancoast,  Esq.,  elected  February 
27,  1883.     Eesigned  January  26,  1892. 

Edward  Hopper,  Esq.,  elected  February 
27,  1883.     Eesigned  February  21,  1891. 

T.  Morris  Perot,  elected  December  2, 
1884.  Mr.  Perot  was  a  very  faithful 
member  of  the  board,  and  a  useful  one. 
His  large  experience  in  other  like  institu- 
tions gave  weight  to  his  counsel,  and  en- 
abled him  to  quickly  reach  just  conclu- 
sions. He  was  always  present,  even  after 
he  was  stricken  with  blindness  and  had 
to  be  led  to  and' from  the  meeting-place 
and  his  home.  His  death  was  announced 
to  the  board  April  27,  1903. 

Henry  C.  Gibson,  elected  February  28, 
1888.  His  death  was  announced  at  the 
meeting  held  February  25,  1892. 

Joseph  M.  Wilson,  elected  March  6, 
1894.  His  death  was  announced  April 
27,  1903. 

N.  B.  Crenshaw,  elected  March  2, 
1895;  died  1903. 

THE  PRESENT  BOARD. 

President,  I.  Minis  Hays^  M.D.;  Sec- 
retary, Joseph  Pettit,  M.D.,  D.D.S.; 
Treasurer,  George  E.  Morehouse,  M.D. ; 
John  H.  Brinton,  M.D.,  LL.D.,  elected 
February  23,  1886;  William  W.  Keen, 
M.D.,  F.E.C.S.(Lond.),  elected  May  13, 
1889;  William  H.  Trueman,  D.D.S., 
elected  February  25,  1892 ;  Emlen  Hutch- 
inson, Esq.,  elected  February  25,  1892; 
Hon.  Samuel  Gustine  Tho-mpson,  elected 
February  25,  1892;  W.  Atlee  Burpee, 
Esq.,  elected  February  24,  1893 ;  Charles 
F.  Bonsall,  D.D.S.,  elected  March  2, 
1895;  C.  K.  Peirce,  D.D.S.,  elected  May 
4,  1903;  G.  C.  Purves,  Esq.,  elected  May 
4,  1903. 
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IV. 


History  of  the  Dental  Department  of  the  University 
of  Pennsylvania. 

By  WM.  L.  J.  GRIFFIN,  D.D.S.,  Philadelphia,  Pa. 


Shortly  after  its  removal  in  the  early 
seventies  from  the  building  on  Ninth 
street  between  Chestnut  and  Walnut 
(which  had  been  its  home  since  1802)  to 
West  Philadelphia,  the  University  of 
Pennsylvania  under  the  energetic  and 
able  leadership  of  the  late  Dr.  William 
Pepper,  entered  upon  an  era  of  exten- 
sion and  increased  usefulness  made  possi- 
ble by  its  new  location  and  the  liberality 
of  its  friends.  As  part  of  this,  its 
trustees  decided  to  establish  in  connection 
with  its  medical  department  a  depart- 
ment of  dentistry.  In  furtherance  of  this, 
after  an  informal  discussion  of  the  pro- 
ject with  those  interested,  a  formal  offer, 
inviting  it  to  become  the  dental  depart- 
ment of  the  University,  was  made  to  the 
faculty  of  the  Pennsylvania  College  of 
Dental  Surgery  in  the  following  commu- 
nication, presented  and  read  at  a  meet- 
ing of  the  said  faculty  December  17, 
1877: 

University  of  Pexksylvania, 
Medical  Depaetment. 
Philadelphia,  Dec.  10,  1877. 
Dk.   Chas.  J.  EssiG,  Dean  of  the  Pennsylva- 
nia College  of  Dental  Surgery. 
My  dear  Sir, — At  a  special  meeting  of  the 
Medical  Faculty  held  this  evening,  it  was,  on 
motion,    "Resolved,    that   this    Faculty   make 
overtures  to  the  Faculty  of  the  Pennsylvania 
College   of   Dental    Surgery,   with   a   view   to 
the  union  of  the  latter  College  Avith  the  Uni- 


versity   of    Pennsj'lvania    as    its    Dental    De- 
partment." 

And  on  motion  it  was  further  "Resolved, 
that  Professors  Joseph  Leidy  and  William 
Pepper  be  appointed  a  committee  from  this 
Faculty  to  confer  yvith  the  Facility  of  the 
Pennsylvania  College  of  Dental  Surgery  at 
such  time  as  may  be  appointed  for  the  pur- 
pose." 

Respectfully  yours, 

James  Tyson, 
Sec'y   of   the  Medical  Faculty. 

On  motion  of  Dr.  Barker  it  was  "Ee- 
solved  that  the  faculty  as  a  whole  be  ap- 
pointed a  committee  to  meet  the  commit- 
tee of  the  medical  faculty  on  Wednesday 
evening,  December  19th,  at  the  residence 
of  Professor  Tyson,  1506  Spruce  street.'^ 
At  the  time  and  place  named,  the  two 
committees  met  in  conference. 

On  Thursday,  December  27th,  a  spe- 
cial meeting  of  the  faculty  of  the  Penn- 
sylvania College  of  Dental  Surgery  was 
held  to  consider  the  proposition  of  the 
medical  faculty  of  the  University.  After 
a  full  discussion  a  vote  was  taken,  four 
voting  in  favor  of  the  proiposed  union  and 
two  against  it. 

The  dean  was  directed  to  communicate 
to  Prof.  Joseph  Leidy,  chairman  of  the 
committee  representing  the  faculty  of  the 
Medical  Department  of  the  University, 
the  result  of  their  deliberation,  which  he 
did  in  the  following  note : 


SECJTIOX    IX  :       EUUCATJOX,    XOilKXGLATUJtE,    LITERATUIJE,    AND    IILSTORY.       3G1 


To  the  Committee  appointed  by  the  Faculty 
of  the  Medical  Department  of  the  Univer- 
sity of  Penvsi/lrania. 

Dear  Sirs, — 'J"1h'  l''iU'ully  of  Uk;  Pennsyl- 
vania College  of  Dented  Surgery  would  re- 
spectfully state  that  they  have  carefully  con- 
sidered the  ])roposition  to  unite  the  two  in- 
stitutions. Drs.  Essig,  Barker,  Tyson,  and 
Darby  Avould  agree  to  unite  under  such  regu- 
lations as  might  be  agreed  upon,  provided  it 
could  be  satisfactorily  shown  to  them  that 
such  a  fusion  would  tend  directly  to  the  ad- 
vancement and  good  of  the  dental  profession. 

Drs.  Mears  and  Buckingham  object  to  the 
union  on  the  grounds  that  in  their  opinion 
such  a  coalition  does  not  offer  or  promise  any 
advantage  over  the  teachings  of  a  well-ap- 
pointed dental  college. 

Ch.\kles    J.    Essig, 

Dea)i. 

As  the  unanimous  consent  of  the  fac- 
ulty was  necessary  to  a  union^  and  this 
could  not  be  obtained,  the  University  pro- 
ceeded to  organize  a  dental  department. 
Drs.  Essig,  Barker,  Tyson,  and  Darby 
being  favorable  to  the  project,  they  re- 
signed from  the  Pennsylvania  College  of 
Dental  Surgery  in  order  to  take  part  in 
the  new  enterprise. 

On  March  6,  1878,  the  trustees  of  the 
University  adopted  the  following  resolu- 
tions : 

Eesoia'ED,  That  there  be  a  Dental  Depart- 
ment of  the  University  of  Pennsylvania. 

Resolved,  That  this  department  be  under 
the  government  of  a  faculty  of  dentistry,  sub- 
ject to  the  general  rules  of  the  Board  of  Trus- 
tees. 

Resolved,  That  the  Faculty  consist  of  the 
following  professors:  (a)  Professor  of  me- 
chanical dentistry  and  metallurgy;  (b)  Pro- 
fessor of  operative  dentistry  and  dental  his- 
tology; (c)  Professor  of  anatomy;  (d)  Pro- 
fessor of  physiology;  (e)  Professor  of  chem- 
istry; (f)  Professor  of  materia  medica ;  (g) 
Professor  of  general  pathology.  That  the 
chairs  of  anatomy,  chemistry,  physiology, 
materia  medica,  and  general  pathology  be 
fdled  ex  officio  by  the  cori-cs]ioinling  profes- 
sors of  the  medical  faculty. 


Resolved,  That  the  lectures  be  delivered  in 
the  Medical  Hall,  and  that  the  practical  in- 
struction be  given  in  the  proposed  laboratory 
building. 

Dr.  'J'yson,  while  holding  a  professor- 
sliip  in  the  Pennsylvania  College  of  Den- 
tal Surgei-y  was  also  a  member  of  the 
medical  faculty  of  the  University.  The 
burden  of  organizing  the  new  department 
fell  upon  Drs.  Essig  and  Darby;  Dr. 
Barker,  who  entered  upon  the  work  with 
much  enthusiasm,  was  not  destined  to 
take  part  in  its  active  work,  his  death, 
January  10,  1878,  in  his  forty-second 
year,  cutting  short  a  useful  and  promis- 
ing career. 

The  organization  of  the  new  depart- 
ment was  completed  February  15,  1878, 
with  the  following  professors  appointed 
as  its  first  faculty : 

Charles  J.  Stille,  LL.D.,  provost  of  the 
University,  and  ex  officio  president  of  the 
faculty. 

Charles  J.  Essig,  M.D.,  D.D.S.,  pro- 
fessor of  mechanical  dentistry  and  metal- 
lurgy. 

Edwin  T.  Darby,  D.D.S.,  professor  of 
operative  dentistry,  dental  histology,  and 
dental  pathology. 

Joseph  Leidy,  M.D.,  LL.D.,  professor 
of  anatomy. 

Horatio  C.  Wood,  M.D.,  professor  of 
materia  medica,  pharmacy,  and  general 
therapeutics. 

James  Tyson,  M.D.,  professor  of  physi- 
ology, ad  interim. 

Theodore  G.  Wormley,  M.D.,  LL.D., 
professor  of  chemistry. 

Marshall  H.  Webb,  D.D.S.,  and  Eobert 
Huey,  D.D.S.,  lecturers  on  operative  den- 
tistry. 

Clinical  Instructors — Drs.  Louis  Jack, 
S.  H.  Guilford,  H.  C.  Register,  W.  R. 
I\rinard,  J.  A.  Woodward,  R.  H.  Shoe- 
makor,  and  George  W.  Klump. 
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H.  C.  Longnecker,  D.D.S.,  demonstra- 
tor of  operative  dentistry. 

H.  K.  Leech,  D.D.S.,  assistant  dem- 
onstrator of  operative  dentistry. 

William  Diehl,  D.D.S.,  assistant  dem- 
onstrator of  operative  dentistry. 

A.  H.  Scofield,  assistant  demonstrator 
of  operative  dentistry. 

E.  C.  Kirk,  D.D.S.,  assistant  demon- 
strator of  mechanical  dentistry. 

Robert  J.  ISTickell,  assistant  demonstra- 
tor of  mechanical  dentistry. 

H.  Lenox  Hodge,  M.D.,  demonstrator 
of  anatomy. 

Griffith  E.  Abbott,  Ph.G.,  demonstra- 
tor of  practical  chemistry. 

At  a  meeting  of  the  faculty  held 
March  15th,  Dr.  Charles  J.  Essig  was 
elected  secretary  of  the  faculty.  At  this 
same  meeting  Drs.  Tyson,  Essig,  and 
Darby  were  appointed  a  committee  to 
arrange  a  curriculum.  The  furnishing 
of  the  operating  room  and  laboratory,  is- 
suing of  announcements,  and  other  busi- 
ness imatters  were  considered. 

Shortly  thereafter.  Dr.  Essig,  as  secre- 
tary of  the  faculty,  announced  to  the 
provost  of  the  University  that  the  den- 
tal department  was  fully  organized. 

The  first  spring  session  began  April  1, 
1878.  The  lectures  were  delivered  in  the 
lecture  rooms  of  the  medical  department, 
the  operative  and  mechanical  clinics  were 
temporarily  provided  for  in  an  adjoining 
building.  The  trustees  of  the  University 
provided  liberally  for  this  new  depart- 
ment, and  at  once  ordered  the  erection  of 
a  new  building  for  its  special  accommo- 
dation. The  plans  for  the  new  structure 
provided  on  the  first  floor  an  operating 
room,  140  feet  in  length  by  40  feet  in 
width,  lighted  by  windows  on  all  sides, 
thus  affording  360  feet  of  window  front- 
age, giving  ample  light  for  a  large  num- 
ber of  chairs.     It  also  provided  for  this 


room  stationary  washstands,  and  other 
conveniences  and  appliances  for  comfort 
and  use. 

The  upper  floors  accommodated  the 
chemical  and  other  laboratories,  used 
jointly  by  dental  and  medical  students. 
The  prosthetic  laboratory  and  the  lecture 
rooms  were  located  in  an  adjoining  build- 
ing. 

The  first  matriculate  was  Dr.'  Edward 
C.  Kirk,  who  had  just  graduated  from  the 
Pennsylvania  College  of  Dental  Surgery. 
The  first  to  enter  as  a  regular  full-course 
student  Avas  Mr.  R.  B.  Martin  of  Rocky 
Mount,  Louisiana,  who  graduated  March 
15,  1881. 

The  first  session  of  the  Dental  Depart- 
ment of  the  University  of  Pennsylvania 
was  very  encouraging.  The  matriculates 
numbered  fifty-three.  The  clinics  were 
well  attended;  more  patients  presented 
than  could  be  accommodated.  The  ses- 
sion was  closed  March  1,  1879,  by  a 
public  commencement  at  the  Academy  of 
Music,  when  the  degree  of  Doctor  of  Den- 
tal Surgery  was  conferred  upon  the  fol- 
lowing twenty-five  students : 

Walter  La  T.  Graves,  California. 
Stephen  L.  Wiggins,  Canada. 
Alfred  H.  Scofield,  Connecticut. 
Henry  J.  Garrett,  Jr.,  Delaware. 
George  C.  Brown,  Iowa. 
Edwin  C.  Timerman,  Illinois. 
William  J.  O'Doherty,  Ireland. 
George  H.  Van  Meter,  Italy. 
Henry  C.  Aldrich,  Minnesota. 
Lactance   A.    Brodeur,   M.D.,   Michigan. 
Wayland  W.  Hayden,  Massachusetts. 
Alfred  J.  Nims,  Massachusetts. 
Levi  W.  Johnson,  New  Jersey. 
Willoughby  D.  TMiller,   Ohio. 
J.   Dorrance   Dow,   Pennsylvania. 
Charles  G.   Joy,   Pennsylvania. 
Frank  Morton  Long,  Pennsylvania. 
William  H.  Masser,  Pennsylvania. 
Louis  DeL.  Moss,  Pennsylvania. 
Robert  J.  Nickell,  Pennsylvania. 
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John  Ramsden,  Pennsylvania. 
Charles   C.   Walker,   Pennsylvania. 
Alexander  Mc(t.  Denham,  Scotland. 
Fritz  Hroch,  Saxony. 
Adolf  Wetzel,  Switzerland. 

The  new  building  was  completed  and 
furnished  in  time  far  the  second  annual 
session.  No  change  was  made  in  t)he  fac- 
ulty, and  hut  little  in  the  teaching  staff. 

The  matriculates  numbered  seventy- 
seven,  a  notable  increase ;  and  at  the  sec- 
ond commencement,  held  March  15, 1880, 
the  degree  D.D.S.  was  conferred  upon 
twenty  graduates. 

The  third  session  opened  with  one 
hundred  and  ten  matriculates  and  at  its 
close,  March  15,  1881,  the  graduates  num- 
bered forty-seven. 

At  the  close  of  this  session  Dr.  Horatio 
C.  Wood  withdrew  from  the  dental  fac- 
ulty. To  fill  this  vacancy,  Dr.  William 
Pepper,  provost  of  the  University,  sug- 
gested to  the  dental  faculty  that  they  for- 
ward to  the  trustees  a  formal  request  for 
the  establishment  of  a  chair  of  dental 
therapeutics,  materia  medica,  and  path- 
ology, thus  enlarging  and  strengthening 
the  distinctive  dental  faculty.  He  also 
suggested  the  appointment  of  Dr.  James 
Truman,  as  lecturer  on  this  subject.  This 
suggestion  meeting  the  approval  of  the 
dental  faculty  was  promptly  acted  upon, 
and  at  their  request  the  trustees  estab- 
lished the  new  chair,  and  elected  Dr.  Tru- 
man, a  former  member  of  the  faculty  of 
the  Pennsylvania  College  of  Dental  Sur- 
gery, to  this  new  position,  as  suggested 
by  Dr.  Pepper. 

At  a  meeting  of  the  faculty  of  the 
Dental  Department  held  December  20, 
188],  the  following  resolution  was 
adopted : 

Whereas,  considerable  numbers  of  females 
come  to  this  country  from  Europe  for  the 
purpose  of  studying  dentistry,  and 

Whereas,  there   are   no   dental   schools   for 


females  in  which  young  women  can  obtain 
the  desired  learning,  the  dental  faculty  favor- 
ing the  admission  of  females  to  the  depart- 
ment of  dentistry :     therefore,   be  it 

Resolved,  That  the  Honorable  Board  of 
Trustees  be  requested  to  give  the  matter  con- 
cerning female  matriculates  in  the  dental 
department  early  consideration. 

No  action  was,  however,  taken. 

The  matriculates  of  the  fourth  session 
numbered  eighty-eight,  and  the  graduates 
forty-one. 

On  September  26,  1882,  Prof.  Chas. 
J.  Essig  resigned  the  secretaryship,  owing 
to  the  demands  of  a  large  practice.  He 
had  held  this  position  from  the  organiza- 
tion of  the  department,  and  had  labored 
unceasingly  to  promote  its  welfare.  His 
resignation  was  accepted,  and  at  a  meet- 
ing of  the  faculty  held  May  22,  1883, 
Prof.  James  Truman  was  chosen  his  suc- 
cessor. 

The  matriculates  for  the  fifth  session 
numbered  seventy-nine,  and  the  gradu- 
ates thirty-four. 

During  the  session  of  1885-86,  Pro- 
fessor Truman  called  the  attention  of  the 
faculty  to  the  fact  that  the  diploma  of 
the  Dental  Department  was  not  recog- 
nized in  Europe,  and  that  an  opportunity 
was  then  open  to  bring  the  subject  before 
the  British  General  Medical  Council. 
To  further  this,  Professor  Truman  was 
instructed  to  communicate  with  that 
body.  This  he  did.  A  reply  to  his  com- 
niunication  was  read  at  a  meeting  of  the 
faculty  held  February  16,  1886,  in  which 
the  General  Medical  Council  declined  to 
recognize  the  dental  qualification  of  the 
University  of  Pennsylvania.  This  action 
was  taken  in  pursuance  of  a  policy 
adopted  by  the  General  Medical  Council 
of  Great  Britain  to  upbuild  their  own 
dental  schools  by  refusing  to  recognize 
those  of  foreign  countries. 

The  question  of  admitting  female  ma- 
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triculates  was  again  brought  up  at  a 
meeting  of  the  faculty  held  May  17, 1887, 
when  letters  were  read  from  several  fe- 
male dental  students  attending  other 
schools,  who  desired  to  complete  their 
course  at  the  University.  These  were  re- 
ferred to  the  provost,  Dr.  William  Pep- 
per, who  returned  to  Professor  Truman, 
secretary  of  the  faculty,  the  following 
reply : 

Dear  Peofessor  Truman: 

I  have  carefully  considered  your  note. 
There  is  no  objection  to  allow  female  stu- 
dents to  work  in  the  operating  department 
only,  it  being  understood  that  they  do  not 
become  regular  students,  but  are  only  taking 
a  special  course.  On  the  other  hand,  accord- 
ing to  the  prevailing  views,  it  would  be  en- 
tirely wrong  to  admit  Mrs.  N.  or  any  other 
■woman  as  a  regvilar  student  in  the  Depart- 
ment of  Dentistry. 

Yours  respectfully, 

William  Pepper. 

Prior  to  this  a  few  minor  changes  had 
been  made  in  the  teaching  staff.  At  the 
opening  of  the  session  of  1881-82,  Dr. 
Ambler  Tees  was  appointed  lecturer  on 
mechanical  dentistry,  a  position  he  held 
only  for  that  session.  Dr.  Marshall  H. 
Webb,  who  had  acceptably  filled  the  posi- 
tion of  lecturer  on  operative  dentistry 
from  the  foundation  of  the  department, 
died  January  1,  1883;  the  vacancy  was 
not  immediately  filled. 

Dr.  Harrison  Allen  resigned  from  the 
chair  of  physiology  the  latter  part  of 
1885,  and  Dr.  Edward  T.  Reichert  was 
elected  to  his  place. 

At  the  beginning  of  the  session  of 
1886-87,  Dr.  Louis  Jack  was  appointed 
lecturer  on  operative  dentistry,  a  posi- 
tion he  held  for  several  years. 

No  further  changes  were  made  until 
the  session  of  1889-90,  when  Dr.  George 
A.  Piersol  was  elected  professor  of  his- 


tology; Dr.  Edward  C.  Kirk  appointed 
lecturer  on  operative  dentistry,  and  Dr. 
John  D.  Thomas  lecturer  on  nitrous  oxid 
anesthesia. 

The  following  session  Dr.  John  Mar- 
shall was  elected  assistant  professor  of 
chemistry. 

The  session  of  1891-93  witnessed  a 
decided  advance  in  dental  education.  In 
accordance  with  a  resolution  of  the  E'a- 
tional  Association  of  Dental  Faculties 
the  dental  course  in  all  fhe  colleges  was 
extended  from  two  to  three  3'ears,  and  in 
addition  to  this,  more  attention  was  given 
the  preliminary  educational  requirements. 
During  the  few  years  the  Dental  Depart- 
ment of  the  University  had  been  in  ex- 
istence its  teaching  staff  had  been  grad- 
ually increased  from  sixteen  until  at  this 
period  it  numbered  twenty-six,  fifteen  of 
that  number  being  demonstrators,  an  im- 
portant teaching  body  from  the  fact  that 
they  are  in  frequent  and  prolonged  per- 
sonal contact  with  the  students,  and  are 
in  a  measure  depended  upon  for  instruc- 
tion in  manipulative  Avork.  The  curricu- 
lum of  the  department  has  been  enlarged, 
and  every  effort  made  to  teach  more  of 
the  collateral  sciences  closely  associated 
with  dental  surgery,  and  to  teach  more 
thoroughly  its  technics,  which  form  so 
important  a  part  of  dental  practice.  The 
addition  of  another  year  was  warmly  wel- 
comed, giving  as  it  did  a  wished-for  op- 
portunity of  doing  better  work.  In  view 
of  this.  Dr.  Pepper  suggested  renewed 
effort  to  secure  foreign  recognition  for 
its  diploma.  The  authorities  abroad, 
however,  were  inflexible. 

At  the  beginning  of  the  session  of 
1894-95,  Dr.  Norman  Sturges  Essig  was 
appointed  lecturer  on  mechanical  dentis- 
try, and  Dr.  Meyer  L.  Rhein  of  New 
York,  lecturer  on  dental  pathology. 

During   the   vear   1895,   Dr.    William 
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Pepper  resigned  as  provost  of  the  Uni- 
versity. Tlie  cares  of  his  large  medical 
jjractice  and  his  ceaseless  energy  in  mold- 
ing and  directing  the  business  affairs  of 
tlie  University,  and  in  providing  for  its 
maintenance  on  broad  and  generous  lines, 
proved  a  severe  strain  upon  his  well- 
■endowed  physique.  His  indomitable  will 
long  held  this  in  check,  but  the  time 
came,  nevertheless,  when  he  was  com- 
pelled to  seek  rest  and  to  leave  the  work 
so  well  begun  in  other  hands.  A  few 
years  later,  while  reading,  and  alone,  he 
quietly  passed  to  the  great  beyond;  so 
quietly  indeed,  that  he  still  sat,  appar- 
ently absorbed  in  his  book,  long  after  life 
had  ceased.  It  may  truly  be  said  of  Dr. 
Pepper  that  he  made  the  University  what 
it  was,  and  opened  to  it  jiossibilities  yet 
to  be  realized. 

He  was  succeeded  as  provost  by  Charles 
Custis  Harrison,  LL.D. 

During  this  year  Dr.  Edward  C.  Kirk 
was  elected  to  the  newly  created  chair  of 
clinical  dentistry,  and  at  the  same  time 
elected  dean  of  the  facult}^  vice  Professor 
Truman,  who  had  held  the  position  a 
number  of  years. 

During  the  session  of  1896-97,  Dr. 
Wormley  having  died.  Dr.  John  Marshall 
was  elected  to  his  place  as  professor  of 
chemistry;  Dr.  Matthew  H.  Cryer  was 
elected  assistant  professor  of  oral  sur- 
gery; Dr.  Safford  G.  Perry  of  New  York 
was  a|)pointed  lecturer  on  operative  den- 
tistry, and  Dr.  Fred.  A.  Peeso  lecturer 
on  crown  and  bridge  work. 

The  building  erected  for  the  accommo- 
dation of  the  Dental  Department  at  its 
organization  proved  quite  satisfactory  for 
a  number  of  years.  As  time  passed,  how- 
ever, larger  classes,  changes  in  the  cur- 
riculum and  in  methods  of  instruction, 
required  more  room  than  this  building 
afforded.     The  equipments  of  operating 


room  and  laboi-atories,  wliile  well  np  to 
date  when  installed,  no  longer  met  mod- 
ern requirements. 

To  remedy  this,  the  trustees  of  the 
University  proceeded  to  erect  a  more 
modern  building  for  the  exclusive  use  of 
tlie  Dental  Department. 

The  plans  were  carefully  drawn  under 
the  supervision  of  the  dental  faculty  after 
a  critical  examination  of  the  more  mod- 
ern structures  occupied  by  dental  schools. 
This  building  was  completed,  furnished, 
and  ready  for  occupancy  in  October  1897, 
and  was  used  in  the  session  of  1897-98. 

It  provided  a  large  operating  room 
180  by  50  feet,  lighted  by  windows  on  all 
sides;  this  was  furnished  with  one  hun- 
dred operating  chairs  and  other  appli- 
ances of  modern  pattern.  In  addition  to 
this  a  number  of  smaller  rooms,  suitably 
furnished,  provide  accommodation  and 
equipment  for  the  performance  of  vari- 
ous prosthetic  operations,  and  for  spe- 
cial clinics.  A  large  prosthetic  labora- 
tory fitted  with  the  latest  and  the  best 
appliances  for  the  construction  of  all 
kinds  of  dentures  and  dental  appliances, 
laboratories  for  instruction  in  metallurgy, 
porcelain  work,  etc.,  lecture  and  class 
rooms,  museum,  library,  offices,  etc.,  pro- 
vide ample  and  convenient  facilities  for 
teaching  and  for  conducting  the  business 
affairs  of  the  school. 

In  the  latter  part  of  1898  Dr.  George 
C.  Milliken  was  elected  assistant  profes- 
sor of  operative  technics. 
•  After  the  close  of  the  session  1898-99, 
Dr.  Robert  Huey  resigned  as  lecturer  on 
operative  dentistry,  a  position  he  had 
held  continuously  since  the  department 
was  organized,  in  order  to  fill  his  appoint- 
ment as  a  member  of  the  State  Board 
of  Dental  Examiners  of  Pennsylvania. 

Beginning  with  the  session  1900-01, 
Dr.  Cryer  was  promoted  to  the  full  pro- 
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fessorship  of  oral  surgery,  and  Dr.  Alex- 
ander C.  Abbott  was  elected  professor  of 
bacteriology. 

About  the  time  the  session  of  1901-02 
opened,  Dr.  Essig  resigned  the  chair  of 
mechanical  dentistry  and  metallurgy.  On 
December  2,  1901,  he  died  after  a  brief 
illness  from  pneumonia,  in  his  sixty-first 
year.  Dr.  Essig  was  skilful  in  his  pro- 
fession, and  particularly  expert  in  all  that 
pertains  to  the  subjects  he  taught;  he  was 
also  a  fluent  speaker.  He  had  the  happy 
faculty  of  clearly  expressing  ideas,  and 
was  an  artist  in  blackboard  illustrations. 
Dignified,  yet  approachable,  he  com- 
manded the  respect  and  attracted  the  at- 
tention of  his  pupils.  As  one  of  the  or- 
ganizers of  the  Dental  Department  of  the 
University,  his  experience,  his  zeal,  his 
clear  comprehension  of  present  and  pros- 
pective needs  did  much  to  place  the  new 
school  upon  a  firm  foundation;  his  abil- 
ity, his  wise  counsel  and  untiring  de- 
votion to  its  interests  contributed  much 
to  its  success.  His  chair  remained  va- 
cant during  that  session. 

Near  the  close  of  the  session.  Dr.  Julio 
Endelman  was  appointed  Instructor  in 
materia  medica. 

At  the  opening  of  the  session  of 
1902-03,  Dr.  Charles  E.  Turner,  an 
alumnus  of  the  school,  was  elected  to  the 
chair  made  vacant  by  the  resignation  of 
Dr.  Essig. 

Preparatory  to  the  session  of  1903-04, 
several  changes  were  made  in  the  teach- 
ing staff.  Dr.  Milliken  was  elected  assis- 
tant professor  of  operative  technics ;  Dr. 
E.  Hamill  D.  Swing  assistant  professor 
of  oral  surgery  and  anesthesia;  and  Dr. 
A.  DeAVitt  Gritman  assistant  professor 
of  prosthetic  dentistrv. 

For  the  coming  session  of  1904-05  two 
new  names  are  added  to  the  faculty :  Dr. 
Elisha  H.  Gregory,  Jr.,  assistant  profes- 


sor of  anatoni}' ;  and  Dr.  David  H.  Bergey, 
assistant  professor  of  bacteriology. 

The  following  list  of  the  full  staff  for 
this  session,  embracing  as  it  does  the 
names  of  fortj-six  instructors,  each  of 
whom  have  a  stated  part  in  the  course, 
and  of  five  clinical  instructors  who  render 
an  occasional  service,  compared  with  that 
of  the  first  session  is  a  striking  exhibit 
of  the  progress  made  in  dental  instruc- 
tion, and  of  the  growth  of  the  institution. 
The  students  at  the  first  session  num- 
bered fifty-three;  at  the  last,  three  hun- 
dred and  sixty-two. 

Faculty. 

Charles  C.  Harrison,  LL.D.,  provost;  Edgar 
F.  Smith,  Ph.D.,  Sc.D.,  vice-provost;  Edwin 
T.  Darby,  D.D.S.,  M.D.,  professor  of  opera- 
tive dentistry  and  dental  histology;  James 
Truman,  D.D.S.,  professor  of  dental  path- 
ology, therapeutics  and  materia  medica;  Ed- 
ward C.  Kirk,  D.D.S.,  Sc.D.,  professor  of 
clinical  dentistry,  and  dean  of  the  Faculty; 
Matthew  H.  Cryer,  D.D.S.,  M.D.,  professor  of 
oral  surgery;  Charles  R.  Turner,  D.D.S., 
M.D.,  professor  of  mechanical  dentistry  and 
metallurgy';  Edward  T.  Eeichert,  M.D.,  pro- 
fessor of  physiolog}^;  George  A.  Piersol,  M.D., 
professor  of  anatomy;  John  Marshall,  M.D., 
Nat.  Sc.D.,  LL.D.,  professor  of  chemistry 
and  toxicology;  "Alexander  C.  Abbott,  M.D., 
professor  of  bacteriology;  George  G.  Milli- 
ken, D.D.S.,  M.D.,  assistant  professor  of 
operative  technics ;  K.  Hamill  D.  Swing, 
D.D.S.,  assistant  professor  of  oral  surgery 
and  anesthesia;  A.  DeWitt  Gritman,  D.D.S., 
assistant  professor  of  mechanical  dentistry; 
Elisha  H.  Gregory,  Jr.,  M.D.,  assistant  pro- 
fessor of  anatomy :  David  H.  Bergey,  A.M., 
M.D.,  assistant  professor  of  bacteriology. 


John 


Lecturers. 
D.     Thomas,     D.D.S.,     lecturer     on 


nitrous  oxid;  Meyer  L.  Rhein,  D.D.S.,  M.D., 
lecturer  on  dental  pathology;  SaflFord  G. 
Perry,  D.D.S.,  lecturer  on  operative  dentis- 
try; Julio  Endelman,  D.D.S.,  lecturer  on 
materia  medica. 


'Absent  on  public  business. 
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Demonstrators. 

William  Diehl,  D.D.S.,  demonstrator  of 
operative  dentistty;  James  G.  Lane,  D.D.S., 
demonstrator  of  mechanical  dentistry;  Am- 
bler Tees,  D.D.S.,  demonstrator  of  dental 
ceramics ;  Frederick  Amend,  Jr.,  D.D.S., 
demonstrator  of  mechanical  dentistry;  Mil- 
ton N.  Keim,  Jr.,  D.D.S.,  demonstrator  of 
mechanical  dentistry;  J.  Edward  Dunwoody, 
D.D.S.,  demonstrator  of  crown  and  bridge 
Avork;  Robert  J.  Seymour,  D.D.S.,  demonstra- 
tor of  mechanical  dentistrj^ ;  A.  Swanton 
Burke,  D.D.S.,  demonstrator  of  mechanical 
dentistrj^;  William  C.  Marsh,  D.D.S.,  demon- 
strator of  operative  dentistry;  James  A. 
Dowden,  D.D.S.,  demonstrator  of  mechanical 
dentistry;  Wilson  Zerfing,  D.D.S.,  demon- 
strator of  operative  dentistry;  G.  Janvier 
Paynter,  D.D.S.,  demonstrator  of  tooth-model- 
ing; Frederick  W.  Allen,  D.D.S.,  demonstra- 
tor of  operative  technics;  John  A.  McClain, 
D.D.S.,  demonstrator  of  operative  dentistry; 
Robert  Formad,  M.D.,  demonstrator  of  nor- 
mal   histology;     George   H.    Chambers,    M.D., 


assistant  demonstrator  of  normal  histology; 
Augustus  0.  Koenig,  B.S.,  M.D.,  demonstrator 
of  dental  metallurgy'  and  assistant  demon- 
strator of  normal  histology;  John  M.  Swan, 
M.D.,  demonstrator  of  osteology;  Daniel  W. 
Fetterolf,  M.D.,  demonstrator  of  chemistry; 
S.  Merrill  Weeks,  D.D.S.,  demonstrator  of 
orthodontia;  Walter  W.  McKay,  D.D.S., 
demonstrator  of  porcelain  inlay  work;  Al- 
bert W.  Jarman,  D.D.S.,  demonstrator  of 
m.echanical  dentistry;  Jehu  T.  Gore,  D.D.S., 
demonstrator  of  operative  dentistrj^;  Edward 
Lodholz,  M.D.,  demonstrator  of  phj'siologj' ; 
J.  Garrett  Hickey,  D.D.S.,  assistant  demon- 
strator of  physiology;  George  0.  Jarvis, 
M.D.,  assistant  demonstrator  of  applied 
anatomy;  Chai'les  H.  Jaco,  D.D.S.,  demon- 
strator ox  operative  dentistry;  Alfred  P.  Lee,. 
D.D.S.,  demonstrator  of  operative  dentistry. 

Clinical  Instructors. 

Dr.  C.  S.  Beck,  Dr.  Edward  I.  Keffer,  Dr. 
Daniel  N.  McQuillen,  Dr.  H.  C.  Register,  Dr. 
John  R.  Yorks. 


V. 


History  of  the  Boston  Dental  College. 

By  H.  H.  PIPER,  D.D.S.,  Somervillc,  Mass. 


When"^  soon  after  the  close  of  the  war 
of  the  States^,  men  began  to  turn  their  at- 
tention from  the  devastation  of  contend- 
ing armies  to  the  arts  of  peace,  a  new 
impulse  and  a  new  effort  became  mani- 
fest in  almost  all  the  activities  of  life. 
Dental  education  was  no  exception  to  the 
rule.  Hitherto  in  New  England  there 
had  been  no  systematic  instruction  in  the 
theory  and  practice  of  dentistry.  There 
had  been  two  methods  by  which  skill 
might  be  acquired  in  this  profession: 
one  by  means  of  a  medical  education  with 
such  other  help  as  could  be  obtained  by 
a  greater  or  less  amount  of  time  spent  in 


a  dental  office ;  the  other  through  an  ap- 
prenticeship in  a  dental  office  chiefly,  and 
often  with  very  little  supplemental  aid 
from  books  and  lectures.  It  was  largely 
a  matter  of  emphasis — in  one  instance  on 
the  theoretical  side,  in  the  otber  on 
the  practical — and  occasionally  the  two 
methods  were  happily  blended. 

It  is  not  strange  then,  under  these  con- 
ditions, that  though  the  impulse  was  one, 
and  in  the  same  place,  the  outcome  should 
have  been  divided.  Two  dental  schools 
came  into  existence  in  the  city  of  Boston 
at  practically  the  same  time,  each  grad- 
uating   its    first    students    in    tbo    year 
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1869.  The  former,  the  Harvard  Dental 
•School,  was  founded  in  1867,  and  was  a 
continuation  of  the  instruction  given  to 
dental  students  in  the  Harvard  Medical 
School  supplemented  by  clinical  and  me- 
chanical departments  and  definite  lec- 
tures along  dental  lines.  The  latter 
school,  The  Boston  Dental  College,  was 
founded  in  1868.  Two  students  with 
one  year  each  of  previous  medical  edu- 
cation were  graduated  the  following  year. 
This  school  was  a  continuation  (for 
•everything  grows  out  of  something  gone 
before)  of  the  best  elements  and  best 
traditions  of  the  dental  office,  with  the 
addition  of  a  full  quota  of  lectures  in 
theory  and  practice.  Here  then  were  two 
schools — one  allied  to  an  older  institu- 
tion, the  other  independent;  one  laying 
emphasis  rather  on  the  theoretical  side, 
the  other  on  the  practical — each  with  its 
ideals  and  its  place  to  fill  in  the  develop- 
ment of  dental  education.  So  much  of 
previous  history  it  has  been  necessary  to 
^ive  that  the  antecedents  and  the  true 
place  of  the  Boston  Dental  College  might 
.appear  in  clearer  outline. 

Confining  our  attention  now  to  the  one 
school,  it  must  appear  at  a  glance  that 
in  the  beginning  it  had  elements  both  of 
strength  and  weakness:  strength  in  its 
practical  efficiency  which  has  never  been 
seriously  called  in  question,  in  its  inde- 
pendence and  open-mindedness  toward 
new  methods  and  new  truth;  weakness 
■along  lines  of  administration,  where  much 
was  to  be  learned  through  experience, 
through  the  lack  of  funds  and  the  in- 
ability to  secure  those  varied  helps  which 
are  to  be  found  in  an  alliance  with  an 
old  and  well-endowed  institution.  The 
men  who  took  charge  of  the  school  at  the 
beginning  were  many  of  them  among  the 
most  prominent  and  skilful  in  their  pro- 
fession.    Some  of  them  were  possessed  of 


decided  executive  ability,  but  they  had 
never  been  called  to  manage  the  affairs 
of  an  educational  institution.  Those 
early  years,  it  was  needless  to  add,  were 
more  or  less  storni}^ ;  disaffection  and  dis- 
couragement were  not  unknown;  but 
there  Avere  also  present  elements  of  de- 
votion and  self-sacrifice,  and  there  was 
constantly  reappearing  a  vital  energy 
which  would  not  allow  an  institution  with 
so  evident  a  mission  to  languish  and  die. 
At  the  end  of  ten  years  the  school  had 
become  favorably  known  beyond  the  bor- 
ders of  ISTew  England.  During  the  sec- 
ond decade  the  membership  of  the  classes 
increased  rapidly  and  the  average  mem- 
bership of  the  graduating  classes  for  this 
period  was  twenty;  during  the  third 
decade  the  average  number  graduated 
each  year  was  thirty -eight ;  and  at  the 
time  of  the  union  with  Tufts  College  it 
was  nearly  ififty.  The  total  number  of 
students  who  received  a  degree  was  seven 
hundred.  The  course  of  instruction,  at 
first  two  years,  Avas  extended  to  three 
years  after  1884. 

Changes  in  the  location  of  the  school 
were  at  first  frequent;  later  they  became 
less  frequent  and  were  usually  for  the 
purpose  of  securing  amj^ler  accommoda- 
tions. The  first  home  of  the  school  was 
at  4  Hamilton  place.  The  stay  here  was 
brief,  and  a  change  was  made  to  rooms  in 
Tremont  Temple.  A  second  removal 
was  to  a  building  on  the  corner  of  Dover 
street  and  Shawmut  avenue,  the  whole 
building  being  occupied  above  the  first 
floor.  A  fourth  home  was  at  485  Tre- 
mont street,  where,  as  before,  a  whole 
building  above  the  first  floor  was  utilized. 
The  very  rapid  growth  of  the  school  at 
this  period  (1890)  soon  necessitated  an- 
other change,  and  very  much  enlarged 
quarters  were  found  at  563  Tremont 
street.     This  latest  home  soon  became  in- 
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adequate  for  the  nearly  two  hundred  stu- 
dents in  attendance,  but  no  further 
change  was  made  till  the  occupancy  of 
rooms  in  the  new  medical  and  dental 
building  of  Tufts  College  on  Hunting- 
ton avenue. 

As  is  many  times  the  case  with  young 
and  unendowed  institutions,  the  school 
was  often  sorely  in  need  of  funds.  Again 
and  again  those  who  had  its  interests  at 
heart  came  to  its  rescue.  Gradually,  how- 
ever, this  difficulty  was  overcome,  a  fund 
was  accumulated  for  building  purposes, 
and  when  by  an  act  of  the  legislature  the 
school  came  under  a  new  management, 
it  was  able  to  make  over  to  Tufts  College 
the  sum  of  forty-two  thousand  nine  liun- 
dred  and  fifty  dollars. 

In  an  article  of  this  length  it  is  im- 
possible to  enter  into  the  details  of  the 
thirty-two  years  of  the  school's  inde- 
pendent life.  It  grew  as  a  young  man 
grows,  through  storm  and  stress,  through 
difficulty  and  failure,  through  the  joy  of 
success  and  realized  hope,  into  an  ever- 
deepening  knowledge  of  its  powers,   its 


n<'C(|-  ami  its  mission.  Its  life  was  singu- 
hirly  one:  it  had  practically  but  one  ad- 
ministration. Two  men  whose  names- 
appear  in  the  list  of  incorporators,  and 
who  were  vitally  connected  with  the 
scliool  at  the  beginning,  were  as  vitally 
connected  with  it  thirty-two  years  later: 
Dr.  I.  J.  Wetlierbee,  president  of  the 
board  of  trustees  for  nearly  the  entire 
period,  and  Dr.  J.  A.  FoUett,  a  member 
of  the  faculty  and  for  manv  years  the- 
dean. 

It  would  be  very  pleasant  to  give  some 
idea  of  the  men  eminent  in  their  various 
callings  who  gave  the  school  a  standing 
and  contributed  to  its  success;  to  select 
for  special  mention  some  of  the  graduates 
of  the  school  who  by  their  success  in  the 
best  sense  have  made  its  name  honorable ; 
but  space  forbids.  It  can  only  be  added 
that  good  work  never  dies,  and  growtli 
never  ceases;  and  that  the  Boston  Dental 
College,  itself  a  growth  out  of  the  past,. 
Avill  live  on  Avorthily  under  anotlier  name, 
and  never  cease  to  exert  an  influence  for 
good. 


VI. 


The  Harvard  Dental  School/ 


By  L.  D.  SHEPARD,  D.D.S.,  Bostcn,  Mass. 


Briefly  told,  the  history  of  Harvard 
Dental  School  is  as  follows :  The  annual 
address  to  the  Massachusetts  Dental  So- 
ciety in  1865  was  delivered  by  its  presi- 
dent, the  late  Dr.  Kathan  Cooley  Keep. 


*[From  Anniversary  Address,  with  Histori- 
cal ilominiscences,  by  Dr.  L.  D.   Sliepard.  De- 
livered   Marcli    11,    1880;    piiblislied,    Boston, 
1890.] 


He  gave  expression  to  a  feeling  which  ex- 
isted in  New  England,  that  students  in 
dentistry  should  not  be  required  to  go  to 
distant  states  for  their  education,  by  sug- 
gesting the  inquiry  ^'whether  Harvard 
University  might  not  appoint  professors 
of  dentistry  and  confer  upon  proper  can- 
didates the  degree  of  Doctor  of  Dental 
Surgery." 

On  March  6,  1865,  the  society  voted: 
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That  a  committee  of  three  be  appointed  to 
take  under  advisement  the  subject  of  the  es- 
tablishment of  a  chair  of  dentistry  in  the 
Harvard  Medical  College,  in  accordance  with 
the  recommendation  of  the  president  in  his 
annual  address. 

A  committee  was  appointed  consisting 
of  Drs.  Natlian  C.  Keep,  I.  J.  Wetherbee, 
and  T.  H.  Chandler.  The  records  of 
the  society  contain  no  other  reference  to 
the  subject  until  March  5,  1866,  when, 
upon  a  report  from  Dr.  Keep,  a  new 
committee  was  appointed  to  confer  with 
the  officers  of  the  medical  college.  This 
committee  consisted  of  the  late  N.  C. 
Keep,  M.D.,  the  late  E.  C.  Eolfe,  M.D., 
and  L.  D.  Shepard,  D.D.S. 

The  medical  faculty  appointed  as  a 
committee  to  meet  this  committee  was 
Drs.  Henry  I.  Bowditch,  Henry  J.  Bige- 
low,  and  Calvin  Ellis.  Conferences  were 
held,  the  subject  discussed,  and  at  the 
request  of  the  medical  committee,  the 
dental  committee  drew  up  a  plan  for  the 
formation  of  a  dental  school.  This  plan 
was  the  basis  of  a  report  by  the  medical 
committee  to  the  medical  faculty,  March 
29,  1867,  favoring  the  project. 

Among  the  reasons  given  by  the  medi- 
cal committee  were  the  following : 

Dentistry  has  become  within  the  past  quar- 
ter of  a  century  a  most  important  art,  a 
knowledge  of  which  supposes  not  only  mechan- 
ical skill  but  a  thorough  acquaintance  with 
the  processes  of  dentition  physiologically  and 
pathologically  considered.  Hence  arises  the 
necessity  for  a  knowledge  of  the  general  prin- 
ciples of  anatomy,  physiology,  surgery,  chem- 
istry, and  materia  medica,  to  which  should 
be  added  some  knowledge  of  the  theory  and 
the  practice  of  medicine.  A  medical  school 
already  established  is  therefore  the  best  place 
at  which  these  various  studies  can  be  attended 
to.  it  is  all-important  that  the  art  should  be 
cultivated  by  all  the  means  in  our  power,  in 
order  that  the  crowd  of  dentists  that  will 
hereafter  be  in  this  city  may  not  be  of  a 
lower  quality  than  their  predecessors.    .    .    . 


With  such  facts  and  others  that  might  be 
named,  can  there  be  any  doubt  that  some 
dental  college  should  be  established  in  Bos- 
ton ? 

To  this  report  was  appended  the  fol- 
lo.wing  resolution,  which  was  unanimously 
adopted  by  the  medical  faculty: 

Resolved,  That  the  dean  be  directed  to  peti- 
tion the  Corporation  of  Harvard  College  to 
establish  a  dental  school,  according  to  the 
terms  proposed  in  the  second  report  of  the 
committee  of  the  Massachusetts  Dental 
Society. 

The  corporation,  after  full  investiga- 
tion, voted,  on  July  17,  1867,  to  establish 
the  dental  school,  and  that  the  faculty 
consist  of  the  professors  of  anatomy  and 
physiology,  chemistry,  and  surgery  in  the 
medical  school  and  of  three  new  profes- 
sors— of  dental  pathology  and  therapeu- 
tics, of  operative  dentistry,  and  of  me- 
chanical dentistry.  In  this  vote  the 
Board  of  Overseers  afterward  concurred. 

It  will  be  noticed  that  the  committee 
of  the  dental  society  consisted  of  two 
M.D.'s  and  one  D.D.S.  The  committee 
of  the  medical  faculty  insisted  with  firm- 
ness upon  one  condition,  that  in  the  den- 
tal school  all  the  professors,  dental  as 
well  as  medical,  should  be  graduates  in 
medicine.  The  one  D.D.S.  found  him- 
self not  only  in  a  minority,  but  that,  if 
be  opposed  this  condition  too  vehemently, 
the  whole  project  might  fall  through.  He 
felt  that  the  cordial  and  hearty  support 
of  the  medical  faculty  was  necessary  to 
establish  such  a  dental  school  as  the  com- 
mittee had  planned.  He  accepted  the  sit- 
uation for  himself  and  for  all  the  dental 
graduates  whom  he  represented,  and  the 
two  committees  were  thus  unanimous.* 


*At  a  later  date  October  16,  1871  the  cor- 
poration, in  justice  to  its  own  dental  gradu- 
ates, removed  the  restriction  which  required 
that  the  dental  professors  be  graduates  in 
medicine. 
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During  these  .tliirtoeii  months  of  delibera- 
tion and  conference  the  dental  committee 
made  no  report  to  the  dental  society ;  but 
at  a  meeting  on  April  1,  18G7,  Dr.  Keep 
reported : 

That  the  committee  had  attended  to  its 
duties;  had  held  several  meetings  with  the 
committee  of  the  medical  faculty,  consisting 
of  Drs.  Bowditch,  Bigelow,  and  Ellis;  that  a 
plan  had  been  agreed  upon  which  was  satis- 
factory to  each  committee,  and  had  already 
been  unanimously  adopted  by  the  medical 
faculty. 

A  report  was  made  also  of  the  plan  of 
the  school,  and  with  these  reports  the 
work  of  the  committee  was  ended. 

The  provision  that  the  dental  profes- 
sors should  be  graduates  in  medicine 
caused  dissatisfaction  and  disappoint- 
ment on  the  part  of  many.  This  soon 
after  culminated  in  the  organization  of 
the  Boston  Dental  Institute,  and  the  fol- 
lowing winter  a  charter  was  secured  from 
the  legislature  for  another  dental  college 
in  Boston.  It  is  also  worthy  of  notice 
tliat  earnest  efforts  made  at  the  same  time 
to  induce  a  university  in  a  neighboring 
state  to  establish  a  similar  school  were 
unsuccessful,  because  that  insititution  de- 
manded as  a  preliminary  a  large  endow- 
ment as  a  pecuniary  safeguard  against 
loss.  The  expression  of  President  Hill 
in  this  connection  should  be  recorded: 
"In  whatever  direction  there  is  a  demand 
for  liberal  culture.  Harvard  should  be 
ready  and  willing  to  furnish  the  means." 
The  first  appointments  were  made  on 
November  30,  1867,  that  of  Daniel  Har- 
wood,  M.D.,  to  the  chair  of  dental  pathol- 
ogy and  therapeutics,  and  of  jST.  C.  Keep, 
M.D.,  to  the  chair  of  mechanical  dentis- 
try. 

It  was  not  till  four  months  after  these 
appointments,  March  19,  1868,  that  the 


fii-st  faculty  meeting  was  held.  At  this 
meeting  Dr.  Keep  was  elected  dean  and 
there  were  present  President  Hill,  Drs. 
Bigelow,  Holmes,  Bacon,  Harwood,  and 
Keep. 

A  second  meeting  was  held  April  8, 
1868.  At  the  third  meeting,  May  28, 
1868,  the  resignation  of  Dr.  Harwood 
was  announced.  Notwithstanding  his 
eminent  abilities  the  appointment  of  Dr. 
Harwood  was  a  mistake.  He  had  not 
been  in  sympathy  with  the  movement 
from  the  beginning,  and  he  continued  to 
hold  rigidly  to  his  view  that  the  dental 
student  should  be  educated  both  in  medi- 
cine and  dentistry  in  the  medical  school 
by  adding  to  that  school  a  chair  of  dentis- 
try, rather  than  in  a  separate  dental 
school.  Thus,  six  months  were  lost  in 
vain  efforts  to  organize  with  such  dis- 
cordant elements.  At  this  meeting.  May 
28,  1868,  it  was  unanimously  voted: 

That  in  the  event  of  the  acceptance  of  the 
resignation  of  Daniel  Harwood,  M.D.,  by  the 
corporation,  the  name  of  Thomas  Barnes 
Hitchcock,  M.D.,  be  suggested  to  fill  the  chair 
of  dental  pathology  and  therapeutics  made 
vacant  by  the  resignation  of  Dr.  Harwood; 
that  the  name  of  George  T.  Moffatt,  M.D.,  be 
suggested  as  a  suitable  person  to  fill  the  chair 
of  opeiative  dentistry;  and  that  L. D.  Shepard, 
D.D.S.,  be  suggested  as  a  suitable  person  for 
adjunct  professor  of  operative  dentistry. 

On  June  5,  1868,  the  corporation 
made  the  above  appointments.  The  fac- 
ulty thus  constituted  proved  harmonious 
and  united,  and  at  once  began  prepara- 
tions for  a  session  the  following  autumn. 

A  little  incident  which  happened  at 
the  commencement  of  the  first  course  of 
instruction  illustrates  the  spirit  of  that 
first  faculty.  A  young  man  had  written 
from  his  home  in  Washington  to  the 
dean  of  a  dental  college  and  had  been 
accepted,  by  letter,  as  a  student,  but  when 
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he  arrived  and  presented  liianself  for  ma- 
triculation lie  was  informed  that  he  could 
not  be  received  since  it  would  jeopardize 
the  success  of  the  college  to  admit  one 
of  his  race  as  a  student.  He  next  ap- 
plied to  the  dean  of  another  college  in 
the  same  city  and  met  a  like  repulse.  He 
came  to  Boston,  called  upon  our  dean, 
Dr.  Keep,  and  asked  to  be  received.  The 
faculty  decided  that  the  Dental  School 
of  Harvard  University  should  consider 
right  and  justice  above  expediency,  and 
know  no  distinction  of  nativity  or  color, 
and  among  the  six  who  received  the  den- 
tal doctorate,  Robert  Tanner  Freeman 
was  the  peer  of  any  as  a  student  and  a 
gentleman.  His  name  stands  upon  the 
records  as  the  earliest  of  our  alumni  to 
be  starred,  and  in  history  will  remain  as 
the  first  of  his  race  to  receive  dental  col- 
legiate honors. 

The  first  session  commenced  at  the 
usual  date  of  all  the  dental  colleges,  the 
finst  Wednesday  in  November.  There 
were  sixteen  matriculated,  of  whom  six 
had  been  in  practice  from  five  to  twelve 
years.  The  dental  students  received  in- 
struction in  common  with  the  medical 
students  in  anatomj^,  physiology,  surgery, 
and  chemistry. 

The  Massachusetts  General  Hospital, 
with  great  liberality  gave  to  the  school 
the  free  use  of  its  out-patients'  depart- 
ment as  an  infirmary  for  clinical  opera- 
tions and  instruction,  and  for  lectures  on 
operative  dentistry.  This  assistance  from 
the  hospital  authorities  should  ever  be 
held  in  grateful  remembrance.  The 
close  connection  of  the  school  and  the 
hospital  continued  for  many  years  and 
was  of  inestimable  assistance  to  the  school 
in  its  youth  and  poverty. 

At  a  faculty  meeting  on  February  16, 
1869,  it  was  voted:  "That  Dentari® 
Medicine   Doctor    (D.M.D.)    be   recom- 


mended to  the  Board  of  Government  of 
Harvard  University  as  the  title  for  the 
degree  to  be  conferred  upon  the  graduates 
of  the  dental  department";  and  on  Feb- 
ruary 27th  the  corporation  established 
this  degree. 

Considerable  criticism,  some  of  it 
harsh  and  ungenerous,  has  resulted  from 
the  introduction  of  a  new  degree  in  place 
of  the  old  D.D.S.  It  was  not  thought 
necessary  at  the  time  to  explain  tlie  rea- 
sons for  the  change.  These  reasons,  how- 
ever, were  very  simple.  It  was  the  origi- 
nal expectation  of  the  faculty  to  confer 
the  old  degree.  The  writing  of  a  di- 
ploma was  committed  to  Professor  Lane, 
the  head  of  the  Latin  department.  Upon 
investigation  it  was  found  that  a  degree 
had  never  been  conferred  upon  dentists 
b}'  a  classical  institution.  From  a  classi- 
cal standpoint  the  question  was  thus  a 
new  one.  It  was  also  found  that  the  den- 
tal college  which  had  originated  the  de- 
gree of  D.D.S.  (the  Baltimore  College  of 
Dental  Surgery)  had  written  its  diploma 
in  Latin,  and  that  the  degree  which  it 
had  always  given  was  "Chirurgise  Den- 
tium  Doctor,"  the  jjroper  initials  of 
which  would  give  a  C  instead  of  an  S 
with  the  two  D's.  It  was  first  proposed 
to  make  the  degree  "Scientise  Dentium 
Doctor,"  so  that  the  initials  would  remain 
unchanged;  but  this  would  be  liable  to 
the  same  charge  of  being  a  new  degree; 
and,  moreover,  dentistry  was  not  properly 
a  science.  It  was  decided,  finally,  to 
qualify  the  old  degree  of  "Medicinge  Doc- 
tor" by  the  prefix  "Dentariae,"  and  thus 
at  the  same  time  meet  the  classical  re- 
quirements and  give  what  seemed  a 
proper  and  distinctive  title.  There  was 
no  thought  of  arrogating  to  the  institu- 
tion any  special  superiority  or  claim  of 
exclusiveness.  Further,  it  was  expected 
that  the  new  degree  would  approve  itself 
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to  otlier  universities  wliich  might  liave 
dental  departments  and  thus  gradually 
become  the  accepted  degree. 

On  March  G,  18G9,  was  held  at  the  old 
Harvard  Medical  College  the  examina- 
tion of  the  candidates  for  tlie  degree. 
This  was  an  oral  examination,  since  at 
that  time  the  examinations  for  the  medi- 
cal degree  were  also  oral.  On  March  10th 
occurred  the  commencement.  Prof.  Ed- 
ward H.  Clark,  M.D.,  delivered  the  ad- 
dress; Prof.  Henrj'  J.  Bigelow,  M.D.,, 
conferred  the  degrees  upon  six  successful 
candidates. 

The  following  year  there  were  twenty- 
seven  matriculates  and  twelve  graduates. 
This  year  is  noticeable  for  the  addition 
to  the  faculty  on  Oetol)er  26,  1869,  of 
Dr.  Thomas  H.  Chandler  as  adjunct  pro- 
fessor of  'mechanical  dentistry. 

The  third  session,  1870-71,  there  were 
thirty-three  matriculates  and  six  gradu- 
ates. 

In  the  fall  of  1870  the  house  Xo.  50 
Allen  street  was  hought  with  borrowed 
money  and  altered  to  adapt  it  for  lec- 
tures, and  for  general  headquarters  for 
the  school,  and  furnished  with  a  large 
and  complete  mechanical  laboratory.  The 
debt  caused  by  its  purchase  proved  a  great 
burden  to  the  school  for  many  years. 

Thus  far  the  Harvard  School  had  pur- 
sued a  course  similar  to  the  other  dental 
colleges.  It  had  steadily  gained  in  repu- 
tation and  was  year  after  year  attracting 
an  increasing  number  of  students.  The 
outlook  was  brilliant  and  promised  larger 
and  larger  classes. 

P)ut  in  tlie  fall  of  1871,  upon  the  rec- 
ommendation of  the  faculty,  the  corpora- 
tion voted  to  abolish  the  custom  which 
was  universal  with  the  dental  colleges  of 
allowing  a  practice  of  five  years  to  be 
equivalent  to  the  first  course  of  study, 
and  of  |)eniiittin<j:  tlie  "raduation  of  stu- 


dents after  attending  one  course  at  the 
school.  This  was  the  most  important  in- 
novation ever  made,  and  its  influence 
upon  the  profession  and  tlie  colleges  was 
excellent.  It  was  equally  disastrous  in 
its  effects,  pecuniarily  considered,  upon 
the  school.  The  faculty  felt  that  this 
custom  had  been  a  great  hindrance  to 
progress,  that  its  effect  had  hean  to  hold 
out  to  young  students  an  inducement  to 
wait  till  their  five  years'  experimenting 
upon  patients  enabled  them  to  graduate 
after  one  short  course,  rather  than  to  pre- 
pare for  practice  by  a  proper,  thorough 
course  of  preliminary  study. 

The  Harvard  School  was  the  first,  and 
for  many  years  the  only  one,  to  establish 
the  principle,  at  great  expense  to  itself, 
that  the  college  was  designed  to  educate 
the  young  men  just  entering  the  profes- 
sion, and  not  simply  to  confer  the  doc- 
torate upon  the  more  or  less  skilled 
handiworkers  who  had  practiced  without 
a  degree  for  five  or  more  years.  Boldly 
living  up  to  its  convictions,  it  main- 
tained unassisted  for  years  this  higher 
standard,  and  thus  cut  itself  off  from  the 
support  of  a  very  large  class  of  practi- 
tioners, throughout  New  England  espe- 
cially, who,  having  no  degree  and  wish- 
ing one,  would  otherwise  have  attended 
its  instruction  and  enrolled  themselves 
among  its  alumni. 

On  November  13,  1871,  owing  to  ill 
health,  Dr.  Keep  resigned  his  professor- 
ship, and  was  succeeded  by  the  adjunct 
professor.  Dr.  Chandler.  The  name  of 
Dr.  Nathan  Cooley  Keep  should  be 
cherished  'above  that  of  any  other  den- 
tist who  has  ever  lived  in  Boston.  He 
alone  of  the  older,  more  experienced,  and 
celebrated  dentists  of  the  day  united  with 
the  younger  and  less-known  class  in 
forming  the  Massachusetts  Dental  So- 
ciety.    The  others  stood  aloof  and  held 
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themselves  above  such  association.  He, 
in  liis  age,  was  as  young  as  the  youngest. 
He  was  earnest  in  investigation,  generous 
in  opening  the  storehouse  of  his  extended 
experience,  prudent  and  wise  in  counsel, 
and  indefatigable  in  every  good  dental 
work.  The  starting  of  the  Harvard  Den- 
tal School  was  mainly  the  result  of  his 
efforts.  It  is  doubtful  if  success  would 
have  followed  other  leadership.  Until 
compelled  to  retire  he  was  devoted  to  the 
school,  and  in  the  feebleness  of  advanced 
age  these  extra  labors  and  anxieties  un- 
dertaken undoubtedly  hastened  his  break- 
ing down  which  soon  followed.  Let  us 
remember  him  ever  as  the  Harvard  Den- 
tal School's  father,  great  friend,  and  first 
martyr. 

In  the  year  1872  several  important 
changes  were  made.  Dr.  Hitchcock  was 
elected  dean.  Written  examinations  were 
substituted  for  oral,  and  the  candidate 
was  required  to  pass  isuccessfully  in  each 
subject  instead  of  in  a  majority  of  them, 
as  had  been  the  custom. 

In  their  draft  of  a  plan  for  the  school, 
the  committee  of  the  Dental  Society  pro- 
posed that,  "besides  the  winter  session, 
there  should  be  established,  as  soon  as 
practicable,  a  summer  session  for  recita- 
tions from  approved  text-books  and  lec- 
tures, and  demonstrations  illustrating 
the  use  of  the  microscoj^e  and  micro- 
scopic anatomy." 

This  early  recognition  that  the  ordin- 
ary terms  of  study  and  discipline  were  too 
short  properly  to  prepare  the  students 
for  practice,  resulted  in  another  innova- 
tion upon  the  custom  of  other  dental 
schools,  viz,  the  establishment  of  a  sum- 
mer course  lasting  four  months,  imme- 
diately following  the  winter  session,  and 
designed  to  take  the  place  of  a  private 
pupilage  for  the  same  length  of  time. 
In  this  the  school  was  soon  followed  by 


nearly  all  the  schools  of  the  country.  The 
summer  course  was  a  success,  was  well 
attended,  and  prepared  the  way  for  the 
greater  change  which  took  place  three 
years  later. 

At  a  faculty  meeting,  February  8, 
1872,  it  was  voted  "To  request  the  Cor- 
poration of  Harvard  University  to  assume 
the  management  of  the  financial  affairs 
of  the  Dental  School." 

Up  to  this  time  this  had  been  attended 
to  by  the  dean  and  the  faculty. 

In  1874,  the  school  suffered  its  greatest 
loss  in  the  cleath  of  the  professor  and 
dean,  Thomas  Barnes  Hitchcock.  When 
appointed  to  his  professorship  on  the  or- 
ganization of  the  school  he  was  but  little 
known  outside  of  the  narrow  circle  of 
the  Massachusetts  Dental  Society.  In  a 
sense  the  school  made  Dr.  Hitchcock  and 
Dr.  Hitchcock  made  the  school.  He  put 
his  whole  soul  into  his  work.  The  school 
engrossed  his  attention  by  day  and  his 
labor  far  into  the  night.  His  enthusiasm 
was  marvelous  and  contagious.  Equally 
strong  in  his  likes  and  dislikes,  he  some- 
times made  enemies  and  tried  the  pa- 
tience of  his  friends;  but  no  man  ever 
doubted  that  he  was  conscientious  and 
honest  in  every  detail  of  his  daily  prac- 
tice in  the  office,  cherishing  his  profession 
as  a  noble  and  honorable  vocation,  and 
giving  himself  up  without  reservation  to 
his  professorship  as  his  highest  duty  and 
most  important  work.  He  impressed  his 
personality  upon  every  student.  It  was 
always  a  positive  force.  He  was  a  parti- 
san, but  always  zealous  for  the  school  and 
its  interests.  He  was  warm-hearted  and 
affectionate  to  his  friends.  He  was  bold 
and  outspoken  in  opposing  what  he  con- 
sidered wrong.  He  was  not  always  right, 
but  he  aimed  to  be  and  thought  he  was. 
He  took  blows  unflinchingly  as  well  as 
gave  them.   He  knew  no  fatigue,  no  hesi- 
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tancy,  no  fhoiight  of  i'ailui-e  in  ]-eaching 
after  his  ideal.  When  weakened  by  (dis- 
ease he  gave  no  heed  to  the  warning  of 
his  friends,  but  kept  right  on  working, 
often  hite  into  the  morning,  until  the  fell 
stroke  came  and  he  was  prostrated  never 
to  rise  again.  He  was  a  martyr  to  the 
Harvard  School,  to  professional  educa- 
tion, and  to  dental  progress.  Viewed  in 
3'ears  his  life  was  short,  but  in  achieve- 
ment long  and  honorable. 

At  a  faculty  meeting,  July  8,  1874, 
Dr.  T.  H.  Chandler  was  elected  dean  as 
Dr.  Hitchcock's  successor. 

While  the  changes  and  advances  which 
"have  been  mentioned  had  placed  Harvard 
in  the  van,  the  faculty  sitill  felt  that  more 
was  required  to  bring  the  methods  nearer 
to  their  ideal.  After  much  study  and 
consideration  the  faculty  voted,  February 
14,  1875,  to  recommend  an  entire  change 
in  the  curriculum.  Their  plan  was 
•adopted  by  the  corporation  March  1, 
1875.     The  new  scheme  embodied: 

First.  A  consolidation  of  the  winter 
course  with  the  heretofore  optional  sum- 
mer course  into  one  school  year  extend- 
ing from  the  last  of  September  to  the 
last  of  June. 

Second.  A  progressive  course  of  in- 
struction extending  over  two  years,  the 
teaching  of  one  year  not  being  repeated 
in  the  next. 

Third.  An  examination  at  the  end  of 
the  first  year  in  anatomy,  including  dis- 
section, physiology,  and  general  chemis- 
try. Unless  the  !student  successfully 
passes  two  of  these  examinations  he  is 
not  admitted  to  the  studies  of  the  second 
year. 

Fourth.  At  the  end  of  the  second  year 
an  examination  in  dental  pathology,  den- 
tal materia  medica  and  therapeutics, 
oral  surgery  and  surgical  pathology,  oper- 
ative and  mechanical  dentistry. 

Fifth.     That  the  candidate  must  have 


passed  a  satisfactory  examination  in  all 
of  the  above-mentioned  subjects. 

Sixth.  All  the  examinations  to  be  con- 
ducted in  writing.  This  scheme  adopted 
in  1875  has  been  in  operation  ever  since, 
but  few  sliglit  modifications  having  from 
time  to  time  been  considered  necessary. 
It  has  resulted  in  securing  fine  scholar- 
ship and  excellent  skill.  It  has  been 
found  sufficiently  difficult,  as  is  shown  by 
the  fact  that  a  great  proportion  of  the 
students  find  it  necessary  to  spend  three 
years  in  the  school  to  pass  all  the  exam- 
inations. 

The  entrance  examination  was  not 
originated  by  the  Harvard  Dental  School. 
It  was,  however,  adopted  by  it,  not  from 
a  feeling  of  its  need,  but  because  it 
seemed  a  good  rule  for  all  dental  colleges. 
Harvard  has  never  been  selected  by  the 
ignorant  any  more  than  by  the  indolent. 
In  fact,  there  have  been  none  so  simple 
as  not  to  know  that  Harvard  was  no 
place  for  those  who  were  deficient  in  a 
fair  amount  of  brain  tissue  of  proper 
color. 

The  invaluable  assistance  of  the  medi- 
cal faculty  in  the  origin  of  the  school 
has  been  spoken  of.  The  same  generous 
spirit  has  marked  all  the  succeeding  years, 
resulting  not  only  in  moral  support,  but 
in  valuable  pecuniary  assistance.  The 
school  could  not  have  been  carried  on 
without  this  aid  unless  money  had  come 
from  some  other  source.  Under  the  old 
plan  the  medical  professors  had  no  stated 
salaries,  but  received  more  or  less  re- 
muneration according  to  the  number  of 
the  students.  The  dental  students  added 
to  the  itotal  number  to  be  taught  and  ex- 
amined by  them,  and  so  to  their  labors, 
but  the  fees  for  medical  instruction  in 
the  dental  school  were  paid  directly  to  the 
dental  school.  The  medical  professors 
generously  waived  their  claims  to  any  of 
these  fees,  and  the  money  which  would 
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otherwise  have  gone  to  them  was  spent  in 
carrying  on  the  dental  schooL  These  pro- 
fessors, as  members  of  the  dental  facult}^ 
have  always  been  as  constant  and  prompt 
in  attending  fac-ulty  meetings  and  as  ac- 
tive and  earnest  as  the  dental  professors. 

Upon  the  completion  of  the  new  medi- 
cal building,  the  medical  faculty  added 
still  further  to  the  oljligation  of  the  den- 
tal school  to  them  by  giving  to  the  school 
the  free  use  of  the  old  medical  building 
on  j^orth  Grove  street.  In  this  building 
all  the  work  of  the  second  and  third  years 
of  the  dermal  school  was  carried  on,  both 
the  didactic  teaching  and  the  practical 
operations,  infirmary  teaching  and  prac- 
tice. This  generous  aid  from  the  medi- 
cal faculty  rendered  unnecessary  the  fur- 
ther carrying  of  the  load  of  debt  and  ex- 
pense connected  with  the  house  Xo.  50 
Allen  street.  This  house  wa>s  sold  at  a 
loss  and  a  part  of  the  debt  of  the  school 
incurred  in  its  purchase  extinguished. 

This  school,  and  that  of  the  University 
of  Michigan  founded  in  1875  upon  the 
same  plan,  received,  without  solicitation 
or  previous  knowledge,  a  distinguished 
mark  of  approbation  from  the  General 
Medical  Council  of  Great  Britain.  Their 
diplomas  alone  of  the  American  dental 
colleges  exempted  the  holders  from  ex- 
amination for  registration  and  license  to 
practice  in  Great  Britain.  This  privilege 
was  enjoyed  until  May  1893  when  it  was 
by  resolution  of  the  General  Medical 
Council  of  Great  Britain  rescinded. 

When  one  remembers  the  longer  period 
of  attendance  which  the  Harvard  School 
demands  of  its  students,  the  very  thor- 
ough medical  training  of  its  first  year, 
and  its  exacting  examinations,  one  will 
not  be  surprised  that  it  failed  to  attract 
.students  in  as  large  numbers  as  the  other 
schools  in  which  the  requirements  and 
discipline  were  less  severe.  As  a  result  its 
receipts   from   students'   fees   have  been 


smaller,  but  the  faculty  have  preferred  to 
maintain  this  higher  course  rather  than 
lower  the  standard  to  obtain  more  stu- 
dents. The  true  principle  was  ably  ex- 
pressed by  President  Elliot  in  one  of  his 
annual  reports :  "The  University  should 
be  more  concerned  to  have  a  very  good 
school  than  a  very  large  one." 

The  public  are  hardly  aware  of  the 
work  which  the  school  has  quietly  done 
during  the  past  years  in  providing  skilled 
dentists. 

With  the  exception  of  certain  subor- 
dinate assistants,  who  could  not  afford  to 
give  their  services,  and  of  some  who  in 
recent  years  have  received  small  salaries, 
tlie  gentlemen  who  have  devoted  so  much 
of  their  time  and  labors  to  the  school  have 
done  so  gratuitously.  All  the  fees  from 
students  were  needed  for  current  ex- 
penses. This  has  been  no  small  tax  upon 
busy  men,  talking  about  one-twelfth  of 
their  productive  hours  from  October  to 
July. 

Is  it  then  strange  that  the  temptation 
should  be  strong  to  release  themselves 
from  this  extra  labor  ?  For  be  it  remem- 
bered that  the  same  qualities  which  make 
a  man  valuable  as  a  teacher  also  cause 
his  professional  services  to  be  sought  by 
the  public.  The  instructors,  past  and 
present,  can  truly  claim  that  the  work 
which  has  been  accomplished  by  the  Har- 
vard Dental  School — its  great  charity  to 
the  suffering  poor,  its  elevating  effect 
upon  professional  training  everywhere, 
and  the  higher  standard  of  professional 
skill  in  Boston  today — is  their  own  work 
and  at  their  own  expense. 

This  school  has  a  double  claim  upon 
the  public :  first,  as  a  trustworthy  place 
of  education  for  a  profession  which  is 
now  recognized  as  indisipensable ;  and 
secondly,  as  a  charity  which,  like  hos- 
pitals, infirmaries,  and  dispensaries,  min- 
isters to  the  suffering  poor. 
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History  of  the  Department  of  Dentistry  of  the  Medico- 
Chirurgical  College  of  Philadelphia. 

By  WM.  L.  J.  GRIFFIN,  D.D.S.,  Pbtladelpliia,  Pa. 


The  Medico-Chirurgical  College  of 
Philadelphia  had  its  inception  as  a  so- 
ciety or.  permanent  association  of  physi- 
cians May  13,  1848,  soon  after  the 
founding  of  the  American  Merlical  Asso- 
ciation, and  was  granted  its  first  primary 
charter  by  the  State  Legislature  of  Penn- 
sylvania on  I-'ebruary  12,  1850.  Later, 
this  charter  was  amended  l)y  the  act  of 
April  10,  18G7,  and  the  organization  was 
transformed  into  a  regular  medical  col- 
lege, with  the  additional  privilege  of 
granting  degrees  in  the  different  special 
branches  of  medicine  and  surgery.  The 
first  course  of  lectures  was  given  in  1881, 
but  the  institution  had  a  comparatively 
slow  and  uneventful  growth  during  the 
succeeding  four  or  five  years.  About 
1885  new  life  was  infused  into  the  enter- 
prise, and  it  has  since  become  a  progres- 
sive and  prosperous  institution.  As  a 
medical  school,  it  was  first  located  at  the 
southwest  corner  of  Market  and  Broad 
streets. 

In  1S88  it  joined  the  Philadelphia 
Dental  College  in  the  erection  of  new 
buildings  for  joint  occupancy  on  Cherry 
street,  between  Seventeenth  and  Eight- 
eenth streets,  each  organization,  however, 
remaining  distinct,  each  having  certain 
portions  of  the  buildings  for  its  own  spe- 
cial use,  and  using  other  portions  jointly. 
This  proved  for  a  number  of  years  a  sat- 
isfactory   and    economical    arrangement. 


giving  to  each  college  better  accommoda- 
tions than  either  could  have  otherwise  ob- 
tained. As  time  passed,  the  Medico- 
Chirurgical  College  having  prospered  and 
requiring  for  the  accommodation  of  its 
own  classes  and  its  hospital  the  entire 
plot,  it  bought  out  the  interests  of  the 
Philadelphia  Dental  College,  and  that  in- 
stitution purchased  a  location  and  erected 
buildings  of  its  own  at  Eighteenth  and 
Buttonwood  streets. 

For  a  number  of  years  the  former 
made  no  effort  to  extend  its  domain  be- 
yond medicine  and  surgery,  but  when  it 
had  acquired  larger  facilities  the  time 
seemed  ripe  for  utilizing  the  provision  of 
its  charter  empowering  it  to  "grant  de- 
grees in  the  different  special  branches  of 
medicine  and  surgery/'  by  establishing  a 
department  of  dentistry.  This  right  was 
contested  in  the  interests  of  the  Philadel- 
phia Dental  College,  with  which  it  had 
been  so  closely  associated.  After  legal 
argument,  which  was  carried  to  the 
Supreme  Court  of  the  state,  the  right  of 
the  ]\redico-Chirurgical  College  to  estab- 
lish a  department  of  dentistry  under  its 
charter  was  confirmed. 

The  Dental  Department  of  the  Medico- 
Chirurgical  College  of  Philadelphia,  the 
youngest  dental  school  in  that  city,  began 
its  career  in  the  building  formerly  oc- 
cupied l)y  tlie  Philadelphia  Dental  Col- 
lege, on  CHierry  street  above  Seventeenth, 
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in  the  fall  of  1897,  with  the  following 
faculty : 

R.  Walter  Starr,  D.D.S.,  dean  and  pro- 
fessor of  operative  dentistry,  crown  and 
bridge  work;  Kobert  H.  Nones,  D.D.S., 
professor  of  prosthetic  dentistry  and 
metallurgy;  Charles  R.  Jefferies,  D.D.S., 
professor  of  dental  pathology,  therapeu- 
tics, materia  medica,  and  clinical  dentis- 
try; Ernest  Laplace,  M.D.,  D.D.S.,  pro- 
fessor of  oral  surgery;  Isaac  Ott,  A.M., 
M.D.,  professor  of  physiology;  G.  H. 
Meeker,  B.A.,  M.S.,  professor  of  physics, 
chemistry,  and  metallurgy;  John  C. 
lieisler,  M.D.,  professor  of  anatomy. 

The  first  session  closed  on  May  21, 
1898,  when  the  first  annual  commence- 
ment was  held  at  the  Academy  of  Music, 
and  the  degree  of  Doctor  of  Dental  Sur- 
gery was  conferred  upon  the  following 
four  gentlemen:  Frederick  G.  Davis  and 
Prank  G.  Hawksworth  of  Pennsylvania, 
S.  Leigh  Frawley  of  Canada,  J.  E.  Mc- 
Connell  of  Washington,  D.  C. 

In  June  1898,  Professor  Starr  re- 
signed as  professor  and  dean.  Professor 
Jefferies  also  resigned,  and  Drs.  Walter 
H.  Neall  and  James  D.  Price  were  elected 
to  fill  the  vacancies.  The  faculty  for  the 
second  session  was  as  follows : 

Robert  H.  ISTones,  D.D.S.,  dean  and 
professor  of  prosthetic  dentistry,  dental 
metallurgy,  crown  and  bridge  work; 
Walter  H.  Keall,  D.D.vS.,  professor  of 
operative  dentistry;  James  D.  Price, 
D.D.S.,  professor  of  dental  pathology, 
therapeutics,  and  materia  medica;  John 
V.  Shoemaker,  M.D.,  LL.D.,  professor 
of  anesthesia  and  anesthetics;  Ernest 
Laplace,  M.D.,  LL.D.,  professor  of  oral 
surgery;  Isaac  Ott,  A.M.,  M.D.,  profes- 
sor of  ph3?siology;  Joseph  McFarland, 
M.D.,  professor  of  pathology  and  bac- 
teriology ;  John  C.  Heisler,  M.D.,  profes- 


sor of  anatomy;  George  H.  Meeker, M.S., . 
Ph.D.,  professor  of  physics,  chemistry,, 
and  metallurgy;  Charles  L.  Furbush, 
M.D.,  professor  of  histology. 

The  second  session  brought  an  in- 
creased number  of  students,  and  when 
the  second  annual  commencement  was 
held  at  the  Academy  of  Music,  May  20, 
1899,  the  degree  was  conferred  upon 
twenty-one  graduates,  as  follows  : 

Canada — Robert  C.  Bain,  Edgar  C.  Hoskins, 
T.  G.  Turcot. 

Germany — Jacob  Bingle. 

Indiana — August  P.  Graf,  Samuel  M. 
Wharton. 

Louisiana — Emerson  A.  Dunbar. 

New  York — George  G.  Lawyer. 

Pennsylvania — Van  Cola  D.  Burgess,  James- 
M.  Cornyn,  Charles  M.  Frantz,  V.M.D.,  Condy 
C.  Gallagher,  H.  G.  Hadley,  Ph.G.,  John  L. 
Hughes,  G.  Middleton,  Michael  C.  Ryan,  M.D., 
George  O.  Reed,  Ph.G.,  John  J.  Stetzer,  A.  F. 
Wehr,  Charles  L.  Zimmerman. 

Tennessee — H.  L.  Samelson. 

The    third   session   began    October    2, 

1899.  Since  the  last  session  Professor 
Price  resigned  and  Dr.  Geo.  W.  Cupit  was 
elected  to  the  vacancy. 

The  third  annual  commencement  was 
held  at  the  Academy  of  Music  May  19, 

1900,  when  the  D.D.S.  degree  was  con- 
ferred upon  the  following  twenty-two 
graduates : 

New  Jersey — Raymond  S.  Miller. 

New  York — Joseph  H.  Gallagher,  Fred.  K. 
G randy. 

Blaine — Bert  Doyle. 

Massachusetts — James  F.  Spencer. 

Pennsylvania — Harley  Acker  man,  F.  E. 
Buch,  J.  C.  Dougherty,  Robert  ]\I.  Ewing, 
Irvin  F.  Fegley,  Leon  Gismore,  John  B.  Jones, 
Charles  E.  Koehler.  Mark  Marcus,  William 
Meter,  Charles  F.  Pierce,  Joseph  L.  Rutter, 
R.  R.  Robinson,  Chester  T.  Starr,  Harry 
Truitt,  Alanson  U.  Welch. 

Rhode  Island — Henri  E.  Gobeille. 
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Tlir-  fVdirtli  -c-riori  hc^'-an  October  1, 
l!H)(),  wltli  110  (■linfi;^;f:  i;i  Ili(_i  faculty.  It 
ctHlcfl  with  tJio  annua!  coinmencement 
May  2ij,  1901,  wlicn  tlic  degree  was  con- 
ferred upon  twenty-five  graduates,  as  fol- 
lows : 

Aufilrut — Micliiicl    Sluipiro. 

l)elav:arc—V\y.\Y\('s  ,M.  llollis.  Caliall  Sipple. 

England — Artlinr  It.  DiJiy,  Win.  H.  Ciwin- 
niitt. 

Louisiana — Maxi'^'  ./.  F'ccncl.  T.oiii';  J.  Ciclpi, 

Minnesota— Char\QH  'I'.  Sciirlo. 

New  Jersey — Sairi,  I.  (JaJlahan,  Stanley  A. 
Ireland. 

Pennsylvania— K.  Annsti-Mii;/,  .James  C.  At- 
tix,  Wm.  E.  Davis,  R.  B.  Giliars,  Edw.  C. 
Hughes,  Robert  KirsViner.  David  M.  Sanders, 
Josepli  Scott,  R.  M.  Sehaffer,  Richard  D. 
Steim,  Edgar  D.  Uriel),  .foiin  T.  AN'oolfe,  Pas- 
cal Yearsley. 

Russia — Aforris  IT.  Cliann. 

Syria — Iskander  Ha  j jar. 

With  the  faculty  the  same  as  licfore, 
the  fifth  session,  began  Octobfr  I,  lliOl. 
At  the  annual  commencement  held  .May 
24,  1902,  the  degree  was  conferred  upon 
the  following  thirty-two  graduates: 

Canada — Ernest  C.  Halliday. 

Connecticut — Joseph  J.  Ryle. 

(iermany — David  Epstein,  M.D. 

Massachusetts — Joseph  E.  Langlois. 

Maryland — Albion  C.  Toljingcr. 

yen:  Jersey — IT.  T.  l}irl<inslia w,  Williain 
Mayday,  Imly  Sharpe. 

'New  York — Edw.  J.  !Mead,  Marcus  D.  Pow- 
ers, L.  J.  Vanderpool. 

Pennsylvania — Charles  C.  Bristow,  .lohti  K. 
I5rallier,  E.  B.  Campbell,  Howard  E.  Cupit, 
(Jharles  E.  Dull,  Elmer  E.  Henry,  James  D. 
Hnsted,  Martial  W.  Hayes,  Edward  Eloyd, 
Pnirdette  C  Love,  Peter  A.  McAneny,  A.  E. 
Muchnic,  John  J.  Russel,  J.  E.  Sanderson, 
Samuel  S.  Smith,  Wallace  B.  Stewart,  Warren 
H.  Stover,  C.  J.  Weisenbum. 

Russia — Wildimir  Lutz,  Jacob  C.  Fiebl, 
Jacob  L.  Zimmerman. 

The  sixth  session  opr;ried  on  Or'tober  G, 
1902.       During    the    summer     Pi'ofe-^sor 


•Vcall  resigned.  Professor  Cupit  was 
transferred  to  the  chair  of  operative  den- 
tistry, and  ])r.  Ivirle  0.  liir-e  was  ap- 
[jointed  professor  of  the  branches  pre- 
viously taught  by  Professor  Cupit. 

At  the  annual  commencement  hehl 
.May  23,  1903,  the  degree  was  conferred 
upon  the  following  twenty-five  graduates: 

Canada — IT.  A.   Flarvey. 

Connecticut — Ceorge  E.  Lancaster. 

Louisiana — Dliver  J.  Reiss. 

MassacJiusetts — M.  M.  Dunphy. 

New  Jersey — IT.  C.  Davis,  Arthur  M. 
Knight. 

New  York — S.  J.  Clark. 

Pennsylvania — Robert  Adams,  Jr.,  Clarence 
II.  Crist,  Peter  E.  Costello,  R.  Z.  Clemrner, 
Louis  Englander,  B.  B.  Filer,  O.  K.  Hoppes, 
i;.  10.  Ilowerter,  D.  D.  Hyman,  Wm.  J.  McKin- 
l<y,  Charles  A.  .Miller,  Erank  W.  :\Iiller,  Albert 
V.  Seip,  Richard  Souder,  Raymond  W.  Wilson, 
I'M  win  K.  Wood. 

South  Africa — N.  I'ox. 

South  America — S.  B.  Harris,  jNT.D. 

Tlif  seventh  session  began  October  5, 
\'ui:',.  the  faculty  remaining  the  same  as 
the  previous  year. 

At  the  annual  cornmencornent  held 
•May  28,  1904,  the  degree  was  conferred 
upon  the  following  twenty-one  graduates : 

Canada — Garnet  C.  Cowan,  Arthur  T. 
-M-ickay. 

North  Carolina — R.  McTver  Wilbur. 

Ncir,  Jersey-, — David  T.  Davies. 

New  York — J.  B.  Arrowsmitli,  Art;hur 
-X'lanis,  Samuel  Freeman. 

Pennsylvania — George  H.  Grim,  David  E. 
I  la  tin,  Joliii  H.  Jl'irt,  Erank  J.  Ilavvley,  Wm. 
Jl'-iidorson,  Jiei;  Ira  Herr,  Wm.  Hoppman, 
Kenneth  G.  Lenhart,  Joseph  A.  Moran,  John 
A.  Orwig,  Russel  Rudolph,  Ira  H.  Spangler, 
Fred.  L.  Wallace,  Isaac  H.  Whyte. 

The  session  of  190:^0!  has  been 
luarkcfl  by  small  classes  in  nearly  all 
thf  dental  colleges  throughout  the  coun- 
l/y,  caused  in  part  probably  by  the  pro- 
pped increase  of  the  tr-rm  to  four  vears, 
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and  in  part  by  prevailing  industrial  con- 
ditions. This  college  had  seventy-two 
matriculates.  Its  classes  have  been  small 
compared  with  those  of  the  other  Phila- 
delphia schools,  but,  nevertheless,  con- 
sidering that  it  is  the  youngest,  and  that 
the  large  number  of  dental  schools  in  the 
United  States  tends  year  by  year  to  nar- 
row the  field  and  localize  the  patronage 
of  each,  it  has  done  remarkably  well. 
From  first  to  last  its  dental  professors 
have  been  men  inexperienced  as  teachers, 
and  of  local  reputation  only.  They  have, 
however,  done  their  work  well,  as  tested 
by  the  record  of  their  graduates  before 
the  examining  boards.  The  facilities 
offered  by  this  college  for  acquiring  a 
thorough,  practical  dental  education  may 
be  judged  by  the  following  list  of  in- 
structors, and  of  the  branches  taught, 
taken  from  the  announcement  for  1904- 
05: 

Faculty. 

Eobeit  H.  Xoiies.  D.D.S.,  clean,  professor  of 
prosthetic  dentistry,  dental  metallurg}^,  crown 
and  bridge,  and  clinical  dentistry;  George  W. 
Cupit,  D.D.S.,  professor  of  operative  dentis- 
try; Earle  C.  Rice,  D.D.S.,  professor  of  dental 
pathology  and  therapeutics;  John  V.  Shoe- 
maker, ^l.D..  LL.D.,  professor  of  anesthesia 
and  materia  medica ;  Ernest  Laplace,  M.D., 
LL.D.,  professor  of  oral  surgery;  Isaac  Ott, 
A.M.,  M.D.,  professor  of  physiology;  Joseph 
McFarland,  M.D.,  professor  of  pathology  and 
baeteriologj' ;  John  C.  Heisler,  M.D.,  profes- 
sor of  anatomy;  (j^eorge  H.  Meeker,  M.S., 
Ph.D.,  professor  of  physics,  chemistrj^  and 
metallurgj-. 

Auxiliary  Faculty. 

Seneca  Egbert,  A.M.,  M.D.,  professor  of 
hygiene:  A.  C.  Buckley,  A.M.,  M.D.,  asso- 
ciate professor  of  histology ;  Matthew 
Beardwood,  Jr.,  A.  M.,  M.D.,  adjunct  professor 
of  clinical  chemistry;  Herbert  J.  Smith, 
Ph.D.,   M.D.,    assistant   professor   of   materia 


medica  and  anesthesia;  John  M.  Fogg,  D.D.S., 
lecturer  on  clinical  dentistry ;  Thomas  J. 
Clemens,  M.D.,  D.D.S.,  lecturer  on  materia 
medica;  John  R.  Yorks,  D.D.S.,  lecturer  on 
operative  dentistry;  W.  A.  Borden,  D.D.S., 
lecturer  on  nitrous  oxid  and  extraction  of 
teeth ;  C.  F.  Horgan,  D.D.S.,  lecturer  on  oral 
hygiene ;  G.  E.  Pfahler,  M.D.,  lecturer  on  phy- 
sical diagnosis  and  skiagrapher. 

Clinical  Instructors. 

S.  Eldred  Gilbert.  D.D.S.;  Henrv'  A.  Ickes, 
D.D.S.;  S.  Blair  Luckie,  D.D.S.;  R.  H.  John, 
D.D.S.;  J.  D.  Peters,  D.D.S. ;  John  M.  Fogg, 
D.D.S. ;  Harman  Yerkes,  D.D.S. ;  Thomas  D. 
Sinclair,  D.D.S.;  Hayes  A.  Clement,  D.D.S.; 
Frank  L.  Bassett.  D.D.S.;  C.  H.  S.  Littleton, 
D.D.S.;  George  F.  Root,  D.D.S.;  Frank  D. 
Focht,  D.D.S.;   Lewis  Martin,  D.D.S. 

Chiefs,    Demonstkators,    Instructors,    and 
Assistant  Demonstrators. 

Arthur  R.  Dray,  D.D.S.,  chief  of  clinics; 
Henry  B.  Nones,  D.D.S.,  chief  of  prosthetic 
department;  Thomas  J.  Byrne,  D.D.S., 
demonstrator  of  cli^iical  prosthetic  dentistry; 
H.  Woodrow,  D.D.S.,  demonstrator  of  crown 
and  bridge  work;  R.  H.  Calely,  D.D.S., 
assistant  demonstrator  of  operative  dentistry; 
P.  E.  Costello,  D.D.S.,  assistant  demonstrator 
of  prosthetic  dentistry  and  demonstrator  of 
operative  technic;  R.  R.  Robinson,  D.D.S., 
assistant  demonstrator  of  operative  dentistry; 
L.  J.  Vanderpool,  D.D.S.,  assistant  demonstra- 
tor of  operative  dentistry;  D.  T.  Davies,  Jr., 
D.D.S.,  assistant  demonstrator  of  operative 
dentistry;  Frank  S.  Bowman,  M.D.,  demon- 
strator of  anatomy ;  Mitchell  P.  Warmuth, 
M.D.,  demonstrator  of  operative  surgery; 
William  H.  Good,  A.M.,  M.D.,  instructor  in 
physiology ;  Joseph  F.  Ulman,  M.D.,  assistant 
demonstrator  of  pliysiology;  Frank  S.  Bow- 
man, M.D.,  instructor  in  oral  surgery;  R.  J. 
Adams,  D.D.S.,  demonstrator  of  pathology'  and 
bacteriology ;  H.  D.  Jordan,  M.D.,  assistant 
demonstrator  of  histology;  H.  D.  Senior,  M.D., 
J.  Gilbride,  M.D.,  G.  Mill,  M.D.,  Van  Duyne 
A.  Sutliffe,  M.D.,  assistant  demonstrators  of 
anatomy. 


<i:cii()\    i\:      i;i)i(  A  ri()\ ,   \o.\ii;.\ci-ati;i;i;.   i,i'ri;i{ATLJ;E,  anu  iii.s'roi;'* 


3S1 


VIII. 


The  Progress  of  the  Western  Dental  Education. 

By  BURTON  LEE  THORPE,  M.D.,  D.D.S.,  St.  Louis,  Mo. 


The  progress  of  dental  eolle^-iato  udu- 
■cation  west  of  the  Mississippi  river  has 
been  a  marked  factor  for  the  betterment 
of  the  profession,  as  is  shown  by  the  fol- 
lowing compilation  of  facts  furnished  by 
the  various  deans  of  the  institutions 
herein  mentioned. 

The  oldest  landmark  of  dental  educa- 
tion in  the  West  is  the 

Missouri   Dental  Colleg'e, 

DEXTAL     DEPART.MEXT     OF     WAS!  1 1  X(T'r(JX 
UXI VEIiSITY,  ST.    LOUIS. 

At  the  first  annual  meeting  of  the 
Missouri  State  Dental  Society,  held  in 
June  1866,  a  committee  was  appointed 
to  consider  a  proposition  to  form  a  dental 
college  under  the  ausipices  of  the  society, 
with  power  to  take  such  action  as  in  their 
judgment  the  interests  of  the  profession 
and  of  the  public  rec{uired. 

The  committee,  after  patient  investiga- 
tion of  the  subject,  decided  that  the  pros- 
pects of  establishing  a  college  in  St. 
Louis  were  so  encouraging  at  this  time 
(the  faculties  of  two  medical  schools  hav- 
ing proffered  the  most  Mineral  co-opera- 
tion) that  they  decided  to  apply  for  a 
charter. 

Under  the  general  laws  passed  by  the 
legislature  of  1865-66  to  govern  the  issue 
of  such  charters,  it  was  found  necessary 
to  form  an  association.  This  corporate 
bod\'  f-rjiisisted  of  the  following-  members: 


W.   11.  Eaiiies. 
G.  W.  Crawford. 
A.  M.  Leslie. 
Isaiah  Forbes, 
H.  J.  McKelloi):s. 
^I.  Westermann. 
Isaac  Conistopk, 


Alix.  Dienst. 
Win.  A.  Cornel  ills, 
\V.  A.  Jones, 
C.  Knower, 
John  P.  Hibler. 
KJf^ar  Park. 
Henrv  Bairon. 


Iloiiicr  Judd, 
H.  K.  Peebles, 


H.  Half.  Jr., 
Will.  X.  Morrison, 


I'liis  done,  the  members  petitioned  for 
a  charter,  which  was  granted.  Under  the 
charter  the  association  appointed  a  board 
of  trustees,  as  follows : 

Isaiah  Forbes,  D.D.S.,  president. 

A.  M.  Le.slie,  D.D.S.,  secretary. 

H.  E.  Peebles,  D.D.S..  treasurer. 

Charles  A.  Poi>e,  M.D.. 

J.  S.  Clark.  D.D.S.. 

S.  H.  Anderson. 

J.  L.  Knapp. 

\V.  O.  Kulp, 

W.  H.  Barnes,  D.D.S.. 

M.  McCoy,  M.D., 

Edwin  Hale,  Jr.. 

C.  W.  Pvivers, 

J.  B.  Johnson.  M.D. 

To  this  board  was  confided  the  appoint- 
ment of  professors  and  other  instructors 
and  ])ower  to  make  such  changes  in  the 
teachers  or  the  curriculum  as  the  inter- 
ests of  the  profession  demanded,  x^lso  to 
hold  all  property  of  the  association. 

The  facilities  for  establishing  a  dental 
scliool  in  St.  Louis  were  peculiarly  en- 
couraging. The  faculty  of  the  St.  Louis 
[Medical  College  had  shown  such  a  liberal 
spirit  in  offering  the  association  the  use  of 
their  lecture  rooms  and  the  advantages  of 
tlu'ir  established  museum  and  hospitals  that 
the  trustees  cannot  but  here  acknowledge  the 
obligation  of  tlie  profession.     The  trustees  feel 
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assured  in  declaring  that  if  the  dental  pro- 
fession of  the  Mississippi  Valley  take  hold 
of  this  new  enterprise  in  as  broad  and  liberal 
a  spirit  we  will  soon  have  established  here  an 
institution  which  will  reflect  honor  on  our 
profession  and  prove  a  powerful  lever  in  its 
elevation  by  the  diffusion  of  science  pertain- 
ing to  dentistrJ^ 

As  a  result  of  the  foregoing  action^  the 
Missouri  Dental  College^  now  the  Dental 
Department  of  Washington  University, 
was  chartered  on  September  16,  1866, 
the  charter  being  issued  to  Homer  Judd, 
H.  E.  Pee'bles,  Isaac  Comstock,  and 
others.  The  first  regular  meeting  of  the 
faculty  took  place  on  September  24, 
1866,  at  the  office  of  Dr.  Judd,  corner 
of  Sixth  and  Pine  streets,  St.  Louis.  A. 
Litton  was  called  to  the  chair.  The  busi- 
ness meeting  resulted  in  the  election  of 
Homer  Judd  as  dean  and  Frank  White 
as  secretary.  The  only  other  business 
done  at  this  meeting  was  to  appoint  Dr. 
Judd  a  committee  of  one  to  formulate  a 
constitution  and  by-laws  for  the  govern- 
ing of  the  school.  The  first  course  of 
lectures  began  on  Monday,  October  1, 
1866,  and  closed  on  February  22,  1867, 
the  course  at  that  time  being  five  months. 

The  first  faculty  was  composed  of  Ho- 
mer Judd,  M.D.,  dean,  professor  of  the  in- 
stitutes of  dental  science;  C.  W.  Stevens, 
M.D.,  professor  of  general  descriptive 
and  surgical  anatomy;  A.  Litton,  M.D., 
professor  of  chemistry  and  pharmacy ;  J. 
T.  Hodgen,  M.D.,  professor  of  physiology 
and  medical  jurisprudence ;  F.  AV.  White, 
M.D.,  ])rofessor  of  materia  medica  and 
therapeutics;  E.  H.  Gregory,  M.D., 
demonstrator  of  anatomy;  H.  E.  Peebles, 
D.D.S.,  professor  of  surgical  and  opera- 
tive dentistry;  W.  H.  Eames,  D.D.S., 
professor  of  artificial  dentistry ;  L.  Wink- 
ler, curator. 

The  first  annual  commencement  was 
held  on  February  22,  1867,  in  O'Fallon 


Hall,  Dr.  Judd,  dean  of  the  faculty,  de- 
livering the  valedictory  on  the  subject  of" 
"The  History  and  Progress  of  Dental 
.Science."  There  is  no  doubt  that  this- 
paper  would  be  interesting  reading  now 
after  thirty-eight  years  have  added  their 
liistory  to  the  profession.  The  following- 
named  gentlemen  who  were  of  that  class, 
are  still  living :  A.  W.  Franch  of  Spring- 
field, 111.,  and  Geo.  A.  Bowman  of  St. 
Louis. 

At  the  second  annual  meeting  of  the' 
faculty  J.  S.  B.  Alleyne  succeeded  Dr. 
White  as  professor  of  materia  medica  and 
therapeutics,  and  retained  the  chair  from 
1867  until  1891.     He  was  also  made  sec- 
retary of  the  faculty  at  the  same  time. 
At  this  meeting  it  was  decided  that  the- 
course   in   the   Missouri   Dental    College 
should  close  at  the  same  time  as  that  of" 
the  St.  Louis  Medical  College,  and  that 
the     commencements     should     be     held 
jointly,  an  agreement  which  was  contin- 
ued for  twenty-six  years,  up  to  and  in- 
cluding 1900,  at  which  time  the  first  den- 
tal   commencement   was   held   alone,    at 
Memorial  Hall,  Kineteenth  and  Locust 
streets,  St.  Louis.     It  might  be  well  to* 
note  here  that  the  Missouri  Dental  Col- 
lege was  the  first  one  in  the  United  States 
to  deliver  the  greater  portion  of  its  lec- 
tures jointly  with  the  medical  students. 
At    the    second    annual    commencement- 
tliere  were  three  graduates,  all  of  whom 
liave  since  passed  away. 

At  the  third  annual  meeting  John  T. 
Hodgen  was  made  professor  of  anatomy ;, 
I^llsworth  F.  Smith,  professor  of  physiol- 
ogy; H.  S.  Chase,  professor  of  surgicaL 
and  operative  dentistry;  John  T.  Mc- 
Dowell, demonstrator  of  anatomy;  Wm. 
X.  Morrison,  demonstrator  of  mechani- 
cal dentistry.  At  this  meeting  E.  H.. 
Gregory  was  elected  professor  of  the  prin- 
ciples and  practice  of  surgery,  and  his> 
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name  lias  been  in  every  catalog  i.ssuecl 
since  that  time,  lie  having  been  made 
emoriliis  profcssoi-  of  surgery  in  1900. 

During  the  year  1872  A.  H.  Fuller  was 
made  demonstrator  of  surgical  and  opera- 
tive dentistry.  He  was  elected  secretary 
of  the  faculty  in  1873  and  filled  that 
office  continuously  until  the  death  of  H. 
H.  Mudd  in  1899,  when  he  succeeded  to 
the  office  of  dean,  Geo.  A.  Bowman  being 
at  that  time  adjunct  professor  of  me- 
chanical dentistry,  and  Dr.  Eames  filling 
the  chair  as  professor  of  the  same. 

On  February  11,  1874,  the  entire  fac- 
ulty of  the  Missouri  Dental  College  re- 
signed their  chairs,  as  the  minutes  state, 
in  order  that  the  trustees  might  fill  them 
again  with  perfect  freedom.  The  vote 
upon  the  resignations  was  unanimous. 
The  names  of  those  voting  were  Judd, 
Eames,  Bowman,  Park,  and  Chase.  On 
June  20th  of  the  same  year  the  following 
faculty  were  elected  to  fill  vacancies 
caused  by  the  resignations :  H.  S.  Chase, 
professor  of  the  institutes  of  dental  sci- 
ence; J.  T.  Hodgen,  professor  of  anat- 
omy; A.  Litton,  professor  of  chemistry; 
C.  Baumgarten,  professor  of  physiology ; 
J.  S.  B.  Alleyne,  professor  of  materia 
medica;  E.  H.  Gregory,  prof essor  of  prin- 
ciples and  practice  of  surgery;  C.  W. 
Eivers,  professor  of  operative  dentistry; 
A.  H.  Fuller,  professor  of  mechanical 
dentistry;  Homer  Judd,  lecturer  on 
pathology;  W.  H.  Eames,  lecturer  on 
metallurgy;  J.  H.  McDowell,  demonstra- 
tor of  anatomy ;  R.  H.  Mace,  demonstrator 
of  operative  dentistry;  Frederick Kempff, 
demonstrator  of  mechanical  dentistry; 
C.  W.  Rivers,  dean  of  the  faculty. 

In  1875  W.  H.  Eames  was  elected  pro- 
fessor of  the  institutes  of  dental  science 
and  dean  of  the  faculty,  and  Isaiah 
Forbes  was  made  professor  of  surgical 
and  opei'ative  dentistry;  M.  A.  Bartelson, 


professor  of  mechanical  dentistry;  II.  H. 
-Mudd,  demonstrator  of  anatomy;  H.  H. 
iveith,  demonstrator  of  mechanical  den- 
tistry. The  board  of  trustees  for  this 
year  consisted  of  Isaiali  Forbes,  president, 
and  A.  H.  Fuller,  secretary.  The  fol- 
lowing members  composed  the  board  :  E. 
H.  Gregory,  II.  Judd,  E.  Park,  W.  H. 
Eames,  J.  C.  Goodrich,  J.  A.  Price,  G.  V. 
Black,  Geo.  A.  Bowman,  W.  N".  Morrison, 
H.  Xewington,  and  C.  W.  Rivers. 

The  only  change  that  was  made  in  the 
faculty  for  the  term  of  1876-77  was  the 
election  of  H.  H.  Keith  as  professor  of 
mechanical  dentistrv,  N"  Stark  as  demon- 
strator of  operative  dentistry,  and  H.  C. 
^lacey  as  demonstrator  of  mechanical 
dentistry. 

In  1877  Isaiah  Forbes  was  made  emer- 
itus professor  of  the  institutes  of  dental 
science;  G.  Y.  Black,  lecturer  on  histol- 
ogy and  microscopy. 

In  1878  J.  Ward  Hall  was  made  pro- 
fessor of  surgical  and  operative  dentistry 
and  A.  H.  Fuller  professor  of  the  in- 
stitutes of  dental  science.  On  September 
16,  1878,  H.  H.  Mudd  was  elected  dean 
of  the  Missouri  Dental  College  and  served 
as  such  from  that  time  until  the  day  of 
his  death,  which  occurred  on  jSTovember 
20,  1899.  It  might  be  well  to  say  in 
this  connection  that  Dr.  Mudd  served  as 
demonstrator  of  anatomy  from  1875  to 
1883,  although  he  had  been  made  profes- 
sor of  anatomy  in  1880.  In  1886  he 
was  made  professor  of  surgical  anatomy 
and  clinical  surgery. 

In  1879  A.  H.  Fuller  succeeded  J. 
Ward  Hall  as  professor  of  operative  den- 
tistry, a  position  which  he  filled  for 
twenty-two  years.  Among  the  special 
lecturers  of  this  year  appear  the  names. 
of  G.  V.  Black,  H.  Judd,  I.  P.  Wilson, 
and  John  J.  R.  Patrick. 

'^J"'he  only  change  made  in  the  faculty 
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in  the  year  1881  was  caused  by  the  resig- 
nation of  H.  H.  Keith  as  professor  of 
mechanical  dentistry  and  the  election  of 
W.  N.  Morrison  to  fill  the  same. 

In  1885,  on  the  list  of  special  lecturers 
for  this  year  appear  the  names  of  Homer 
Judd,  lecturer  on  the  histology  of  the 
dental  tissues;  John  J.  R.  Patrick,  lec- 
turer on  mechanism  of  the  jaws,  progres- 
sive and  retrogressive  inetamorphosis  of 
the  jaws  and  teeth,  and  special  descrip- 
tion of  the  regular  set  of  teeth;  H.  H. 
Keith,  lecturer  on  soft-foil  fillings  and 
continuous  gum ;  W.  N".  Morrison,  lecturer 
on  root-fillings,  transplantation,  and  re- 
plantation. 

In  1886  H.  H.  Mudd  was  made  profes- 
sor of  surgical  anatomy  and  clinical  sur- 
gery, B.  J.  Prim  being  made  professor 
of  descriptive  anatomy,  the  position  for- 
merly filled  by  Dr.  Mudd. 

There  were  no  changes  made  in  the 
faculty  for  the  season  of  1887-88,  but 
at  this  time  was  added  a  list  of  clinical 
instructors,  the  list  being  composed  of 
Drs.  Bowjnan,  Whipple,  Wick,  ISTewby, 
Holmes,  Conrad,  Prosser,  and  Fisher. 

In  1893  the  Missouri  Dental  College 
became  the  Dental  Department  O'f  Wash- 
ington ITniversity,  and  the  term  opened 
in  the  new  building,  1814  Locust  street, 
on  September  27th. 

In  1893  W.  H.  Eames  was  made  super- 
intendent of  the  infirmary  and  remained 
in  this  po-ition  until  his  death,  the  fol- 
lowing year. 

In  1894  J.  B.  Vernon  was  made  super- 
intendent of  the  infirmary;  0.  W.  Bedell, 
lecturer  on  dental  embryology  and  dis- 
eases of  the  teeth;  M.  R.  Windhorst,  lec- 
turer on  operative  dentistry;  J.  B.  Kim- 
brough,  demonstrator  of  operative  den- 
tistry. 

In  1895  0.  W.  Bedell  was  made  pro- 
fessor of  mechanical  dentistry. 


In  1897  0.  W.  Bedell  was  made  pro- 
fes.-or  of  the  institutes  of  dental  science; 
R.  R.  Vaughn,  assistant  professor  of  me- 
chanical dentistry  and  superintendent  of 
infirmary;  C.  W.  Richardson,  demon- 
strator of  dental  technics. 

Tlie  following  year,  1898,  E.  H.  Angle 
was  made  professor  of  orthodontia;  C. 
W.  Richardson,  professor  of  dental  tech- 
nic,  and  R.  R.  Vaughn,  professor  of 
mechanical  dentistry. 

In  1899  A.  H.  Fuller  was  made  dean 
to  fill  the  vacancy  caused  by  the  death  of 
Henry  Mudd.  0.  W.  Bedell  was  made 
secretary  to  fill  the  vacancy  caused  by  the 
election  of  Dr.  Fuller  to  the  office  of 
dean.  R.  J.  Terry  was  made  assistant 
professor  of  anatomy;  W.  H.  Warren, 
assistant  professor  of  chemistry ;  H.  F. 
Cassell,  professor  of  mechanical  dentis- 
try; A.  E.  Matteson,  professor  of  ortho- 
dontia. 

In  1900  J.  H.  Kennerly  was  made 
professor  of  mechanical  dentistry  and 
secretary  of  the  faculty;  H.  F.  Cassell, 
assist,  professor  of  mechanical  dentistry. 

In  1891  A.  H.  Fuller  resigned  from 
the  faculty  and  was  made  emeritus  pro- 
fessor of  operative  dentistrv;  J.  H.  Ken- 
nerly was  elected  dean  of  the  faculty,  to 
succeed  Dr.  Fuller. 

In  1902  R.  J.  Terry  and  Wm.  H.  War- 
ren were  elected  to  a  full  professorship 
of  the  chairs  of  anatomy  and  chemistry; 
Willard  Bartlett  was  made  lecturer  on 
oral  surgery. 


The    Kansas    City    Dental    Collegfe, 
Kansas  City,  Mo. 

The  Kansas  City  Dental  College  or- 
ganized in  1881  as  the  Dental  Depart- 
ment of  the  Kansas  City  Medical  College, 
with  the  following:  faculty: 
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J.  K.  Slai'k,  (Iciiii  of  tiie  faeulr\-;  A. 
H.  'J'homp.son,  D.D.S.,  ])rol'e.ssor  of  opera- 
tive dentistry;  J.  D.  Cii-itritli,  M.I).,  pro- 
fessor of  anatomy;  K.  P.  J^oi'ina-,  M.D., 
profes-sor  of  phy.--iology ;  T.  J.  Eaton, 
M.D.,  profes.sor  of  niatei'ia  inedica ; 
George  Halley,  M.  D.,  profes.sor  of  sur- 
gery; A.  Lester  Charles,  ]\I.D.,  professor 
of  chemistry;  W.  T.  Stark,  D.D.8.,  pro- 
fessor of  mechanical  dentistry;  J.  D. 
Patterson  and  C.  L.  Hungerford,  asso- 
ciates to  tJie  chair  of  operative  dentistry; 
L.  C.  Wasison  and  A.  C.  Schell,  assistants 
t/o  the  chair  of  niecbanical  dentistry ;  C. 
B.  Hewitt,  E.  N.  LaVeine.  J.  K.  Stark. 
R.  I.  Pearson,  and  J.  K.  Boyd,  demon- 
strators in  operative  dentistry;  H.  S. 
Thompson,  W.  A.  Drowne,  and  W.  H. 
Buckle}^,  demonstrators  in  mechanical 
dentistry;  L.  P.  Meredith,  W.  H.  Shulze, 
and  R.  Wood  Brown,  clinical  lecturers. 

Foremost  in  the  establishment  of  this 
school  was  Dr.  R.  I.  Pearson,  a  zeal- 
ous man  who  had  retired  from  prac- 
tice. Dr.  Pearson,  with  Drs.  Stark,  Hun- 
gerford, Hewitt,  Patterson,  and  others. 
realizing  that  in  the  future  Kansas  City 
was  destined  to  ^^ield  an  increasing  in- 
fluence in  professional  fields  and  that 
eventually  it  iwould  be  the  center  for  a 
wide  area  in  educational  efforts,  deter- 
mined to  organize  a  dental  college  upon 
the  best  standards,  with  the  best  men  of 
the  West,  and  to  vigorously  sustain  the 
very  highest  reputation.  At  that  time  it 
seemed  wise  to  ally  the  college  with  the 
Kansas  City  Medical  College,  which  was 
the  medical  college  par  excellence  of  the 
West,  and  this  was  accordingly  accom- 
plished. In  1890  the  officers,  deeming  it 
best  that  dental  education  should  be  fol- 
lowed independent  of  affiliation  with  a 
medical  college,  purchased  the  franchise 
of  the  Kansas  City  Dental  College  and 
since  that  time   the   college  'has   taught 


lii'iiial  science  strictly,  and  has  secured 
iiu  enviable  reputation  for  the  prepara- 
tion of  \oung  men  for  the  practice  of 
their  profes.siion.  During  the  twenty- 
thiec  years  of  its  existence  there  have 
been  of  necessity  changes  in  tlie  faculty; 
nolwitlistanding  this,  the  yeai-  litO-t  finds 
ti\e  of  the  original  faculty  still  active 
as  teachers,  viz,  W.  'V.  Stark.  ('.  L. 
Hungerford.  J.  D.  Patterson,  A.  H. 
Thompson,  and  J.  D.  Griffith. 

The  college  owns  its  l)ui]ding  on  the 
corner  of  Troost  avenue  and  Tenth  street, 
and  in  the  near  future  will  erect  a  new 
building  to  accommodate  the  growth  of 
the  institutiijn.  Its  graduates  nundjcr 
4()()  and  are  scattered  over  the  entire 
world. 

The  college  is  an  original  member  of 
the  Xational  Association  of  Dental  Fac- 
ulties and  has  always  hee]i  active  in 
fui'tliering  the  interests  of  dental  educa- 
tion. 

The  present  officers  of  the  association 
controlling  the  Kansas  City  Dental  Col- 
lege are  J.  D.  Paitterson,  president;  J.  G. 
Hollingsworth^  vice-president;  C.  C. 
Allen,  secretarv :  W.  T.  Stark,  treasurer. 


Dental    Department,    University    of 
California,  San  Francisco. 

On  recommendation  of  the  medical  fac- 
ulty of  California  the  dental  department 
of  the  university  was  established  by  the 
regents,  May  28,  1881.  S.  W.  Dennis, 
professor  of  principles  and  practice  of 
operative  dentistry,  was  the  first  dean  of 
the  faculty.  The  present  faculty  are 
Benjamin  Ide  Wheeler,  Ph.D.,  president 
of  the  university  and  ex  officio  president 
of  the  faculty;  L.  L.  Dunbar,  D.D.S., 
emeritus  professor  of  operative  dentistry 
and  dental  histology;  C.  L.  Goddard, 
A.M.,  D.D.S.,  emeritus  professor  of  or- 
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thoclontia;  H.  P.  Carlton,  D.D.S.,  pro- 
fessor of  operative  dentistr}^  and  dean, 
and  Morris  J.  Sullivan,  D.D.S.,  profes- 
sor of  dental  pathology,  therapeutics,  and 
materia  medica;  A.  A.  d'Ancona,  A.B., 
M.D.,  professor  of  physiology  and  his- 
tology; J.  M.  Williamson,  M.D.,  profes- 
sor 'of  anatomy;  ^Y.  F.  Sharp,  D.D.S., 
D.M.D.,  professor  of  prosthetic  dentis- 
try; J.  D.  Hodgen,  D.D.S.,  professor  of 
chemistry  and  metallurgy;  J.  G.  Sharp, 
M.D.,  D.D.S.,  professor  of  principles  and 
practice  of  surgery;  C.  A.  Litton,  D.D.S., 
professor  of  orthodontia.  Besides  the 
faculty  the  college  has  a  large  staff  of 
demonstrators  and  lecturers.  The  course 
of  studies  is  arranged  as  follows :  Fresh- 
man year — anatomy,  with  dissection; 
physiology;  chemistry,  with  laboratory 
work;  prosthetic  dentistry;  operative 
technic;  prosthetic  technic;  microscopic 
technic.  Examinations  will  be  held  at 
the  end  of  the  year  in  all  of  the  above 
branches.  Junior  year — anatomy,  with 
dissection;  physiology,  with  laboratory 
work;  chemistry;  prosthetic  dentistry; 
operative  dentistry;  pathology;  therapeu- 
tics, and  materia  medica;  orthodontia 
technic;  histology;  general  and  dental 
bacteriology.  Examinations  will  be  held 
at  the  end  of  the  year  in  all  of  the  above 
branches  and  will  be  final  in  anatomy, 
ph3^siology,  and  chemistry.  Senior  year 
— operative  dentistry ;  prosthetic  dentis- 
try; orthodontia,  with  practical  cases; 
comparative  anatomy  of  the  teeth ;  metal- 
lurgy, with  laboratory  work;  pathology, 
therapeutics,  and  materia  medica;  sur- 
ger}',  general  and  oral. 

The  Dental  Department  of  the  Uni- 
versity of  California  occupies  one  of  the 
buildings  of  the  affiliated  college  on  Par- 
nassus avenue,  San  Francisco,  where  all 
the  lectures  and  laboratory  courses  in 
•chemistry,  metallurgy,  histology,  opera- 


tive and  23rosthetic  technic  are  given.  The 
operative  work  is  done  in  the  infirmary  in 
the  Donohoe  Building  on  Market  street, 
where  a  large  clinic  is  held  daily.  The 
number  of  students  has  increased  from 
26  in  1883  to  112  in  1903-04. 


Chicago    College    of    Dental    Surgery^ 
Chicago. 

During  the  summer  of  1883  a  move- 
ment to  organize  an  independent  dental 
college  took  definite  form,  and  in  Octo- 
ber of  that  year  application  was  made  to 
the  Secretary  of  State  of  Illinois  for  a 
license  to  organize  such  an  institution. 
A  license  was  issued  to  Gorton  W. 
]Srichols,  Truman  W.  Brophy,  Frank  H. 
Gardiner,  A.  W.  Harlan,  and  Eugene  S. 
Talbot,  as  commissioners  to  open  books 
and  transact  the  business  of  the  corpora- 
tion. On  February  30,  1883,  in  the  office 
of  the  Secretary  of  State,  the  commis- 
sioners filed  their  report  of  their  pro- 
ceedings under  the  license,  upon  which 
date  a  charter  was  granted  legalizing  the 
corporation  under  the  name  of  the  Col- 
legiate Department  of  the  Chicago  Den- 
tal Infirmary.  On  June  30,  1884,  the 
name  of  the  institution  was  changed  to 
that  by  which  it  is  now  known. 

The  first  regular  course  of  instruction 
to  students  in  the  Chicago  Dental  In- 
firmary opened  on  March  12,  1883,  con- 
tinuing twenty  weeks,  or  until  July  31st. 
This  was  the  beginning  of  the  college 
which  has  since  developed  into  the  lar- 
gest institution  of  its  kind  in  the  world. 

At  its  origin  the  college  was  a  post- 
graduate school,  known  as  the  Collegiate 
Department  of  the  Chicago  Dental  In- 
firmary. Its  students  were  first  required 
to  obtain  the  degree  of  Doctor  of  Medi- 
cine or  its  equivalent  from  some  college 
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j'ccouiiized  by  the  Illinois  >State  Board  of 
IlcaUli,  and  to  take  two  courses  of  lec- 
tures in  dentistry  before  receiving  the 
dcgToc  of  Doctor  of  Dental  Surgery. 
Siicli  a  system  of  education  for  dentists 
was  urged  because  the  prime  movers  of 
the  establishment  of  the  institution  held 
that  dentistry  was  but  a  department  of 
medicine,  believing  that  dentists  should 
bs  educated  in  medicine  before  beffinninff 
the  study  of  this  specialty.  The  organi- 
-zation  was  effected  imder  the  most  favor- 
able auspices.  Six  of  the  medical  col- 
leges then  in  Chicago  wore  represented 
on  its  board  of  directors. 

During  the  first  session  there  were 
three  professors  and  eight  lecturers  in  the 
institution.  The  professors  taught  the 
principles  and  practice  of  dental  surgery, 
operative  dentistry,  and  prosthetic  den- 
tistry, and  the  lecturers  devoted  them- 
selves to  dental  anatomy,  dental  pathol- 
ogy, and  other  special  branches  not  fol- 
lowed minutely  in  medical  colleges. 
Eighteen  students  were  enrolled  for  the 
first  course  and  at  its  close  there  were  no 
candidates  for  the  degree.  Two,  how- 
ever, entered  the  examinations  for  a  spe- 
cial certificate,  hoth  of  whom  failed.  Dur- 
ing the  following  course  eleven  names 
were  entered  in  the  matriculation  book, 
two  candidates  entered  the  final  examina- 
tions, and,  after  successfully  passing 
them,  received  the  degree  of  Doctor  of 
Dental  Surgery.  It  was  in  the  middle  of 
the  second  course  that  a  new  charter  was 
obtained  for  organization  of  the  Chicago 
College  of  Dental  Surgery,  which  from 
that  date,  June  30,  1884,  supplanted 
the  Collegiate  Department  of  the  Chi- 
cago Dental  Infirmar3^  The  number 
of  tcaclioi's  was  increased  from  nine  to 
seventeen,  and  the  college  during  the  ses- 
sion of  1884-85  showed  an  increased  at- 
tendance. 

D'.ii'ing  tlie  first  two  sessions,  as  infirm- 


ary and  college,  it  was  located  in  two 
small  rooms  on  the  third  floor  of  ISTos. 
22  and  24  Adams  street. 

At  the  beginning  of  its  existence  as  the 
Chicago  College  of  Dental  Surgery  it  was 
moved  to  and  occupied  the  fourth  and 
fifth  stories  of  Nos.  4  and  6  Washington 
street.  In  188G,  owing  to  the  rapid 
growth  of  the  college,  it  was  moved  to  the 
building  at  the  northeast  corner  of  Madi- 
son street  and  Wabash  avenue.  After  re- 
maining at  this  location  for  five  years  its 
removal  to  more  commodious  quarters 
again  became  necessary.  The  manage- 
ment secured  the  three  upper  floors  of  the 
building  situated  at  the  northeast  corner 
of  Michigan  avenue  and  Kandolph  street. 

Realizing  in  1888  the  necessity  of  se- 
curing a  permanent  location  for  the  col- 
lege, the  lot  was  purchased  upon  which 
the  building  now  stands.  The  first  section 
of  the  structure,  covering  half  of  the  lot 
— 85  by  120  feet — was  erected  in  1893, 
and  the  first  course  of  instruction  beo-an 
in  it  the  first  of  iS^ovember  of  that  year. 

The  faculty  believed  at  the  opening  of 
that  session  that  they  had  provided  suf- 
ficient room  for  the  accommodation  of 
classes  for  many  years;  but  the  increase 
in  the  number  of  students  made  it  ab- 
solutely necessary  to  enlarge  the  building 
for  their  accommodation.  Beofinning: 
with  the  year  1897  plans  were  perfected 
and  the  building  of  1893  was  doubled  in 
capacity,  so  that  it  is  now  a  six-story 
structure.  Each  floor  contains  an  area 
of  10,080  square  feet,  or  a  total  of  60,480 
square  feet,  divided  in  accordance  with 
suggestions  and  plans  made  after  having 
carefully  examined  the  best  regulated 
dental  schools  in  the  United  States,  thus 
enabling  the  incorporation  of  the  most 
modern  features  in  its  construction. 

As  illustrating  the  growth  of  the  col- 
lege, it  may  be  set  forth  in  tabular  form 
as  follows :   During  the  first  course  of  the 
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summer  of  1883,  the  faculty  consisted  of 
3 ;  matriculates,  18 ;  no  graduates.  Sum- 
mer of  1884,  faculty,  3  (other  teachers, 
5);  matriculates,  11;  2  graduates.  In 
1884-85,  after  reorganization  was  ef- 
fected, the  faculty  was  increased  to  17; 
matriculates,  50;    graduates,  22. 

Thus,  year  by  year  the  teaching  force 
and  the  numher  of  students  in  attendance 
has  increased,  until  in  the  term  ending 
May  1,  1903,  the  faculty  numbers  75; 
matriculates  570,  and  170  graduates, 
while  the  alumni  num'ber  2106. 

The  tirst  faculty  of  the  session  of  1883 
consisted  of  W.  W.  Allport,  M.D.,  D.D.S.. 
professor  of  dental  pathology  and  thera- 
peutics; Geo.  H.  Cushing,  D.D.S.,  pro- 
fessor of  principles  and  practice  of  den- 
tal surgery;  L.  P.  Haskell,  professor  of 
prosthetic  dentistry  and  oral  deformities. 

Lecturers:  John  S.  Marshall,  M.D., 
adjunct  professor  of  dental  pathology 
and  therapeutics;  Edmund  Noyes,  ma- 
teria medica;  A.  W.  Hoyt,  D.D.S.,  dental 
histology  and  physiology;  P.  J.  Kester, 
D.D.S.,  chemistry;  E.  H.  Kimball, 
D.D.S.,  dental  anatomy;  J.  N.  Grouse, 
D.D.S.,  oral  defomiities;  E.  D.  Swain, 
D.D.S.,  demonstrator  of  the  minute  anat- 
omy of  the  tissues  of  the  mouth;  A.  W. 
Hoyt,  D.D.S.,  demonstrator  of  operative 
dentistry;  Professor  Haskell,  demonstra- 
tor of  prosthetic  dentistry  (giving  special 
attention  to  continuous-gum  work) . 

Assistants  to  operative  department :  C. 
P.  Pruyn;  Geo.  T.  Carpenter,  M.D., 
D.D.S.;  T.  B.  Wheeler. 

Assistants  to  prosthetic  department: 
0.  D.  Swain;  H.  A.  Armitage. 

Clinical  Instructors:  W.  W.  Allport, 
M.D.,  D.D.S.;  R.  F.  Ludwig,  D.D.S.; 
C.  H.  Thayer,  D.D.S.;  Geo.  Cushing, 
D.D.S.;  G.  A.  Christman,  D.D.S.;  Jos. 
Marshall,  M.D.;  W.  C.  Dyer;  James  A. 
Swasev;  W.   k.   Stevens;  P.  J.   Kester, 


D.D.S.;  J.  W.  Wassell,  D.D.S. ;  T.  W. 
Brophy,  M.D.,  D.D.S.;  Edgar  D.  Swain, 
D.D.S.;  A.  W.  Harlan,  D.D.S.;  E.  Hon- 
singer,  D.D;S.;  J.  A.  Swartley;  R.  H. 
Kimball,  D.D.S.;  A.  B.  Clark;  W.  B. 
Ames,  D.D.S.;  G.  W.  Nichols,  M.D.; 
Frank  H.  Gardiner,  M.D.,  D.D.S.;  Eu- 
gene S.  Talbot,  M.D.,  D.D.S.;  A.  E. 
Brown,  D.D.S. 


Northwestern  University  Dental  School^ 
Chicago. 

The  University  Dental  Collogue,  which 
preceded  the  Xorthwestern  University 
Dental  School,  was  organized  under  a 
charter  from  the  state  of  Illinois  in  1887. 
The  first  session  was  held  in  the  winter 
of  1887-88  with  six  students,  the 
dental  faculty  consisting  O'f  W.  W.  All- 
port  (emeritus),  L.  P.  Haskell,  R.  F. 
Ludwig,  John  S.  Marshall  (dean),  A.  E. 
Baldwin,  Charles  P.  Pruyn,  C.  R.  Baker, 
and  Arthur  B.  Freeman.  An  agreement 
was  effected  between  President  Cum- 
mings  of  Northwestern  UniA'ersity, 
Nathan  S.  Davis,  dean  of  the  Chicago 
Medical  College,  and  the  faculty  of  the 
new  dental  college,  by  which  its  students 
should  take  lectures  in  anatomy,  physiol- 
ogy, histology,  materia  medica,  pathology, 
and  surgery  with  the  medical  classes ;  but 
this  agreement  involved  no  further  con- 
nection with  the  medical  college.  Also, 
the  connection  with  Northwestern  Uni- 
versity was  nominal  and  prospective,  the 
university  assuming  no  responsibility  for 
the  dental  college. 

The  new  college  was  located  on  Twenty- 
sixth  street,  near  the  medical  college. 
The  students  were  required  to  take  a 
course  of  three  years  of  seven  months 
each  before  graduation ;  at  this  time  other 
dental  schools  required  two  years  of  six 
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months.  This  was  the  first  dental  col- 
lege to  make  this  requirement,  and  this 
fact  operated  very  much  against  its  suc- 
cess in  obtaining  students,  so  that  its 
classes  remained  very  small,  there  being 
only  eleven  students  at  the  end  of  the 
second  year.  With  the  beginning  of  the 
third  year  the  three  year  course  was  made 
optional,  and  the  students  were  allowed 
to  elect  to  take  a  two  years'  course.  At 
the  end  of  the  fourth  year  the  class  num- 
bered nineteen.  The  college  could  not 
continue  to  meet  its  expenses  on  the  in- 
come derived  from  this  number  of  stu- 
dents, and  at  the  end  of  the  year  the 
faculty  resigned.  This  was  in  the  spring 
of  1891. 

In  the  winter  of  1890-91  there  were  a 
number  of  men  who  had  obtained  some 
prominence  as  teachers  in  dentistry  in 
Chicago  who  were  not  then  engaged  in 
teaching.  Thomas  L.  Gilmer  gave  a 
dinner  at  the  Leland  Hotel,  to  which 
Greorge  H.  Gushing,  Edgar  D.  Swain,  Ed- 
mund Noyes,  and  W.  V-B.  Ames  were  in- 
vited, and  to  whom  he  opened  the  subject 
of  the  formation  of  a  dental  school.  There 
were  at  the  time  two  or  three  dental 
schools  in  the  city  that  were  not  succeed- 
ing well  and  the  question  of  the  reorgani- 
zation of  some  of  these  was  discussed, 
with  the  result  that  Dr.  Gilmer  was  au- 
thorized to  investigate  the  advisability  of 
the  purchase  of  the  American  College  of 
Dental  Surgery,  then  under  the  control  of 
Dr.  Clendenen.  At  a  suljsequent  meeting 
Dr.  Gilmer  reported  adversely  to  the  pur- 
chase of  that  plant.  C!hicago  University 
was  then  in  process  of  organization,  and 
an  interview  was  held  with  President 
Harper  with  reference  to  the  organiza- 
tion of  a  dental  school  as  a  department  of 
that  university,  but  at  that  time  they  were 
not  ready  for  such  an  undertaking.  Tlio 
discussion  of  \ai'ioiis  sclicnics  coiit  iiiiicd 


from  time  to  time  until  the  resignation 
of  the  faculty  of  the  University  Dental 
College  seemed  to  create  an  opening  in 
that  direction.  Dr.  Henry  Wade  Rogers 
had  recently  become  president  of  Xorth- 
western  University  and  was  actively 
engaged  in  bringing  the  professional 
schools,  which  had  previously  but  a  nom- 
inal connection  mth  the  university  at 
Evanston,  into  a  closer  relationship.  He 
was  seen  with  regard  to  the  reorganiza- 
tion of  this  college,  which  he  actively 
favored.  After  a  number  of  conferences 
between  the  parties  interested,  which  in- 
cluded the  outgoing  members  of  the  old 
faculty  and  the  officers  of  Chicago  Medi- 
cal College,  an  organization  was  effected 
under  the  charter  of  Northwestern  Uni- 
versity, and  the  charter  of  the  University 
Dental  College  from  the  state  allowed  to 
lapse.  In  making  this  change  the  word 
college  was  dropped  and  the  word  school 
substituted,  in  accord  with  the  policy  of 
the  university,  in  which  the  teaching  or- 
ganizations under  its  jurisdiction  are 
called  schools  rather  than  colleges.  The 
new  school  took  the  name  ISTorthwestern 
University  Dental  'School.  Chicago  Med- 
ical College  also  came  into  a  closer  rela- 
tionship with  the  university  and  took  the 
name  JSTorthwestern  University  Medical 
School. 

The  new  faculty  was  co^mposed  of 
Edgar  D.  Swain  (dean),  Edmund  ISToyes 
(secretary),  G.  Y.  Black,  George  H. 
Gushing,  J.  S.  Marshall,  Charles  P. 
Pruyn,  Isaac  A.  Freeman,  Thomas  L. 
Gilmer,  Arthur  B.  Freeman,  B.  S. 
Palmer,  W.  V-B.  Ames,  Arthur  E.  Matte- 
son,  E.  L.  Clifford,  G.  W.  Haskins,  G. 
W.  Whitfield,  D.  M.  Gattell,  and  H.  P. 
Smith.  Arrangements  were  made  with 
the  medical  school  by  which  the  dental 
students  took  the  lectures  in  anatomy, 
ohysiology,  histology,  chemistry,  materia 
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mediea  and  therapeutics,  medical  juris- 
prudence, and  general  surgery  with  the 
medical  classes.  The  school  was  removed 
to  more  commodious  quarters  on  Twenty- 
second  street,  but  near  enough  to  be  con- 
venient to  the  medical  school,  which  was 
also  removed  to  new  quarters  on  Dear- 
born street  near  Twenty-fourth.  In  the 
sumimer  of  1889  the  National  Association 
of  Dental  Faculties  passed  an  order  which 
required  all  schools  affiliated  with  it  to 
extend  the  course  of  study  to  three  terms 
of  not  less  than  six  months  each  in  sepa- 
rate years  before  graduation.  Beginning 
with  the  session  of  1891-92,  the  order  was 
complied  with  at  once  and  the  new  or- 
ganization began  its  first  session  with  a 
class  of  fifty-three  .students,  only  six  of 
whom  came  from  the  old  school. 

After  two  years  in  this  location  the 
school  was  moved  into  new  buildings 
erected  on  Dearborn  street  between 
Twenty-fourth  and  Twenty-fifth  streets, 
and  was  housed  with  the  medical  school, 
each,  however,  having  its  own  rooms, 
clinical  outfits,  and  laboratories.  In  this 
location,  and  with  these  arrangements, 
the  school  was  fairly  prosperous  and  the 
number  of  students  imore  than  doubled, 
so  that  in  the  fall  of  1895  there  were  a 
hundred  and  twenty-eight.  With  this 
number  in  the  dental  school,  and  the  con- 
tinued increase  in  the  medical  school,  the 
space  was  overcrowded,  so  that  it  became 
necessary  to.  procure  additional  buildings 
outside  for  a  portion  of  the  laboratories 
of  the  dental  school.  This  arrangement 
was  very  unsatisfactory,  as  it  required 
much  running  to  and  fro.  It  was  clear 
that  something  else  must  be  done  in  order 
to  accommodate  the  increasing  demands. 

In  the  meantime  the  American  College 
of  Dental  Surgery  had  been  purchased 
by  Theodore  Menges  and  others.  Its 
equipment   had   been   improved,    it   was 


being  put  in  a  ibetter  condition  for  giving 
instruction,  and  its  classes  were  rapidly 
increasing  in  numbers.  Dr.  Menges, 
who  was  showing  much  energy  and  tact, 
especially  in  gaining  students,  proposed 
in  the  winter  of  1895-96  a  consolidation 
of  these  two  schools.  After  numerous 
conferences  usual  to  such  proceedings, 
this  was  effected  during  the  following 
spring  on  terms  which  for  the  time  left 
the  principal  immediate  imanagement  of 
the  school  in  the  hands  of  Dr.  Menges, 
but  provided  for  its  ultimate  complete 
ownership  by  the  university.  The  faculty 
was  again  reorganized,  a  part  of  each  of 
the  old  faculties  being  retained.  The  new 
faculty  at  the  beginning  of  1896-97  was 
composed  of  Edgar  D.  Swain  (dean), 
G.  V.  Black,  George  H.  Gushing,  Thomas 
L.  Gilmer,  J.  S.  Marshall  (emeritus), 
B.  J.  Cigrand,  A.  H.  Peck,  E.  H.  Angle, 
Edmund  Noyes,  I.  B.  Crissman,  W.  E. 
Harper,  G.  W.  Haskins,  James  H.  Proth- 
ero,  G.  W.  Schwartz,  William  Stearns, 
Charles  B.  Eeed,  P.  B.  Noyes,  T.  B. 
Wiggin,  W.  T.  Eckley,  L.  B.  Haymen, 
George  Leininger,  C.  E.  Sayre,  V.  J. 
Hall,  and  Theodore  Menges  (secretary 
and  business  manager).  The  dental 
school  was  removed  to  the  huilding  that 
had  been  occupied  by  the  American  Col- 
lege of  Dental  Surgery,  on  the  corner  of 
Franklin  and  Madison  streets,  where  it 
remained  until  the  summer  of  1902.  In 
this  building  additional  space  could  be 
had  from  time  to  time  for  indefinite  ex- 
pansion. In  this  arrangement  the  Amer- 
ican College  went  out  of  existence,  and  as 
its  students  would  have  no  alma  mater  it 
was  agreed  that  those  students  Avho  grad- 
uated from  that  college  in  1890  and 
since  should  be  made  alumni  of  North- 
western University  Dental  School. 

Northwestern  University  Dental  School 
now  undertook  to  teach  all  of  the  de- 
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partments,  including  the  fundamental 
branches,  by  its  own  professors  and  in- 
structors, thus  separating  them  entirely 
from  the  medical  school.  The  work  was 
now  with  much  larger  classes  than  had 
before  been  assembled  in  dental  schools, 
and  as  the  year  passed  it  was  seen  that 
while  the  general  methods  of  instruction 
in  vogue  were  well  adapted,  much  im- 
provement in  the  systematizing  of  the 
work  of  the  teaching  force  was  desirable. 
At  the  end  of  the  year  the  dean,  Edgar 
D.  Swain,  resigned.  G.  V.  Black  was 
then  appointed  dean,  and  was  charged 
especially  with  the  systematizing  of  the 
methods  of  instruction.  Each  of  the  de- 
partments of  instruction  was  gradually 
brought  under  the  control  of  a  single  re- 
sponsible professor,  who  controlled  the 
methods  of  presentation  of  the  subjects 
in  his  field  of  work  by  those  associated 
with  him,  and  the  courses  of  study  so 
graded  that  the  classes  of  each  year  re- 
mained separate  in  the  classroom.  Per- 
sonal teaching  was  provided  for  by  the 
separation  of  classes  into  sections,  and  the 
arrangement  of  quiz  masters  and  demon- 
strators for  special  duties,  so  that  the 
individual  student  could  at  any  time  ob- 
tain a  personal  answer  to  his  questions 
or  the  demonstration  of  a  technical  pro- 
cedure. 

In  1898  the  JSTorthwestern  Dental  Col- 
lege was  purchased,  the  college  closed  and 
its  plant  added  to  Northwestern  Uni- 
versity Dental  School.  This  arrangement 
included  the  recognition,  of  the  recent 
graduates  of  the  JSTorthwestern  Dental 
College  as  alumni  of  ISTorthwestern  Uni- 
versity Dental  School. 

The  school  prospered  and  the  classes 
increased  in  numhers  steadily  until,  in 
1899-1900,  there  were  six  hundred  stu- 
dents. Additional  space  in  the  building 
was  obtained  from  time  to  time  for  ad- 


ditional laboratories  and  classrooms.  In 
1899  an  entire  additional  floor  was  added 
to  gain  additional  space  for  necessary 
classrooms,  lecture  rooms,  and  labora- 
tories, and  also  to  provide  space  for  a 
library,  museum,  and  reading  room.  It 
had  been  found  particularly  desirable 
that  students  be  provided  with  well-ar- 
ranged space  in  the  school  building,  to 
which  they  could  go  during  any  leisure 
hour  for  the  purpose  of  reading  and 
study,  or  which  they  could  occupy  at 
regular  hours  and  find  books  upon  any 
topics  in  dentistry.  The  work  of  assem- 
bling a  library  and  museum  of  compara- 
tive dental  anatomy  and  dental  pathology 
was  actively  undertaken,  and  the  material 
has  been  rapidly  brought  together,  so  that 
at  the  present  time  these  may  be  justly 
regarded  as  excellent,  and  as  quite  fully 
supplying  the  needs  of  a  dental  school. 
To  these,  members  of  the  profession  have 
contributed  books,  journals,  and  speci- 
mens liberally,  and  have  in  this  way  very 
materially  aided  in  the  gathering  of  the 
collection.  This  work  is  still  in  progress. 
Members  of  the  profession  may  make  use 
of  this  library. 

On  June  1,  1900,  Theodore  Menges, 
secretary  and  business  manager  of  North- 
western University  Dental  School,  died 
of  appendicitis,  after  an  illness  of  a  little 
less  than  one  week.  He  was  thus  cut  off 
seemingly  before  his  time,  in  the  midst 
of  robust  manhood  and  mental  vigor, 
while  in  the  active  prosecution  of  the 
work  that  seemed  to  have  been  allotted 
to  him  to  do.  His  sudden  death  threw  a 
wave  of  grief  over  all  connected  with  the 
school,  to  its  alumni,  the  dental  profes- 
sion, and  to  all  who  knew  him  and  the 
work  he  was  doing.  He  was  an  active, 
energetic,  and  resistless  worker,  devoting 
his  life  to  the  upbuilding  of  the  dental 
profession. 
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After  the  death  of  Dr.  Menges  a  settle- 
ment Avas  made  between  the  university 
and  the  Menges  estate  which  left  North- 
western University  Dental  School  the 
property  of  the  university.  William  E. 
Harper  was  appointed  secretary,  and  the 
school  proceeded  with  its  work  without 
other  change.  At  the  end  of  the  year 
A.  H.  Peck  resigned  and  Elgin  MaWhin- 
ney  succeeded  him. 

Very  soon  after  the  death  of  ,  Dr. 
Menges  a  movement  was  made  by  the 
university  to  obtain  a  building  of  its  own 
for  its  professional  schools  that  were  not 
provided  for.  These  comprised  the  School 
of  Law,  the  Pharmacy  School,  and  the 
Dental  School.  The  Tremont  House,  an 
old-established  hotel  of  excellent  con- 
struction, was  purchased  and  the  internal 
parts  torn  out  and  rebuilt  in  form  adapt- 
ing it  to  the:  purposes  of  these  schools,  at 
a  cost  approximating  eight  hundred  thou- 
sand dollars  ($800,000).  This  made  the 
building  a  new  one  to  all  practical  pur- 
poses, and  it  is  now  known  as  the  North- 
western University  Building.  It  is  situ- 
ated on  the  southeast  corner  of  Lake  and 
Dearborn  streets,  in  the  business  center  of 
Chicago. 

This  building  was  completed  and  oc- 
cupied by  the  university  in  the  fall  of 
1903  and  the  above  mentioned  schools 
moved  in.  In  the  arrangement  of  the 
space  the  Dental  School  was  allotted  the 
two  upper  floors,  the  fifth  and  sixth,  and 
space  for  its  chemical  laboratories  on  the 
second  floor.  The  sixth  floor  is  twenty- 
four  feet  from  floor  to  ceiling,  and  those 
parts  not  devoted  to  the  great  clinic  and 
lecture  rooms  are  divided,  making  an  ad- 
ditional or  seventh  floor,  creating  addi- 
tional space  for  the  use  of  the  Dental 
School.  These  floors,  with  the  space  oc- 
cupied by  the  chemical  laboratories   on 


the  second  floor,  gives  the  Dental  School 
a  net  floor  space  of  57,000  square  feet. 
The  building  is  substantial,  and  very 
neatly  finished.  The  rooms  are  well 
lighted  and  thoroughly  adapted  to 
their  various  purposes.  They  are  ample 
for  the  accommodation  of  two  hundred 
students  in  each  class,  and  by  a  little 
crowding  will  accommodate  two  hundred 
and  thirty-five,  or  six  hundred  to  seven 
hundred  and  fifty  in  the  three  classes  of 
a  three-year  course,  or  eight  hundred  in 
a  four-year  course.  The  great  clinic 
room,  lighted  upon  two  sides  and  by  sky- 
light its  full  length  and  accommodating  a 
hundred  and  thirty  operating  chairs  pro- 
vided with  fountain  cuspidors,  brackets, 
and  tables,  is  the  best  yet  provided  for 
the  clinical  teaching  of  dental  students, 
and  its  central  position  in  the  great  city 
of  Chicago  gives  it  an  abundant  clinic. 
The  lecture  rooms  are  especially  well  ar- 
ranged. The  lighting  is  entirely  from  the 
ceiling,  and  the  walls  ar^  so  oonstruoted 
as  to  eliminate  all  noises  from  the  streets 
of  this  busy  down-town  district.  So  com- 
pletely is  this  accomplished  that  the  lec- 
ture rooms  are  as  free  from  noise  as  if 
the  city  were  eliminated. 

The  oral  surgery  clinic  room,  with  its 
waiting  room,  preparation  room,  and  re- 
covery room  for  the  temporary  care  of 
jDatients  needing  hospital  advantages,  is 
very  compact  and  convenient  for  the 
preparation  and  care  of  surgical  patients, 
and  the  seating  capacity  is  sufficient  for 
two  hundred  and  twenty-five  students. 
This  sjjace  is  reserved  strictly  for  surgi- 
cal work.  The  different  laboratories  are 
on  a  similar  scale,  so  that  each  class 
finds  its  accommodations  ample  in  each 
separate  part  of  the  work  in  which  it  is 
engaged. 

In  the  method  of  teaching  employed 
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no  two  classes  attend  the  same  leetui-es 
or  laboratory  exercises.  For  instance,  in 
operative  dentistry  the  student  is  engaged 
in  study  every  year  of  his  course,  but 
the  subject  is  strictly  divided  into  the 
freshman,  junior,  and  senior  courses  in 
the  three-year  course,  each  taking  up  a 
different  part  of  the  work.  The  same  is 
true  in  prO'Sthetic  dentistry  and  any 
other  subject  of  study.  In  this  division 
of  work  the  professor  in  the  particular 
department  has  especial  control  of  the 
plans  of  presentation  of  his  subject  in 
each  separate  year,  no  matter  what  his 
number  of  assistants. 


Colorado  Colleg^e  of  Dental  Surgfery, 
Denver,  Col. 

The  Denver  School  of  Dentistry  was 
organized  in  1887,  and  during  the  seven- 
teen years  of  its  existence  has  steadily 
grown  in  favor  with  the  dental  profes- 
sion and  people  of  Colorado,  and  has  won 
its  place  among  the  dental  colleges  of 
our  country. 

It  has  been  a  member  of  the  I^ational 
Association  of  Dental  Faculties  since 
1891,  and  is  also  recognized  'by  the  ISTa- 
tional  Association  of  Dental  Examiners. 

Its  first  dean  was  A.  B.  Robbins,  in 
1888-89.  He  was  re-elected  in  1889-90. 
The  second  dean,  1890-91,  was  P.  T. 
Smith.  Thomas  Gaddes  was  dean  in 
1891-92. 

The  following  deans  and  secretaries 
were  elected  in  the  succeeding  order : 

1802-1893.  Geo.  J.  Hartung. 

1893-1894.  Geo.  J.  Hartung. 

1894-189.5.  R.  B.  Weiser;  A.  H.  Sawins, 
sffretary ; 


1895-189G.  R.  B.  Weiser;  A.  H.  Sawins, 
secretary ; 

1890-1897.  J.  M.  Porter;  W.  E.  Griswold, 
secretary ; 

1897-1898.  A.  H.  Sawins;  A.  C.  Watson, 
secretary; 

1898-1899.  A.  H.  Sawins;  A.  C.  Watson, 
secretary ; 

1899-1900.  A.  H.  Sawins;  A.  C.  Watson, 
secretary ; 

1900-1901.  L.  S.  Gilbert;  A.  L.  Whitney, 
secretary ; 

1901-1902.  L.  S.  Gilbert;  A.  L.  Whitney, 
secretary . 

The  real  history  of  the  Colorado  Col- 
lege of  Dental  Surgery  dates  back  to 
April  1896,  at  which  time  the  board  of 
regents  of  the  University  of  Colorado  or- 
ganized a  department  of  dentistry  with 
the  following  as  a  board  of  directors, 
viz: 

\Y.  T.  Chambers,  D.D.S. ; 
M.  S.  Fraser,  D.D.S. ; 
J.  S.  Jackson,  D.D.S.; 
H.  A.  Fynn.  D.  D.  S. ; 
A.  L.  Whitney,  D.D.S. 

The  school  opened  Xovember  2,  189G, 
with  seven  students. 

The  officers  of  the  dental  department 
were : 

J.  H.  Baker,  LL.D.,  president. 
W.  T.  Chambers,  D.D.S.,  dean. 
M.  S.  Fraser,  D.D.S.,  secretary. 
A.    L.    Whitney,   D.D.S.,    superintendent   of 
infirmary. 

In  all  there  was  a  teaching  faculty  of 
nine  professors  and  nine  special  lecturei's 
with  a  clinical  staff  of  six  dentists. 

The  infirmary  was  located  at  Eight- 
eenth and  Stout  streets,  in  connection 
with  the  medical  department  of  the  state 
university. 

Application  was  made  for  admission 
into  the  National  Association  of  Dental 
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Faculties,  and  a  committee  from  that 
association  examined  the  school  during 
the  winter  session  and  reported  favorably 
upon  it. 

In  June  1897  a  decision  of  the 
Supreme  Court,  in  a  long-pending  suit, 
declared  that  it  was  impossible  for  the 
state  university  to  conduct  any  of  its  de- 
partments outside  of  Boulder,  the  seat  of 
the  university. 

Eecognizing  the  impossibility  of  con- 
ducting a  dental  college  in  a  small  city, 
and  wishing  to  continue  the  work  so  well 
begun,  the  Colorado  College  of  Dental 
Surgery  Corporation  was  organized  from 
the  faculty  of  the  Dental  Department  of 
the  University  of  Colorado,  and  incor- 
porated under  the  laws  of  the  state  of 
Colorado  in  July  1897. 

The  first  officers  of  the  Colorado  Col- 
lege of  Dental  Surgery  comprised  the 
stockholders,  viz : 

H.  A.  Fynn,  D.D.g,,  president. 

W.  T.  Chambers,  D.D.S.,  vice-president. 

A.  L.  Whitney,  D.D.S.,  secretary. 

J.  S.  Jackson,  D.D.S.,  treasurer. 

M.  S.  Fraser,  D.D.S.,  auditor. 

The  dental  faculty  consisted  of  twelve 
professors,  eleven  special  lecturers,  and  a 
clinical  stafE  of  six. 

The  officers  of  the  faculty  were  as  fol- 
lows : 

W.  T.  Chambers,  D.D.S.,  dean. 
M.  S.  Fraser,  D.D.S.,  secretary. 
J.  S.  Jackson,  D.D.S.,  treasurer. 

The  school  opened  on  October  4,  1897, 
at  Eighteenth  and  Larimer  streets,  with 
thirty  matriculates. 

Application  was  made  for  admission 
into  the  National  Association  of  Dental 
Faculties  under  the  new  name  of  Colo- 
rado College  of  Dental  Surgery,  and  dur- 


ing the  session  of  1897-98  a  committee 
from  that  association  visited  the  school 
and  reported  favorably  upon  it. 

At  the  next  meeting  of  the  National 
xA.ssociation  of  Dental  Faculties,  held  in 
Omaha  in  July  1899,  the  school  was  ad- 
mitted to  membership.  Early  in  the 
year  1900  the  Colorado  College  of  Den- 
tal Surgery  secured  suitable  quarters  at 
Champa  and  Eighteenth  streets  and 
moved  to  that  location. 

On  March  29,  1901,  a  union  was  ef- 
fected between  the  Denver  School  of  Den- 
tistry and  the  Colorado  College  of  Dental 
Surgery,  and  an  agreement  entered  into 
with  the  Colorado  Seminary  and  the  Uni- 
versity of  Denver,  whereby  the  Colorado 
College  of  Dental  Surgery  contracted  to 
become  the  Dental  Department  of  the 
University  of  Denver,  and  to  conduct 
said  department  for  a  term  of  years. 

The  faculty  of  the  united  schools  was 
composed  of  eighteen  professors,  eleven 
special  lecturers,  and  thirty-eight  demon- 
strators and  assistants. 

The  officers  of  the  faculty  were : 

H.  A.  Buchtel,  D.D.,  LL.D.,  chancellor. 
L.  S.  Gilbert,  D.D.S.,  dean. 
A.  L.  Whitney,  D.D.S.,  secretary. 
J.  S.  Jackson,  D.D.S.,  treasurer. 

The  college  occupies  desirable  quarters, 
centrally  located  at  Fourteenth  and 
Arapahoe  streets.  The  school  year  opened 
October  7,  1901.  Ninety  students  ma- 
triculated with  the  school  that  year. 

During  the  session  of  1901-02  the 
resignation  of  L.  S.  G-ilbert,  dean  of  the 
school,  was  received,  and  W.  T.  Chambers 
was  elected  to  fill  the  vacancy,  which  posi- 
tion he  has  since  retained. 

The  school  is  now  thoroughly  equipped 
with  every  modern  convenience  fox  im- 
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parting  dental  knowledge.  Its  prosthetic 
laboratories  are  furnished  with  electric 
lathes,  electric  furnaces,  compressed  air, 
and  every  necessary  appliance.  The  ana- 
tomical laboratory  is  completely  furnished 
with  the  most  approved  appliances.  The 
histological,  pathological,  and  bacteri- 
ological laboratories  are  equipped  with 
the  Bausch  &  Lomib  and  Zulauf  micro- 
scopes, incubators,  sterilizers,  etc.  An 
up-to-date  electric  arc  lantern  with  pro- 
jecting microscopic  attachment  is  used 
for  viewing  specimens  direct  from  the 
laboratory.  The  chemical  laboratory  has 
every  facility  for  the  practical  study  of 
chemistry  and  metallurgy.  The  infirm- 
ary is  equipped  with  S.  S.  White,  Colum- 
bia, and  Morrison  chairs,  fountain  cus- 
pidors, and  compressed  air  is  at  each 
chair. 

Gas  is  administered  in  the  extracting 
room,  and  students  are  admitted  to  the 
various  hospitals  to  view  operations  un- 
der ether  and  chloroform. 

The  matriculates  for  the  year  1903-04 
number  58. 


University  of  Minnesota  College  of 
Dentistry,  Minneapolis,  Minn. 

The  first  step  toward  the  establishment 
of  a  dental  college  in  Minnesota  was 
taken  in  1883,  at  which  time  the  Board 
of  Directors  of  the  Minnesota  College 
Hospital  organized  a  dental  depart- 
ment with  a  two  years^  course  of  five 
months  each.  With  the  session  of  1884-85 
the  College  Hospital  closed,  hut  was  or- 
ganized again  as  the  Minnesota  Hospital 
College  and  removed  to  a  new  and  more 
commodious  building.  The  dental  de- 
partment was  continued  in  practically  the 


same  relation  to  the  medical  school  as 
before.  The  office  of  dean  was  created 
this  year,  and  W.  F.  Giddings,  D.D.S., 
was  appointed  to  the  position.  His  re- 
moval from  the  city  early  in  the  session 
left  the  office  as  well  as  the  chair  of 
operative  dentistry  vacant.  W.  A. 
Spaulding,  D.D.S.,  filled  the  deanship 
from  this  time  until  the  surrender  of  the 
charter  in  1888. 

For  the  session  of  1886-87  the  term 
was  lengthened  to  six  months.  At  the 
close  of  the  session  of  1887-88  the  Hos- 
pital College  with  the  St.  Paul  Medical 
College  and  the  Minnesota  Homeopathic 
Medical  College  surrendered  their  char- 
ters. The  State  University  then  estab- 
lished a  department  of  medicine  which 
comprised  a  "college  of  medicine  and 
surgery,"  a  '^lomeopathic  college  of  med- 
cine  and  surgery,"  and  a  "college  of  den- 
tistry." The  course  in  dentistry  was  ex- 
tended to  three  years,  with  terms  of  six 
months  each.  Students  in  these  colleges 
received  instruction  in  anatomy,  physi- 
ology, and  chemistry,  and  were  subjected 
to  the  same  examinations,  and  the  course 
of  instruction  in  the  college  of  dentistry 
was  more  systematically  graded  than 
heretofore. 

The  formation  of  a  College  of  Den- 
tistry under  the  auspices  of  the  state 
university  marked  an  epoch  in  the  history 
of  dental  teaching  in  the  Northwest, 
and  by  it  the  dentists  interested  in  teach- 
ing accomplished  much  for  which  they 
had  labored  since  the  small  beginning 
as  a  department  of  the  College  Hospital. 
The  school  became  in  fact  as  well  as  in 
name  an  integral  part  of  one  of  the 
departments  of  the  State  University. 
The  school,  too,  was  one  of  the  first  to 
require  a  three-year  course  for  gradua- 
tion.    It  exacted  and  adhered  rigidly  to 
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the  highest  standard  for  admission,  and 
required  its  students  to  pass  examina- 
tions in  the  primary  branches,  in  common 
with  the  students  in  medicine,  before 
they  could  come  up  for  examination  in 
the  'dental  studies,  and  did  much  toward 
establishing  dentistry  as  a  specialty  in 
medicine. 

In  1890  W.  X.  Sudduth,  A.M.,  M.D., 
D.D.S.,  of  Philadelphia,  was  elected  by 
the  Board  of  Eegents  to  the  position  of 
-secretary  of  the  faculty,  and  the  affairs 
■of  the  college  were  given  into  his  charge. 
At  the  close  of  the  year  the  title  of  dean 
was  conferred  upon  him.  The  length 
of  the  school  term  was  again  extended, 
this  time  to  eight  months.  A  new  build- 
ing being  completed  on  the  campus  in 
1892  for  the  department  of  medicine,  the 
College  -of  Dentistry  (with  the  medical 
schools)  was  removed  to  it  for  the  session 
of  1892-93.  Thefaculty  was  augmented  by 
several  new  professors  and  instructors  and 
the  school  at  once  took  high  rank  among 
those  engaged  in  modern  dental  teaching. 
Professor  Sudduth  remained  with  the 
school  until  the  close  of  the  session  of 
1894-95,  when  he  removed  to  Chicago. 
Thomas  E.  Weeks,  D.D.S.,  succeeded 
Professor  Sudduth,  and  was  dean  until 
the  close  of  the  session  of  1896-97,  when 
he  resigned  from  the  office,  but  continued 
work  in  the  school  until  1901.  At  the 
beginning  of  the  session  of  1901-02,  W.  • 
P.  Dickinson,  D.D.S.,  was  called  by  the 
Board  of  Eegents  to  assume  the  duties  of 
the  position,  and  holds  the  place  at  the 
present  time.*  Beginning  with  1897 
the  term  was  again  lengthened,  this  time 
to  nine  months. 

The  college  has  always  stood  for  that 
which  was  highest  and  best,  and  was  one 


of  the  very  first  to  advocate  and  put  into 
effective  practice  courses  of  graded  and 
systematic  technic  instruction. 


Western  Dental  College  of  Kansas 
City,  Mo. 

The  Western  Dental  College  of  Kansas 
City  was  chartered  June  24,  1890,  and 
organized  by  the  following  gentlemen: 
D.  J.  McMillen,  president  (first  year)  ; 
J.  S.  Letord, vice-president;  H.  S.  Dowry, 
secretary;  E.  E.  Shattuck,  treasurer. 

Board  of  directors:  W.  G.  Price,  H.  S. 
Thompson,  E.  E.  Shattuck,  I.  D.  Pierce,  J.  S. 
Letord,  H.  S.  Lowry,  D.  J.  McMillen,  S.  C. 
Wheat,  J.  W.  Heckler,  J.  H.  Kinley,  J.  M. 
Gross,  T.  J.  Beattie. 

First  faculty :  H.  S.  Douglas,  M.D.,  professor 
of  oral  surgery;  J.  T.  Eggers,  M.D.,  T.  J. 
Beattie,  M.D.,  professors  of  anatomy;  J.  S. 
Sharp,  M.D.,  professor  of  materia  medica  and 
general  pathology;  Claude  C.  Hamilton,  M.D., 
Ph.G.,  professor  of  chemistry;  H.  0.  Haniwalt, 
M.D.,  professor  of  physiologj^;  H.  S.  Lowry, 
D.D.S.,  professor  of  prosthetic  dentistry  and 
metallurgy;  D.  J.  McMillen,  D.D.S.,  professor 
of  operative  dentistry  and  dean;  J.  M.  Gross, 
M.D.,  D.D.S.,  professor  of  dental  pathology 
and  therapeutics. 

Sixty  students  -were  enrolled  the  first 
year;  eighty  students  the  second  year; 
one  hundred  and  twenty-six  students  the 
third  year,  and  two  hundred  and  forty 
for  the  session  of  1903-04. 


[Succeeded,  1905,  by  Alfred  Owre,  D.D.S.] 


Dental  Department  of  Milwaukee  Med- 
ical College,  Milwaukee,  Wis. 

This  school  was  organized  September 
26,   1894.     The  founders  of   the  school 
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were  \V.  H.  Neilsoii,  M.D.,  president; 
W.  H.  Earles,  B.8.,  M.D.,  treasurer; 
B.  G.  Maercklein,  D.D.S.,  M.D.,  dean 
and  vice-president,  and  W.  B.  Hill,  ]\I.D., 
secretary. 

The  following  branches  were  taught : 
anatomy,  physiology,  chemistry,  oral  sur- 
gery, dental  pathology  and  comparative 
dental  anatomy,  operative  technics,  bac- 
teriology, operative  dentistry,  prosthetic 
dentistry,  orthodontia,  infirmary  practice, 
dental  hygiene  and  jurisprudence,  histol- 
ogy, materia  medica,  metallurgy,  oral  de- 
formities, dental  anatomy. 


Dental  Department  of  the  College  of 

Physicians  and  Surgeons  of 

San  Francisco. 

The  Dental  Department  of  the  College 
of  Physicians  and  Surgeons  of  San 
Francisco  was  incorporated  June  18, 
1896.  It  was  framed  in  connection  with 
the  medical  dejDartment,  and  the  original 
Board  of  Trustees  was  composed  of  S.  M. 
Mouser,  M.D. ;  J.  E.  Laine,  M.D. ;  Sam- 
uel 0.  L.  Potter,  M.D. ;  Winslow  Ander- 
son, M.D.;  W.  F.  Southard,  M.D.; 
Thomas  Morffew,  D.D.S.,  and  Charles 
Boxton,  D.D.S. 

A  faculty  was  organized  consisting  of 
Chas.  Boxton,  D.D.S.,  professor  of  pros- 
thetic dentistry  and  metallurgy;  J.  E. 
Laine,  M.D.,  professor  of  principles  and 
practice  of  surgery  and  clinical  surgery; 
Winslow  Anderson,  M.D.,  acting  profes- 
sor of  chemistry;  Silas  M.  Mouser,  M.D., 
professor  of  pathology  and  bacteriology ; 
Elmer  E.  Kelly,  M.D.,  professor  of  anat- 
omy; William  S.  Whitwell,  M.D.,  profes- 
sor of  materia  medica,  pharmacology,  and 
therapeutics;    Frank    Donaldson,    M.D., 


pi'oi'essor  oi'  physiology  and  histology,  and 
Thomas  Morft'ew,  D.D.S.,  professor  of 
operative  dentistry. 

Instruction  began  January  1,  1897, 
and  the  first  class  was  graduated  in  July 
of  that  year. 

The  Dental  Department  succeeded 
from  the  beginning.  Students  came  in 
lai'go  numbers  from  all  portions  of  the 
Pacific  Coast,  and  the  school  boasted  that 
in  the  first  year  of  its  existence  it  had  the 
lai-gest  classes  of  any  dental  school  ever 
organized  west  of  Chicago.  They  estab- 
lished a  high  standard  and  the  instruc- 
tion was  efficient  and  practical.  These 
things  were  appreciated  by  the  dental 
profession  of  the  Pacific  Coast  and  as  a 
result  the  college  received  the  support  of 
a  large  portion  of  the  dental  practition- 
ers. 

Soon  after  its  organization  the  college 
made  application  for  membership  in  the 
jS^ational  Association  of  Dental  Faculties. 
The  usual  routine  of  examination  and  in- 
vestigation was  gone  through  with,  and 
the  college  became  a  full-fledged  mem- 
ber of  this  select  organization  in  the  sum- 
mer of  1898. 

Its  curriculum  of  study  covers  the  en- 
tire field  embraced  by  dental  schools  gen- 
erallv  in  America. 


University  of  Southern  California  Col- 
lege of  Dentistry,  Los  Angeles, 
California. 

The  history  is  similar  to  that  of  many 
young  institutions  that  have  grown  from 
small  beginnings.  It  was  organized  1897 
under  the  auspices  of  the  College  of  Med- 
icine of  tlie  IJuiversitv  of  Southern  Cali- 
fornia.    For  one  year  the  dean  of  the 
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medical  college,  H.  G.  Brainerd,  was  also 
dean  of  the  dental  school. 

Then  the  latter  assumed  a  more  in- 
dependent position  with  a  dean  of  its 
own.  Edgar  Palmer  was  dean  three 
years.  He  was  succeeded  in  1901  by  the 
present  incumbent,  Garrett  Xewkirk.* 

It  ma}''  be  said  from  the  start  the 
growth  of  the  school  has  been  steady, 
both  in  the  number  of  students  and  meas- 
ure of  influence.  Thus  far  each  year  has 
seen  a  gain  in  attendance  of  about  twenty 
per  cent.,  so  that  for  the  year  1903-04 
the  enrollment  is  seventy.  The  freshman 
class  is  as  large  with  the  prospective  four- 
year  course  as  for  the  year  previous — an 
exceptional  fact  in  the  history  of  the 
four-year  movement. 

The  College  of  Medicine,  located  near 
the  dental  school,  has  excellent  facilities 
for  teaching  anatomy,  chemistry,  general 
pathology,  histologj^,  and  bacteriology, 
and  it  is  there  that  the  dental  students 
receive  instruction  in  these  branches. 

A  list  of  those  who  have  assisted  in 
building  uj)  the  school  includes  the  fol- 
lowing : 

Medical — H.  G.  Brainerd,  George  L. 
Cole,  George  W.  Lasher,  Stanley  P. 
Black,  Claire  W.  Murphy,  L.  J.  Stabler, 
E.  L.  Leonard,  E.  M.  Pallette,  T.  C. 
Myers,  and  John  L.  Kirkpatrick. 

Dental— L.  E.  Ford,  J.  D.  Moody,  M. 
Evangeline  Jordan,  W.  C.  Smith,  H. 
Gale  Atwater,  J.  A.  Cronkhite,  F.  M. 
Parker,  E.  Allin,  C.  A.  Kitchen,  Wm. 
Bebb,  R.  H.  Shoemaker,  E.  L.  Townsend, 
B.  W.  Harper,  IJ.  D.  Eeed,  and  E.  C. 
Baily,  attorney.  Also  the  president  of 
the  University  of  Southern  California, 
George  F.  Bovard,  D.D. 


^[Succeeded,  1905, by  Lewis  E.  Ford,  D.D.S.] 


The  lUtnois  School  of  Dentistry, 
Chicago. 

The  Illinois  School  of  Dentistry,  Chi- 
cago, was  organized  in  1899.  The  first 
faculty  consisted  of  Frank  iST.  Brown, 
D.D.S.,  dean,  prosthesis  and  technics; 
David  M.  Cattell,  D.D.S.,  professor  of 
operative  dentistry  and  operative  tech- 
nics; Geo.  T.  Carpenter,  M.D.,  D.D.S., 
professor  of  oral  surgery;  Elgin  Ma- 
Whinney,  D.D.S.,  professor  of  materia 
medica  and  therapeutics;  Geo.  W.  Cook, 
D.D.S.,  professor  of  pathology  and  bac- 
teriology; B.  J.  Cigrand,  B.S.,  D.D.S., 
professor  of  dental  history  and  special 
prosthesis;  J.  A.  McKinley,  M.D.,  pro- 
fessor of  anatomy;  Charles  J.  Drueck, 
M.D.,  professor  of  physiology  and  histol- 
ogy; George  E.  Rollins,  M.D.,  professor 
of  chemistry  and  anesthesia;  Edson  B. 
Jacobs,  D.D.S.,  professor  of  orthodontia; 
Elmer  DeWitt  Brothers,  B.S.,  LL.B., 
professor  of  dental  jurisprudence;  U.  C. 
Windell,  M.D.,  adjunct  professor  of  anat- 
omy and  demonstrator  on  the  cadaver; 
G.  Walter  Dibtmar,  D.D.S.,  adjunct  pro- 
fessor of  operative  technics  and  superin- 
tendent of  infirmary. 

Lecturers — E.  H.  Jenning,  M.D.,  spe- 
cial lecturer  on  hygiene;  Oscar  Dodd, 
M.D.,  special  lecturer  on  the  care  of  the 
eyes. 

In  1901  this  institution  became  the 
dental  department  of  the  State  Univer- 
sity, working  under  the  title  of  the 
College  of  Dentistry  of  the  University  of 
Illinois,  with  the  following  officers  and 
faculty : 

Officers  of  Faculty — -Andrew  Sloan 
Draper,  LL.D.,  president;  Oscar  A. 
King,  M.D.,  chairman  committee  of  or- 
ganization; Adelbert  Henry  Peck,  M.D., 
D.D.S.,    dean;   Bernard   John    Cigrand, 
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B.S.,  D.D.S.,  secretary;  Daniel  Atkinson 
King  Steele,  M.D.,  actuary. 

Faculty — Adelbert  Henry  Peck,  M.D., 
D.D.>S.,  professor  of  materia  medica, 
special  pathology,  and  therapeutics; 
David  Mahlon  Cattell,  D.D.S.,  professor 
of  operative  dentistry  and  operative  tech- 
nics; Bernard  John  Cigrand,  M.S., 
D.D.S.,  professor  of  prosthetic  dentistry, 
technics,  and  history;  George  Washing- 
ton Cook,  D.D.S.,  professor  of  bacteriol- 
ogy and  general  pathology;  Daniel  At- 
kinson King  Steele,  M.D.,  professor  of 
oral  surgery;  James  Nelson  McDowell, 
D.D.'S.,  professor  of  orthodontia;  Wil- 
liam Thomas  Eckley,  M.D.,  professor  of 
anatomy;  Jacob  F.  Burkholder,  M-D., 
professor  of  physiology;  Fred.  Carl 
Zapffe,  M.D.,  professor  of  dental  histol- 
ogy; J.  Alfonzo  Wesener,  Ph.C,  M.D., 
professor  of  chemisitry;  Seth  Eugene 
Meek,  M.S.,  Ph.D.,  professor  of  com- 
parative anatomy;  Oscar  A.  King,  M.D., 
professor  of  neurology;  Elmer  DeWitt 
Brothers,  B.S.,  LL.B.,  professor  of  dental 
jurisprudence;  Joseph  Mclntyre  Patton, 
M.D.,  professor  of  general  anesthesia 
and  physical  diagnosis;  George  Walter 
Dittmar,  D.D.S.,  associate  professor  of 
operative  technics  and  superintendent  of 
infirmary;  Charles  Orville  Bechtol,  M.D., 
adjunct  professor  of  chemistry. 

The  session  of  1903-04,  Dr.  Peck  re- 
tired as  dean  and  Dr.  Cigrand  assumed 
his  duties.  Dr.  Cattell  also  retired  from 
the  faculty  and  Donald  MacKay  Gallic, 
D.D.S.,  was  elected  professor  of  operative 
dentistry  and  operative  technic  in  his 
stead.  John  P.  Buckley,  Ph.G.,  D.D.S., 
was  elected  professor  of  materia  medica 
and  therapeutics;  George  Thomas  Car- 
penter, M.D.,  D.D.S.,  professor  of  oral 
surgery;  Frank  Ewing  Eoach,  D.D.S., 
professor  of  porcelain  work;  T.  Elhanan 


Powell,  D.D.S.,  professor  of  comparative 
anatomy;  Levitt  E.  Custer,  D.D.S.,  pro- 
fessor of  radiography;  Charles  Erwin 
Jones,  B.S.,  D.D.S.,  associate  professor 
of  prosthetic  technic;  James  C.  Bishop, 
M.S.,  professor  of  chemistry;  Clayton  M. 
McCauley,  B.S.,  D.D.S.,  adjunct  profes- 
sor of  operative  technic;  Ashley  Hewitt, 
D.D.S.,  professor  of  electricity;  Corinne 
B.  Eckley,  associate  professor  of  general 
and  regional  anatomy. 


The  Barnes  Dental  College, 

DENTAL     DEPARTMENT     OF    THE     BARNES 
UNIVERSITY,  ST.  LOUIS. 

This  college  was  organized  August  25, 
1903,  with  the  following  officers  and  fac- 
ulty: 

Burton  Lee  Thorpe,  D.D.S.,  dean,  pro- 
fessor of  operative  dentistry  and  dental 
history;  D.  0.  M.  LeCron,  D.D.S.,  vice- 
dean,  professor  of  crown  and  bridge  work 
and  porcelain  dental  art;  Samuel  Taylor 
Bassett,  D.D.S.,  secretary,  professor  of 
prosthetic  dentistry  and  metallurgy; 
Eichard  Summa,  D.D.S.,  professor  of  or- 
thodontia and  fractures  of  the  maxillae; 
Russell  H.  Mace,  D.D.S.,  professor  of 
oral  hygiene  and  prophylaxis;  George 
Haritt  Owen,  B.D.S.,  D.M.D.,  profes- 
sor of  clinical  operative  dentistry  and 
dental  surgery;  George  Henry  Gibson, 
D.D.S.,  professor  of  dental  pathology 
and  embryology;  Clarence  Oliver  Simp- 
son, D.D.S.,  professor  of  dental  anatomy, 
histology,  and  operative  technics;  Wm. 
F.  A.  Schultz,  LL.B.,  M.D.,  D.M.D.,  pro- 
fessor of  oral  surgery;  Willis  Bertram 
Arthur,  M.D.,  D.D.S.,  professor  of  pros- 
thetic technics;  Charles  H.  Hughes, M.D., 
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and  Marc  Eay  Hughes,  M.D.,  professors 
of  neurological  dentistry;  Pinckney 
French,  M.D.,  professor  of  principles  and 
practice  of  surgery;  C.  M.  Riley,  M.D., 
professor  of  cheiiiistr}^  toxicology,  and 
director  of  laboratories ;  Z.  L.  Dickerson, 
M.D.,  professor  of  therapeutics,  materia 
medica,  and  director  of  therapeutic  labor- 
atory; Jas.  A.  Close,  M.B.,  L.R.C.S., 
Edin. ;  professor  of  general  pathology, 
clinical  microscopy,  and  director  of  path- 
ological laboratory;  A.  R.  Kieffer,  M.D., 
professor  of  anatomy ;  R.  C.  Blackmer, 
CM.,  M.D.,  professor  of  dental  juris- 
prudence; J.  J.  Johnson,  B.S.,  M.D.,  pro- 
fessor of  physiology,  chemistry,  and  di- 
rector of  physiologic  laboratory;  M. 
Dwight  Jennings,  M.D..  professor  of 
bacteriology   and    director   of   bacterical 


laboratory;  L.  C.  Stocking,  M.D.,  profes- 
sor of  physical  diagnosis;  Olney  A.  Am- 
brose, A.M.,  M.D.,  Ph.C,  professor  of 
histology,  analytical  chemistry  and  anes- 
theria;  M.  E.  Bradley,  M.D.,  professor 
of  histology  and  director  of  histological 
laboratory;  Harold  C.  Herrick,  Ph.B., 
professor  of  phj^sics. 

Kineteen  students  were  enrolled  the 
first  session;  at  the  close  of  the  session 
May  4,  1904,  one  student  who  had  at- 
tended two  full  courses  at  another  college 
was  graduated. 


After  the  reading  of  the  foregoing 
report  of  the  Historical  Committee,  the 
session  adjourned,  at  5.30  p.m.,  until 
3  P.M.  Friday. 
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SECTION    IX— Continued. 


FIFTH   DAY— Friday,  September  2d. 


The  meeting  was  called  to  order  by 
the  chairman  at  3  p.m. 

Dr.  Jose  J.  Eojo,  City  of  Mexico, 
Mexico,  read  his  paper,  "Historical  An- 


notations and  the  Present  Condition  of 
Dental  Education  in  the  Capital  of  tlit- 
Republic  of  Mexico." 
The  ])ai)er  liere  follows: 


Historical  Annotations  and  the  Present  Condition  of  Dental 
Education  in  the  Capital  of  the  Republic  of  Mexico. 


By  Dr.  JOSE  J.  ROJO,  City  of  Mexico. 


I  MUST  begin  by  making  public  my 
profound  obligation  to  the  members  of 
the  Committee  of  Organization  of  this 
illustrious  Fourth  International  Dental 
Congress,  for  the  esteemed  honor  they 
have  conferred  on  me  and  the  great 
satisfaction  they  have  afforded  me  by 
appointing  me  a  member  of  the  Section 
on  Education,  JSTomenclature,  Literature, 
and  History. 

When  I  consider  that  the  gentlemen 
on  whom  the  progress  of  the  profession 
is  most  directly  dependent  will  be  gath- 
ered in  this  section,  that  it  will  be  here 
that  educational  matters,  which  form  the 
basis  of  all  progress,  will  be  discussed, 
my  satisfaction  is  still  further  enhanced 
by  the  hope  of  seeing  the  problems  solved 
which  at  present  occupy  the  mind  of  the 
educator,  thus  supplying  him  with  addi- 
tional knowledge  for  the  more  efficient 


discharge  of  the  duties  of  his  difficult 
post. 

The  firm  belief  that  on  returning  to 
my  country  I  shall  find  my  ideas  on 
dental  education,  history,  and  literature 
vastly  improved,  impels  me  to  repeat  my 
thanks  to  the  respected  organizers  of  the 
Fourth  International  Dental  Congress, 
and  to  my  esteemed  friends  who  fur- 
nished me  with  the  means  of  increasing 
my  limited  knowledge. 

At  the  meeting  of  the  Faculty  of  the 
Mexican  Dental  School,  held  in  June 
1904,  it  was  resolved  to  confer  upon  me 
the  honorable  commission  of  represent- 
ing the  professors  of  my  country  at  this 
congress,  and  I  bear  you  a  sincere  and 
hearty  greeting  from  each  and  every  one 
of  the  professors  of  dentistry  in  the 
neighboring  republic. 

The  work  I  am  bringing  you  is  one  of 
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great  effort,  but  little  fruit.  It  is  divided 
into  two  parts.  The  first  part  consists 
of  historical  annotations  on  dental  in- 
struction in  Mexico  before  and  after  the 
discovery  of  the  new  world,  and  the  sec- 
ond part  deals  with  the  present  condition 
of  dental  education  in  my  country. 

ANNOTATIONS  ON  DENTAL  INSTRUCTION 
AMONG  THE  TRIBES  THAT  POPULATED 
THE  WESTERN  CONTINENT  BEFORE  ITS 
DISCOVERT. 

Innumerable  were  the  cities  founded 
here,  and  varying  the  degrees  of  civil- 
ization reached  by  them  up  io  the  last 
days  of  their  prosperity.  However,  ar- 
chaeological discoveries  and  the  few  trust- 
worthy data  we  possess  enable  us  to  state 
that  they  all  practiced  the  arts  and  sci- 
ences in  some  form  or  other. 

A  great  many  of  the  data  given  in  this 
paper  have  been  taken  from  the  work  of 
the  eminent  Professor  Flores,  entitled 
"History  of  Medicine  in  Mexico,"  1881. 

Diseases  of  the  mouth  of  man,  no  mat- 
ter how  hardy  his  constitution,  exist  and 
have  always  existed  among  all  races,  per- 
haps from  their  very  beginning,  as  is 
proved  to  us  by  reading  history,  and  these 
diseases  vary  in  magnitude  according  to 
the  factors  involved. 

The  Aztec  race,  owing  to  its  iron-like 
constitution^  suffered  from  very  few  af- 
fections of  the  mouth,  but  notwithstand- 
ing this  fact  its  physicians  performed 
numerous  dental  operations. 

As  to  dental  instruction  among  the 
Aztecs,  the  law  of  induction  leads  us 
to  suppose  that  for  the  sake  of  con- 
venience, or  owing  to  their  lack  of  great 
legislators,  or  to  the  knowledge  they  pos- 
sessed of  the  natural  laws  of  heredity, 
professions  were  in  those  remote  ages 
transmitted  from  father  to  son. 

Ixtlilxochitl,   a   direct   descendant   of 


N'etzahualcoyotl,  in  his  historical  writ- 
ings says :  "The  wise  men  were  charged 
with  the  painting  of  all  the  sciences  they 
knew  and  the  teaching  by  heart  of  all  the 
songs  that  had  any  reference  to  their 
wars  and  histories." 

This  leads  us  to  infer  that  those  who 
were  ambitious  of  knowledge  in  those 
days,  and  had  no  means  of  acquiring  it  at 
home,  could  find  the  information  at  cer- 
tain centers. 

Nowadays  we  are  becoming  day  by  day 
more  forcibly  convinced  of  the  fact  that 
subdivision  of  labor  is  the  most  power- 
ful lever  of  all  progress,  but  the  prob- 
abilities are  that  in  those  days  the  physi- 
cians undertook  the  practice  of  medicine, 
surgery  inclusive  of  dental  surgery,  and 
perhaps  also  pharmacy.  Only  obstetrics 
constituted  a  separate  profession,  which 
was  intrusted  to  women  and  transmitted 
from  mother  to  daughter. 

Corresponding  to  the  gods  Apis, 
Apollo,  and  ^Esculapius,  the  deities  of 
medicine  of  the  old  world,  the  Mayas  also 
had  their  god  of  medicine,  Sitbolutim 
and  his  companion  the  goddess  Yxchel, 
and  the  Aztecs  their  goddess  Tzapotlate- 
nan,  which  proves  beyond  all  doubt  that 
they  cultivated  medicine. 

The  Aztecs  were  familiar  with  dental 
pathology  and  therapeutics,  for  they 
knew  the  properties  of  a  multitude  of 
herbs  and  prepared  them  in  different 
ways  for  the  treatment  of  their  ailments. 
Senor  Flores  cites  the  names  of  a  vast 
number  of  medicinal  plants*  in  his  works. 
It  is  certain  beyond  all  doubt  that  they 
treated  stomatitis,  bad  breath,  toothache, 
caries,  and  other  affections. 

With  regard  to  surgery,  there  is  a  fact 


*  Mecaxotitl,  quimchpatli,  chicomecatl,  ytz- 
cuinpatli,  fianquizpepetla,  flanchinchinoaxo- 
huitl,  yamancapatli,  flepatli,  flancacaoatl, 
and  many  others. 
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the  importance  of  which  can  never  be 
adequately  ex-pressed  to  the  dentist  who 
is  at  all  interested  in  the  history  of  his 
profession ;  that  fact  is  the  following : 

Professor  Batres  has  in  the  course 
of  his  archaeological  explorations  en- 
countered very  many  .specimens  of  hu- 
man teeth  which  reveal  the  degree  of  cul- 
ture in  dental  surgery  attained  by  some 


The  first  specimen  is  an  upper  left  in- 
cisor with  an  incision  in  the  form  of  a 
right  angle  at  the  approximal  and  distal 
angles  of  the  tooth,  thus  forming  a  sur- 
face which  is  the  exact  reverse  of  that  of 
nature,  there  being  two  right-angled  in- 
cisions extending  throughout  the  entire 
thickness  of  the  tooth  instead  of  a  round 
and  more  or  less  acute  edge.     These  in- 


Plate  I. 


Fig.  1.  Front  view  of  incisor  of  Zapoteca  Indian,  showing  inlay  of  iron 
pyrite  and  mutilated  angles.    A,  Inlay,     b,  b,  Mutilated  angles. 

Figs.  2  and  3.  Upper  central  and  lateral  incisors  of  Maya  Indian,  showing 
inlays  of  jade,     a,  Inlay,    b,  b.  Mutilated  angles. 

Fig.  4.  Vertical  section  of  Fig.  1,  showing  inlay  on  a  level  with  the  labial 
surface  of  the  tooth,    a,  Inlay. 

Fig.  5.  Vertical  section  of  tooth  shown  in  Fig.  2.  a,  Inlay,  b,  Portion 
of  inlay  projecting  beyond  the  margin  of  the  cavity. 


of  the  Aztec  tribes.  These  specimens 
form  a  collection  of  upper  human  incisors 
which  Professor  Batres  classifies  accord- 
ing to  the  place  of  their  discovery,  as 
follows :  Zapotecas,  teeth  with  inlays  of 
iron  pyrites;  Mayas,  inlays  of  jade; 
Taracos,  with  a  groove  in  the  center  of 
the  cutting  edge;  Totonacos,  with  two 
grooves  in  the  cutting  edge.  Professor 
Batres  states  that  he  also  found  an  ex- 
ample of  interstitial  metallic  filling  be- 
tween the  molars  of  one  of  these  crania. 


cisions  are  not  only  symmetrical  but 
also  present  a  perfectly  polished  surface. 

In  the  center  of  the  labial  face  of  the 
tooth  there  is  an  inlay  of  iron  pyrite 
three  millimeters  in  diameter,  symmetri- 
cally placed,  perfectly  circular,  and  mar- 
velously  well  fitted;  the  edges  of  the  in- 
lay are  in  perfect  adaptation  to  those  of 
the  cavity  and  no  adhesive  substance  can 
be  detected. 

It  is  wonderful  that  after  such  an  im- 
mense lapse  of  time  the  tooth  and  inlay 
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Figs.  6,  7,  8.  Front  view  of  central  and  lateral  incisors  of  a  Trasco  Indian, 
showing  a  groove  in  the  cutting  edge.  A,  Contour  of  the  groove,  b,  Greatest 
depth  of  groove. 

Figs.  9  and  10.  Lateral  view  of  teeth  shown  in  Figs.  6  and  7.  a,  a, 
Dotted  line  indicating  the  contour  of  the  bottom  of  the  groove. 

Fig.  11.  Vertical  section  of  tooth  shown  in  Fig.  8.  A,  A,  Contour  of 
groove. 


Plate  III. 


Figs.  12  and  13.  Labial  surfaces  of  central  and  lateral  incisors  of 
Totonaco  Indian,  with  double  grooves  in  the  cutting  edge.  A,  Contour  of 
grooves.     B,  Greatest  depth. 

Fig.  14.  Vertical  section  of  tooth  shown  in  Fig.  12.  A,  A,  Line  showing 
contour  of  grooves. 

Fig.  15.  Lateral  view  of  tooth  shown  in  Fig.  13.  A,  A,  Line  showing 
contour  of  grooves. 
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still  hold  together,  owing  to  either  the 
perfect  adjustment  or  to  the  presence  of 
some  intervening  substance. 

The  inlay  is  of  a  dark  brown  color,  re- 
sembling that  of  iron  oxid  (perhaps  this 
color  is  the  result  of  age)  ;  the  body  of 
the  tooth  is  of  a  normal  color,  from  which 
we  are  led  to  suppose  that  the  substance 
of  the  inlay  is  of  such  a  nature  as  to 
render  it  proof  against  the  action  of  the 
saliva.  The  state  of  the  root  shows  us 
that  the  pulp  of  the  tooth  preserved  itself 
in  a  sound  condition,  notwithstanding 
the  operation.      (See  Plate  I,  Figs.  1  and 

4.) 

The  second  specimen  is  a  central  upper 
incisor,  the  two  angles  of  which  have  been 
cut;  this  example  like  the  previous  one 
has  an  incision  of  about  a  millimeter  and 
a  half  on  each  of  its  angles,  the  surface  is 
perfectly  smooth,  and  the  vertex  of  the 
angle  points  toward  the  neck  of  the 
tooth. 

The  difference  observed  on  comparing 
this  specimen  with  the  previous  one  is 
that  the  substance  used  for  the  inlay  is 
jade,  which  the  ancients  used  so  much 
for  making  beads,  amulets,  and  other 
ornaments.      (See  Plate  I,  Figs.  2,  3,  5.) 

Some  of  the  inlays  are  flush  with  the 
surface  of  the  enamel,  while  others  pro- 
trude about  a  millimeter  above  its  level; 
in  all  the  specimens  the  inlay  has  a  per- 
fectly polished  surface. 

The  third  and  fourth  specimens  are 
central  and  lateral  upper  incisors  with  per- 
fectly symmetrical  incisions  or  grooves; 
the  third  specimen  has  one  groove  in  the 
center  of  the  cutting  edge,  and  the  fourth 
has  two.  The  bed  of  these  grooves  is 
semilunar  in  form,  and  their  surface  is 
perfectly  smooth.  Their  approximate  di- 
mensions are — A  millimeter  and  a  half 
in  width;  a  millimeter  and  a  half  in 
depth;   one   and  a  half   or   two  and  a 


half  millimeters  in  length.  The  place 
they  occupy  is  the  cutting  edge  of  the 
tooth;  they  begin  at  the  lingual  face  of 
the  enamel,  deepen  as  they  approach  the 
labial  face  of  the  enamel,  and  are  con- 
tinued on  the  labial  face  of  the  tooth  to  a 
length  of  from  one  to  two  millimeters. 
(See  Plates  II,  III.) 
A  coating  of  a  vivid  red  color,  like 

Plate  IV. 


Fig.  16.  View  of  upper  canine  of  the 
same  source  of  that  of  teeth  with  inlays 
of  iron  pyrite.  A,  Cavity  from  which 
inlay  came  out. 

Fig.  17.  View  of  a  small  lower  grinding 
tooth  ( from  same  skull  as  canine  shown  in 
Fig.  16),  showing  the  difference  between 
its  healthy  root  and  the  diseased  one  of 
the  canine. 


cinnabar,  is  observed  on  the  surface  of 
the  majority  of  these  teeth. 

I  shall  make  one  of  the  inlaid  speci- 
mens the  subject  of  a  few  essential  ob- 
servations. It  is  a  canine  tooth  from  the 
same  source  as  those  already  described. 
It  also  had  an  inlay,  which  has  fallen 
out;  it  has  no  incisions  on  its  cutting 
edge.  The  cavity,  which  is  circular  and 
perfectly  cut,  occupies  over  half  the 
crown  of  the  tooth ;  its  exterior  diameter 
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is  exactly  five  millimeters,  that  of  its  in- 
terior is  slightly  greater,  and  it  has  a  gen- 
eral depth  of  about  a  millimeter  and  a 
half. 

The  cusp  is  worn  away  by  natural  use, 
this  wear  extending  to  the  lower  border 
of  the  cavity  made  for  the  inlay.  The 
root  of  this  tooth  is  porous,  its  vertex 
truncated,  and  its  surface  rough.  A 
comparison  of  this  tooth  with  the  sound 
and  compact  root  of  another  tooth  from 
the  same  cranium  indicates  that  its  root 
was  affected  by  some  morbid  process, 
perhaps  caused  by  the  falling  out  of  the 
inlay  and  the  death  of  the  pulp.  (See 
Plate  IV.) 

The  natural  wearing  away  of  the  cusp 
and  the  loss  of  the  inlay  clearly  demon- 
strate that  the  operation  was  performed 
during  the  man's  life,  between  the  ages 
of  twenty-five  and  thirty,  and  the  state 
of  the  root  also  warrants  the  supposi- 
tion that  the  death,  decay,  etc.,  of  the 
pulp  set  in  some  time  after  the  inlay  fell 
out. 

The  fact  that  these  remains  w^ere  found 
in  earthen  vessels,  that  the  crania  and 
other  bones  contained  in  the  latter  are 
painted  red,  and  the  places  in  which  they 
were  found,  seem  to  demonstrate  that  it 
was  an  infrequent  operation,  perhaps  only 
performed  on  rulers  or  priests,  or  that  it 
was  a  religious  emblem.  It  may  also  be 
taken  for  granted  that  it  was  an  opera- 
tion only  performed  in  the  last  years  of 
the  zenith  of  progress  and  prosperity  of 
these  races,  as  the  specimens  encountered 
are  not  numerous. 

We  can  assert  after  a  close  study  of 
these  specimens  that  some  of  the  aborigi- 
nal races  of  this  continent  practiced 
operations  of  a  most  delicate  nature  upon 
the  teeth,  attaining  a  very  high  degree  of 
perfection  in  their  execution,  which  shows 
that  they  were  acquainted  with  the  ana- 


tomical structure  of  the  teeth,  and  pos- 
sessed instruments  and  the  other  neces- 
sary means  for  making  these  inlays, 
which  are  a  wonderful  surprise  to  those 
who  see  them. 

Consequently,  we  can  affirm  that  the 
Aztecs  knew  and  practiced  pathology, 
therapeutics,  and  something  like  dental 
surgery. 

DENTISTRY  AFTER  THE   CONQUEST. 

Shortly  after  the  conquest  the  corpora- 
tion of  the  city  of  Mexico,  on  January  13, 
1533,  agreed  upon  the  following  resolu- 
tion: "This  day  the  said  gentlemen  act- 
ing on  the  petition  of  Francisco  de  Soto, 
barber  and  surgeon,  ordered  that  as  long 
as  it  were  the  pleasure  of  the  said  council 
the  salary  of  fifty  dollars  in  gold  a  year 
ba  assigned  to  him,  and  paid  to  him 
in  three  instalments,  in  consideration 
whereof  the  said  Soto  shall  reside  in  this 
city  and  here  practice  his  trades."  Ac- 
cording to  Dr.  Flores  this  was  the 
first  decree  regarding  medical  studies  in 
Mexico  ever  issued  by  the  authorities. 

Following  the  example  of  the  Eoman 
College  of  Physicians  (a  licensing  and 
examining  board),  the  city  council  on 
January  11,  1527,  decreed  the  formation 
of  a  Mexican  College  of  Physicians,  of  an 
official  character,  its  object  being  the 
supervision  of  examinations  and  of  the 
practice  of  the  medical  sciences;  it  also 
kept  a  close  lookout  for  quacks,  punish- 
ing all  those  who  attempted  to  practice  a 
profession  without  possessing  the  neces- 
sary qualifications. 

Between  the  years  1551  and  1553  of 
the  viceroyalty  the  Spanish  government 
issued  a  decree  ordering  the  foundation 
of  a  university  in  Mexico.  During  the 
early  years  of  its  existence  this  institu- 
tion devoted  all  its  efforts  and  resources 
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to  the  teaching  of  theology,  and  it  was 
not  until  the  year  1580  that  the  first 
professorship  of  medicine  was  founded. 
However,  a  long  period  elapsed  before 
medicine  was  properly  taught;  a  perusal 
of  historical  data  tells  us  that  it  was  only 
in  1816,  or  six  years  after  the  declara- 
tion of  independence,  that  there  were 
four  professorships  of  medicine,  and  it  is 
only  after  that  date  that  medicine  can  be 
said  to  have  had  a  special  course  devoted 
to  it. 

The  first  text-books  used  in  this  uni- 
versity were  based  on  the  doctrines  of 
Hippocrates,  Galen,  and  Giiido,  from 
which  it  is  evident  that  the  mouth  was 
studied  in  the  classes  of  anatomy  and 
surgery,  although  but  little  attention  was 
given  to  that  organ. 

At  that  time  the  study  and  practice  of 
medicine  were  divided  among  the  follow- 
ing: physicians,  surgeons,  pharmacists, 
phlebotomists,  bone-setters,  and  mid- 
wives.  Physicians  and  surgeons  were 
obliged  to  study  and  graduate  at  the  uni- 
versity; the  others  were  required  to  pos- 
sess the  rudimentary  knowledge  necessary 
for  their  trade,  and  had  to  give  a  practi- 
cal demonstration  before  the  College  of 
Physicians  to  be  able  to  obtain  a  license 
or  diploma  authorizing  them  to  practice 
their  'trade. 

The  above  regulation,  with  very  slight 
modifications,  existed  during  a  great 
many  years.  In  1833  one  of  the  first 
presidents  of  the  republic  ordered  the 
university  to  be  closed. 

The  closing  of  the  university  that  had 
existed  so  many  years  must  have  caused 
great  agitation  at  the  time,  but  the  presi- 
dent. Doctor  Gomez  Fariaz,  thoroughly 
convinced  of  the  wisdom  of  his  orders, 
shortly  afterward — that  very  same  year, 
in  fact — ordered  an  Institution  of  Medi- 
cal Sciences  to  be  founded.     This  was 


without  question   the   beginning   of   the 
era  of  progress  of  medicine  in  Mexico. 

After  the  foundation  of  the  new  school 
the  study  of  medicine  and  general  sur- 
gery made  remarkable  progress  in 
Mexico  notwithstanding  the  fact  that 
the  constantly  recurring  dissensions  and 
revolutions  of  that  epoch  obliged  the 
school  to  close  its  doors  for  some  time  on 
different  occasions. 

The  professions  of  pharmacy,  obstet- 
rics, and  phlebotomy  did  not  receive  any 
great  benefit  during  that  early  period, 
and  continued  subject  to  the  regulations 
of  the  epoch  of  the  university,  with  very 
slight  modifications. 

In  1870  the  study  of  pharmacy  and 
obstetrics  received  the  attention  of  our 
legislators,  and  new  chairs  for  the  teach- 
ing of  these  two  professions  were  founded 
at  the  School  of  Medicine. 

The  studies  of  the  phlebotomists  and 
dentists,  formerly  called  barber-surgeons, 
were  but  slightly  changed  during  that 
period. 

In  the  course  of  the  years  1841  to  1866 
the  profession  of  phlebotomy  became 
gradually  substituted  by  that  of  dental 
surgery ;  the  records  of  that  period  show 
that  there  were  examinations  for  both 
those  professions,  but  after  1866  there 
were  no  more  candidates  for  the  examin- 
ations in  phlebotomy,  while  the  appli- 
cants for  dentistry  increased  consider- 
ably. 

The  instruction  in  dentistry  continued 
to  improve  during  the  last  stages  of  this 
period,  for  although  there  were  no  spe- 
cial courses  for  the  study  of  that  profes- 
sion, the  candidates  could  acquire  the 
necessary  knowledge,  as  a  group  of  physi- 
cians (nearly  all  being  professors  of  the 
School  of  Medicine)  gave  private  classes 
of  descriptive  anatomy,  dissection,  his- 
tology,   bacteriology,    therapeutics,    and 
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dental  surgery;  besides  this,  the  candi- 
dates had  to  present  to  the  secretary  of 
the  school,  together  with  their  applica- 
tion for  an  examination,  a  certificate 
sworn  before  a  notary  testifying  that  they 
had  practiced  all  the  surgical  and  pros- 
thetic operations  in  the  surgery  of  a  qual- 
ified dentist.  If  this  application  was  ad- 
mitted the  candidate  was  examined  in 
order  to  test  his  proficiency,  and  in  the 
event  of  his  being  successful  the  depart- 
ment of  public  instruction  gave  him  a 
diploma.  The  last  diploma  of  a  dentist 
and  surgeon  obtained  by  this  procedure 
was  issued  in  1900. 

The  latest  stage  in  the  evolution  of  the 
dental  profession  in  Mexico  began  in 
1896.  At  about  that  time  several  cor- 
porations and  some  private  persons  ap- 
proached the  president  of  the  republic 
and  the  minister  of  justice  and  public 
instruction  with  petitions  asking  for  the 
establishment  of  a  special  school  for  the 
teaching  of  dentistry.  Three  different 
schemes  were  proposed:  The  establish- 
ment of  a  private  institution  which  the 
government  would  aid  pecuniarily  and 
invest  with  an  official  standing;  the  next 
proposed  that  the  government  should 
found  a  national  dental  school  entirely 
independent  of  the  National  School  of 
Medicine;  the  third  and  last  was  that  a 
school  of  dentistry  should  be  established 
as  an  annex  of  the  National  School  of 
Medicine. 

The  government,  realizing  the  neces- 
sity of  the  proposed  institution,  ap- 
pointed a  commission,  formed  by  the 
eminent  doctors  of  medicine  Don  Man- 
uel Carmona  y  Valle,  Don  Rafael  La- 
vista,  and  Eduardo  Liceaga,  to  reform 
the  plan  of  studies  of  the  School  of  Medi- 
cine, and  at  the  same  time  consider  the 
best  manner  of  regulating  the  study  of 
dental  surgery. 


The  consideration  of  such  a  complex 
matter  naturally  required  some  time,  but 
in  the  end  the  decision  proved  favorable 
to  the  dental  profession. 

During  this  period  there  was  consider- 
able activity  among  the  dentists.  In 
1896  the  well-known  engineer,  Don  Se- 
bastian Camacho,  aided  the  efforts  of  a 
group  of  dentists  by  furnishing  the  neces- 
sary funds  for  the  establishment  of  a  pri- 
vate school  of  dentistry.  The  school  was 
not  properly  organized  and  was  closed 
after  an  ephemeral  existence  of  four  or 
five  months. 

About  two  years  later  Dr.  Soriano, 
a  dentist,  established  a  private  dental 
college;  but  it  did  not  flourish,  and 
shared  the  same  fate  as  the  other. 

EFFORTS  OF  THE  MEXICAN  DENTAL 
SOCIETY, 

In  the  very  first  year  of  its  foundation 
one  of  its  memhers,  Juan  Falero,  was 
the  first  to  advance  the  idea  of  forming 
a  dental  school,  during  the  session  of 
August  3,  1898.  On  September  7,  1898, 
Drs.  Carmona  and  Engberg  made  a  mo- 
tion that  a  petition  be  addressed  to  the 
president  of  the  republic,  protesting 
against  the  existing  regulations  affecting 
the  study  of  dental  surgery  and  the  ex- 
aminations. At  the  next  session  the  pro- 
posal was  discussed,  approved,  and  car- 
ried into  effect. 

On  November  25,  1898,  all  the  mem- 
bers being  in  attendance,  the  project  of 
founding  a  dental  dispensary  was  dis- 
cussed. The  idea  was  to  afford  students 
of  dentistry  opportunities  for  practice, 
and  at  the  same  time  to  provide  a  suit- 
able place  in  which  the  poor  could  be 
treated  and  the  society  also  hold  clinics 
and  sessions.  In  the  session  of  Decem- 
ber 7,  1898,  the  plan  of  founding  a  dis- 
pensary was  read,   discussed,   amended. 
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and  approved,  Dr.  Carmona  being  elected 
its  director  and  Dr.  Keguera  its  secre- 
tary and  treasurer. 

Session  held  December  5,  1900.  Dr. 
F.  Pastor,  one  of  its  members,  re- 
turned after  having  attended  the  Inter- 
national Dental  Congress  in  Paris  as  an 
official  delegate.  Dr.  Pastor  sent  a  re- 
port to  the  president  of  the  republic  on 
the  result  of  his  mission,  and  acting  on 
the  suggestion  of  the  Mexican  Dental 
Society,  particularly  that  of  Dr.  Ricardo 
Crombe,  explained  to  him  the  imperative 
necessity  of  a  dental  college  in  Mexico. 

Session  held  November  28,  1901.  The 
president  of  the  society  informed  the 
assembly  that  Dr.  Liceaga,  the  director  of 
the  National  School  of  Medicine,  had 
asked  the  society  to  appoint  a  commis- 
sion of  its  members  to  formulate  a  plan 
of  studies  and  regulations  for  the  pro- 
fession of  dental  surgery,  and  to  make 
out  a  list  of  the  equipment  required  for 
the  future  school.  Several  members  dis- 
cussed the  matter  at  this  session  without 
reaching  any  definite  decision,  where- 
upon the  chairman  called  for  another 
meeting,  and  requested  the  members  to 
give  the  matter  their  full  attention  and 
consideration,  so  that  this  most  commend- 
able project  might  be  decided  upon  at  the 
next  session. 

Session  held  December  11,  1901.  The 
president  of  the  society  announced  that 
he  had  already  delivered  to  Dr.  Liceaga 
the  proposed  plan  of  instruction  for  the 
profession  of  dental  surgery. 

Session  held  February  12,  1902.  It 
was  announced  to  the  assembly  that  Dr. 
Liceaga  had  informed  the  Mexican 
Dental  Society  that  the  plan  of  studies 
presented  by  them  had  been  officially 
adopted  and  incorporated  into  the  laws 
of  the  country  and  duly  promulgated  in 
the  official  gazette  {Diario  Oficial). 


September  24,  1902,  the  government 
commissioned  the  writer  of  this  paper  to 
visit  and  study  the  dental  colleges  of  the 
United  States  of  America.  He  was  most 
courteously  and  kindly  received  at  all 
the  great  institutions  he  visited,  and  on 
his  return  presented  a  detailed  report. 
This  report  was  officially  published  in 
the  Bulletin  of  Public  Instruction  of 
March  10,  1903. 

As  soon  as  the  secretary  of  justice  and 
public  instruction,  Lie.  Don  Justino  Fer- 
nandez, imderstood  the  necessity  of  es- 
tablishing a  school  of  dentistry,  he  took 
great  pains  to  accomplish  the  realization 
of  the  project.  Accordingly,  when  toward 
the  end  of  1901  Dr.  Liceaga  presented 
his  plan  of  studies  and  regulations  for 
the  National  School  of  Medicine,  he  or- 
dered the  study  of  dentistry  to  be  in- 
cluded in  it,  as  he  favored  the  idea  of 
making  the  proposed  school  a  branch  of 
the  School  of  Medicine.  On  January  11, 
1902,  the  president  of  the  republic,  in 
the  law  referring  to  the  course  of  study 
to  be  followed  in  the  ISTational  School  of 
Medicine,  and  acting  in  conjunction  with 
the  secretary  of  justice  and  public  in- 
struction, ordered  the  courses  for  the 
study  of  dentistry  to  be  included  in  the 
plan,  and  that  the  necessary  professor- 
ships be  established. 

After  this  the  rules  to  be  observed  in 
the  new  department  were  formulated,  the 
arrangement  and  equipment  of  the  prem- 
ises decided  upon,  and  the  professors 
appointed. 

As  an  honor  deservedly  due  to  them, 
I  shall  enumerate  the  founders  of  the 
dental  school  whose  advent  marks  the  be- 
ginning of  a  new  era  in  the  annals  of 
Mexican  dentistry :  The  president  of  the 
republic,  who  as  a  lover  of  all  that  tends 
to  progress  and  improvement,  cordially 
greets  and  esteems  all  that  redounds  to 
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the  benefit  of  the  nation.  The  secretary 
of  Justice  and  public  instruction,  Lie. 
Don  Justino  Fernandez,  who,  zealous  in 
the  discharge  of  his  high  mission  and 
recognizing  the  benefits  that  would  ac- 
crue from  the  founding  of  a  school  of 
dentistry,  facilitated  the  necessary  ap- 
propriations and  personally  inaugurated 
the  new  institution.  The  sub-secretary 
of  justice  and  public  instruction.  Lie. 
Don  Justo  Sierra,  who  realizing  the  im- 
portance of  the  new  school,  exerted  all 
his  efforts  in  behalf  of  its  foundation. 
Dr.  Don  Eduardo  Liceaga,  the  director 
of  the  National  School  of  Medicine,  who 
lent  his  vast  scientific  knowledge  toward 
the  creation  of  the  new  school. 

To  conclude  I  must  express  a  kind  re- 
membrance of  the  faithful  members  of 
the  Mexican  Dental  Society  who  wit- 
nessed the  realization  of  their  ideal. 

THE  SCHOOL  OP  DENTISTRY  ANNEXED 
TO  THE  NATIONAL  SCHOOL  OF  MEDI- 
CINE. 

This  institution,  called  the  "Consul- 
torio  Naeional  de  Enseiianza  Dental,^' 
and  inaugurated  April  16,  1904,  is  a 
branch  of  the  National  School  of  Medi- 
cine, and  with  it  forms  a  part  of  the  gen- 
eral scheme  of  professional  schools,  ow- 
ing to  which  fact  it  is  closely  related  to 
the  Superior  Board  of  Public  Education 
and  the  National  Preparatory  School. 

The  Superior  Board  of  Public  Educa- 
tion is  an  advisory  body  formed  of  the 
directors  of  all  the  higher  educational 
institutions. 

THE     NATIONAL     PREPARATORY     SCHOOL. 

As  can  be  readily  understood,  this  is  a 
preparatory  institution  for  the  profes- 
sional schools.  No  students  are  admitted 
unless  they  have  completed  their  primary 


or  elementary  education.  All  applicants 
for  admission  into  the  professional 
schools  must  present  a  certificate  testi- 
fying that  they  have  studied  and  passed 
an  examination  of  all  the  courses  of  the 
preparatory  school. 

The  curriculum  extends  over  a  period 
of  six  years  and  is  as  follows : 

First  year.  Elementary  algebra ;  plane 
and  solid  geometry;  first  course  of 
French ;  first  course  of  Spanish ;  first 
course  of  freehand  drawing;  gymnas- 
tics. 

Second  year.  Plane  trigonometry  and 
the  elements  of  spherical  trigonometry; 
analytical  geometry  and  the  elements  of 
infinitesimal  calculus;  second  course  of 
French;  second  course  of  Spanish;  sec- 
ond course  of  freehand  drawing;  gym- 
nastics. 

Third  year.  Elements  of  mechanics 
and  cosmography;  physics;  first  course 
of  English;  third  course  of  Spanish; 
Greek  roots;  third  course  of  freehand 
drawing;  gymnastics. 

Fourth  year.  Chemistry;  elements  of 
mineralogy  and  geology;  elements  of 
meteorology;  general  geography  and  cli- 
matology; second  course  of  English; 
fourth  course  of  Spanish;  fourth  course 
of  freehand  drawing;  gymnastics. 

Fifth  year.  Botany ;  elements  of  anat- 
omy and  physiology  of  the  human  body; 
American  and  national  geography;  uni- 
versal history;  third  course  of  English; 
general  literature ;  first  course  of  mechan- 
ical drawing;  fencing  and  target-prac- 
tice. 

Sixth  year.  Psychology;  logic;  soci- 
ology and  ethics ;  national  history ;  fourth 
course  of  English ;  Spanish  and  Mexican 
literature;  second  course  of  mechanical 
drawing,  and  the  elements  of  topographi- 
cal drawing;  fencing  and  target-prac- 
tice. 
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BUILDING    AND    EQUIPMENT    OF    THE 
SCHOOL  OF  DENTISTKY. 

The  building  is  divided  into  twelve 
compartments  conveniently  arranged : 
The  director's  and  secretary's  offices; 
a  well-furnished  reception  room;  a  hall 
for  surgical  operations  and  clinics  (14x 
8  meters)  with  six  windows  facing  the 
north,  provided  with  six  Wilkerson 
chairs,  dental  engines  with  their  respec- 
tive brackets  and  spittoons,  apparatus  for 
disinfecting,  a  complete  supply  of  in- 
struments for  the  professors,  electric 
power,  etc.;  a  room  (6x6  meters)  for 
operations  with  general  anesthesia,  with 
two  windows  facing  the  north,  equipped 
with  the  latest  pattern  S.  S.  White  Den- 
tal Mfg.  Co.'s  chair,  a  gasometer  for 
nitrous  oxid,  and  all  necessary  instru- 
ments and  apparatus  for  performing  sur- 
gical operations  on  the  mouth;  a  general 
storeroom,  well  stocked  with  materials, 
utensils,  etc. ;  cloak  and  toilet  rooms  for 
the  professors;  a  lecture  room  with 
accommodations  for  eighty  students;  a 
laboratory  for  gold  and  metal  work,  with 
the  necessary  tables  and  apparatus;  a 
laboratory  for  rubber  and  celluloid  work ; 
a  laboratory  for  fire  and  acid  work; 
cloakroom  and  toilet  room  for  the  stu- 
dents; museum  and  library. 

Methods  of  Instruction.  In  all  sub- 
jects oral,  objective,  and  experimental  or 
practical  methods  are  employed. 


SUBJECTS   STUDIED  BY  DENTAL  STUDENTS 
AT    THE    SCHOOL    OF    MEDICINE. 

First  year.  Descriptive  anatomy  and 
dissection,  three  classes  a  week ;  histology, 
especially  that  of  the  elements  of  the 
mouth,  three  classes  a  week. 

Second  year.  Topographical  anatomy, 
that    which    refers    to    dental    surgery; 


physiology,   three   classes  a   week;   mor- 
bose  processes,  three  classes  a  week. 

Third  year.  Bacteriology  and  micros- 
copy, three  classes  a  week. 

STn)li;.S     AT    'I'llK     NATIONAL     SlIlOOL     OF 
DENTISTKY. 

The  methods  of  instruction  are  essen- 
tially practical  and  are  divided  into  two 
parts.  The  oral  methods  consist  of  lec- 
tures amplified  by  the  use  of  text-books 
and  always  illustrated  by  the  objective 
system.  The  practical  methods  consist 
of  clinics  and  the  execution  of  all  the 
surgical  and  prosthetic  operations  under 
the  supervision  of  the  professors. 

First  year.  First  course  of  dental  sur- 
gery, with  daily  attendance  at  the  clinics 
from  8  to  10  a.m.^  and  three  lectures  a 
week.  First  course  of  prosthetic  dentis- 
try, daily  attendance  at  the  clinics  and 
laboratories  from  2.30  to  4.30  p.m.,  two 
oral  lessons  a  week;  dental  metallurgy, 
one  lesson  a  week. 

Second  year.  Dental  materia  medica, 
two  lessons  a  week;  second  course  of 
operative  dentistry,  daily  attendance  at 
the  clinics  from  8  to  10  a.m.,  and  three 
oral  lessons  a  week;  second  course  of 
prosthetic  dentistry,  daily  attendance  at 
the  laboratories  from  3.30  to  4.30  p.m., 
and  three  lectures  a  week. 

Third  year.  Dental  pathology,  three 
lessons  a  week;  dental  surgery,  third 
course,  with  daily  attendance  at  the  clinic 
from  8  to  10  a.m.,  and  three  oral  lessons 
a  week;  third  course  of  dental  prosthe- 
sis, daily  attendance  at  the  laboratory 
from  2.30  to  4.30  p.m.,  three  lectures  a 
week ;  special  course  of  orthodontia,  three 
lessons  a  week,  both  theory  and  practice. 

Besides  the  above  the  students  go  and 
practice  at  the  general  hospital  whenever 
the  professors  and  director  consider  it 
necessary. 
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LENGTH    OF    THE    COURSES. 

The  curriculum  is  divided  into  three 
separate  j^ears.  The  classes  meet  on 
January  7th  and  close  on  September 
30th;  the  sessions  are  suspended  on  na- 
tional holidays  and  for  a  week  in  spring. 

TEXT-BOOKS. 

Descriptive  Anatomy:  B.  Beauni. 
Topographical  Anatomy:  P.  Tillaux. 
Normal  Histology:  S.  Ramon  y  Cajal. 
Physiology :  J.  P.  Langlois  and  Varigny. 
General  Morbid  Processes :  Sanchez 
Ocana.  Bacteriology:  Albert  Besson. 
Dental  Pathology :  Frank  Abbott.  Dental 
Materia  Medica :  Frank  Abbott.  Opera- 
tive Dentistry :  American  Text-Book  of 
Operative  Dentistry,  Edward  C.  Kirk. 
Orthodontia :  E.  H.  Angle.  Prosthetic 
Dentistry  and  Dental  Metallurgy:  C.  J. 
Essig.  Crown-,  Bridge-,  and  Porcelain- 
Work:    0.  Evans. 

EXAMINATIONS. 

The  ordinary  examinations  of  all  the 
courses  are  generally  held  from  October 
15th  to  November  15th.  The  general  or 
graduation  examinations  are  held  at  any 
time  between  January  15th  and  Septem- 
ber 15th. 

The  tests  at  the  examinations  are  both 
theoretical  and  practical.  The  first  are 
oral  and  written,  and  the  second  consist 
of  the  performance  of  operations. 


Discussion. 

A.  H.  Thompson,  Topeka,  Kans.  I 
was  much  interested  in  this  excellent 
paper  and  congratulate  Dr.  Rojo  upon 
his  careful  researches,  especially  among 
Spanish  archives^,  for  he  has  certainly 
given  an  excellent  presentation  of  the 
condition  of  dental  education  in  Mexico. 


I  was  especially  interested  in  these 
archgeological  specimens  and  would  like 
to  know  if  any  of  them  were  set  with 
hematite  or  turquoise.  The  nicety  of 
the  operation  is  quite  interesting,  and 
one  cannot  but  wonder  how  they  drilled 
these  holes  so  symmetrically.  The 
holes  may  have  been  made  in  some  way 
similar  to  the  maimer  in  which  these 
primitive  people  drilled  holes  in  crys- 
tals, with  a  reed  tool  and  sand  and  water. 
Yet  it  took  a  lifetime  to  do  it,  as  a  rule, 
and  these  holes  were  evidently  drilled 
during  the  life  of  the  patient,  so  that 
they  probably  did  it  with  a  drill.  I 
would  like  to  know  what  the  cementing 
substance  was  that  they  used.  It  prob- 
ably was  bitumen.  There  are  some  speci- 
mens in  the  New  York  Museum  of 
Natural  History  which  seem  to  have 
been  set  with  bitumen.  Dr.  Seville  has 
some  specimens  set  with  hematite  and 
jade.  An  interesting  thing  is  the  notches 
that  are  cut  on  the  edges.  Dr.  Seville 
has  some  cut  with  double  notches.  In 
one  skull  all  six  of  the  anterior  teeth  are 
cut  with  double  notches  like  a  step.  This 
evidently  has  some  religious  significance, 
for  some  of  the  idols  have  these  same 
notches  cut  in  their  teeth.  The  notches 
probably  have  some  relationship  to  the 
storm  clouds  and  the  rain  prayer,  but 
the  mythology  is  so  complicated  it  is 
hard  to  trace  the  connection. 

Dr.  y.  GuERiNi,  Naples,  Italy.  I  find 
the  paper  of  Dr.  Eojo  very  interesting, 
especially  the  part  that  speaks  of  the 
fillings.  It  would  be  still  more  inter- 
esting if  he  could  establish,  approxi- 
mately at  least,  at  what  epoch  this 
special  work  was  done.  I  would  like  to 
know  someone  in  this  country  who  has 
made  a  study  of  this  subject.  I  hope  the 
photographs  of  these  specimens  will  be 
published  in  the  Transactions. 
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Dr.  Kojo  (closing  the  discussion).  I 
have  not  seen  specimens  set  with  hema- 
tite or  turquoise.  The  specimens  that  I 
have  seen  and  mentioned  were  of  iron 
pyrite  of  a  brown  color,  and  of  jade — 
this  of  a  light  green  color  resembling 
turquoise.  I  do  not  know  what  substance 
was  used  as  a  cement. 

Replying  to  Dr.  Guerini's  question: 
The  time  was  approximately  about  the 
year  1300,  and  I  shall  be  very    glad  to 


give  Dr.  Guerini  the  address  of  Prof. 
Leopoldo  Batres,  who  is  probably  the  best 
authority  on  the  subject. 

On  motion,  the  paper  by  Dr.  Burton 
Lee  Thorpe  of  St.  Louis,  Mo.,  entitled 
"A  Biographical  Review  of  the  Careers 
of  Hayden  and  Harris,"  was,  in  the  ab- 
sence of  the  author,  ordered  to  be  read 
by  title. 

The  paper  here  follows: 


A  Biographical  Review  of  the  Careers  of  Hayden 

and  Harris. 

By  BURTON  LEE  THORPE,  M.D.,  D.D.S.,  St.  Louis,  Mo., 

DEAN,   PROFESSOR   OF  OPERATIVE    DE.VTI8TKY   AND   DENTAL   HIf;TOKY.    BARNES   DENTAL    COLLEGE,   DENTAL 

DEPARTMENT   BARNES   UNIVERSITY. 


Of  the  many  able  men  who  have  con- 
tributed to  develop  the  dental  profes- 
sion, two  men  stand  out  pre-eminent  as 
the  progenitors  of  dental  science. 

Both  were  men  of  rare  native  talent 
and  genius,  possessing  an  inexhaustible 
amount  of  energy,  enthusiasm,  and  re- 
sourcefulness, which,  when  combined, 
united  dental  surgery  to  science  and 
raised  it  to  the  worth  and  respectability  of 
a  profession.  As  authors,  teacher-practi- 
tioners, and  organizers  of  the  first  dental 
college,  the  first  dental  journal,  and  the 
first  dental  society,  their  names  will  ever 
illumine  the  pages  of  dental  history  as 
the  leading  spirits  in  making  dentistry 
rank  with  other  learned  professions.  To 
them,  Longfellow^s  words,  "Great  men 
stand  like  solitary  towers  in  the  City  of 
God,"  are  indeed  applicable. 

HORACE    H.    HAYDEN,    M.D.,    D.D.S. 

Horace  H.  Hayden  was  born  October 
13,  1769,  at  Windsor,  Conn.,  of  honor- 


able and  Christian  parentage.  He  was 
not  born  of  obscure  or  poor  parents,  as 
stated  by  previous  biographers.  His  an- 
cestor, William  Hayden  of  Connecticut 
(1630),  Avon  special  mention  for  gallantry 
in  the  official  report  of  his  captain,  John 
Mason,  whose  life  he  saved  in  the  Pequot 
War  of  1637.  He  settled  in  1642  at 
Windsor,  Conn.,  vt^here  he  bought  land, 
and  also  received  land  from  the  colony 
of  Connecticut  for  his  'military  services 
in  the  Pequot  War.  That  land  the  fam- 
ily still  owns,  having  held  it  now  for  263 
years.  William  Hayden^s  eldest  son 
Daniel  was  a  lieutenant  in  the  Colonial 
service  and  a  member  of  the  General 
Court.  His  commission  as  lieutenant  is 
extant.  Lieutenant  Daniel  had  also  an 
elder  son  Daniel,  who  was  likewise  a 
member  of  the  General  Court  of  Connec- 
ticut. His  eldest  son,  the  third  Daniel, 
was  also  a  lieutenant  in  the  French  and 
Indian  War,  and  for  his  day  a  rich  man. 
The  house  he  built  and  lived  in  still 
stands  at  Hayden  Station,  Conn.,  having 
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been  erected  in  1740.  This  Lieutenant 
Daniel  the  third  had  as  his  eldest  son 
Thomas  Hayden,  father  of  Dr.  Horace 
H.   Hayden  the  subject  of  this   sketch. 


and  adjutant,  his  service  extending  from 
1775  to  1778  and  from  1780  to  1783. 
When  the  Eevolutionary  War  was  ended 
Lieutenant    Thomas    Hayden    had    lost 


HORACE   H.   HAYDEN,  M.D.,   D.D.S. 


Thomas  Hayden  was  an  architect  and 
builder,  and  served  seven  years  in  the 
Eevolutionary  War,  as  sergeant  at  the 
Lexington  Alarm,  1775,  and  as  sergeant- 
major,  second  lieutenant,  first  lieutenant, 


much,  but  still  held  his  land  and  busi- 
ness. 

It  was  from  his  father  that  Dr.  Haj- 
den  learned  the  business  of  architect  and 
builder.     He   had   an   honored   ancestry 
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from  his  mother,  who  was  Abigail  Par- 
sons, a  descendant  of  one  of  the  brainiest 
families  of  New  Engbmd.  Born  1769, 
he  was  a  boy  during  the  Kevolution, 
when,  all  the  men  being  in  the  army, 
he  and  his  mother  harvested  the  crops 
and  attended  to  the  farm.  Every  ances- 
tor he  had  in  this  country  was  a  member 
of  the  Christian  Church.  Eev.  John  War- 
ham,  the  first  clergyman  in  New  Eng- 
land and  an  ancestor  of  the  Edwards, 
Burr,  and  Parsons  families,  was  also  his 
ancestor,  and  as  his  mother  and  father 
were  cousins  the  hereditary  gifts  of  both 
lines  united  in  him  to  some  extent. 

During  his  boyhood  he  exhibited  a  re- 
markable liking  for  natural  history,  often 
surprising  his  friends  by  his  ingenuity 
and  success  in  discovering  objects  of  in- 
terest while  rambling  in  the  woods.  At 
the  age  of  ten  he  began  the  study  of 
ancient  languages,  in  which  he  became 
quite  proficient.  At  the  age  of  fourteen 
he  worked  his  passage  as  a  cabin  boy  on 
a  brig  to  the  West  Indies,  making  two 
trips.  After  this  he  returned  to  school, 
to  his  books,  and  studies  of  nature,  until 
he  reached  the  age  of  sixteen,  when  he 
learned  the  trade  of  carpenter,  and  later 
became  an  architect. 

Young  Hayden  was  studiously  inclined 
and  whatever  he  undertook  he  worked  at 
with  a  will.  With  characteristic  ardor 
he  diligently  applied  his  mind  to  his  new 
employment,  reading  such  books  on  archi- 
tecture, modern  and  ancient,  as  he  could 
procure.  He  left  many  writings  and 
drawings  as  evidence  of  his  knqwledge 
and  skill  in  this  art. 

At  the  age  of  twenty-one  he  again 
sailed  for  the  West  Indies,  seeking  em- 
ployment in  his  business,  and  located  at 
Pointe  a  Pitre,  Guadeloupe;  but  after 
a  brief  stay,  an  attack  of  periodic  fever 
compelled  his  return  to  his  native  land, 


wliere  he  remained  until  the  foUowinsr 
year,  when  he  returned  to  the  West  In- 
dies, but  was  again  forced  by  the  pesti- 
lence to  return  to  Connecticut. 

For  several  years  he  continued  to  fol- 
low his  vocation  as  architect.  At  the 
age  of  twenty-four  he  left  his  native 
home  and  went  to  Xew  York,  remaining 
there  during  the  spring  and  summer  of 
1792.  Meeting  with  little  success  he  re- 
turned to  Connecticut  and  taught  school 
near  Hartford  during  the  winter.  Ee- 
turning  to  New  York  he  called  on  Mr. 
John  Greenwood,  dentist,  for  professional 
service.  He  greatly  admired  Greenwood's 
skill  and,  while  under  treatment,  con- 
cluded to  adopt  that  calling  and  to  de- 
vote his  time  and  energy  to  dental  sur- 
gery. He  immediately  procured  from 
Greenwood  the  few  books  and  essays  on 
the  science  at  that  time  accessible — the 
best  being  the  work  of  John  Hunter. 
Leaving  New  York,  he  traveled  to  Balti- 
more, arriving  there  in  1800  without 
friends  or  fortune  and  with  but  an  imper- 
fect acquaintance  with  his  new  calling,  but 
possessing  plenty  of  native  ability  and 
imbued  with  energy  and  ambition  to  excel 
in  his  art.  He  rented  a  room  in  a  frame- 
house  on  the  corner  of  Fayette  and 
Charles  streets,  and  announced  to  the 
public  that  his  services  were  at  their  com- 
mand. His  natural  earnestness  and  ap- 
titude quickly  attracted  attention  and  he 
was  soon  actively  engaged.  He  used  to- 
teach  a  class  in  dentistry,  and  thus  began 
the  first  steps  toward  the  college  which 
Harris  and  he  evolved  from  their  work. 
He  persuaded  his  brothers,  Anson  B. 
Hayden  of  Savannah,  Ga.,  and  Dr.  Ches- 
ter Hayden  of  Windsor,  Conn.,  to  study 
dentistry,  and  both  became  almost  as  em- 
inent as  he  in  the  profession,  though 
neither  of  them  engaged  in  other  lines  of 
study. 
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Horace  H.  Haj^den  was  licensed  to 
practice  dentistry  in  Maryland  by  an  ex- 
amining board  created  under  an  act  of 
Assembly  for  the  State  of  Maryland  in 
1789.  The  board  was  not,  strictly  speak- 
ing, a  dental  board,  but  created  under  an 
act  regulating  the  practice  of  medicine 
and  surgery. 

To  better  perfect  himself  in  his  spe- 
cialty he  studied  anatomy  and  medicine, 
acquiring  much  knowledge  in  these  sci- 
ences and  thereby  gaining  the  respect 
and  goodwill  of  the  medical  profession, 
whose  confidence  in  him  was  shown  in 
later  years,  when,  without  solicitation, 
the  honorary  degree  of  Doctor  of  Med- 
icine was  conferred  on  him  by  both  the 
Jefferson  College  of  Medicine  of  Phila- 
delphia and  the  University  of  Maryland, 
in  1837. 

When  the  British  attacked  jSTorth 
Point,  Maryland,  in  1814,  Hayden  en- 
listed as  sergeant  in  Captain  Warner's 
company  of  militia  and  served  through 
the  action,  when,  medical  men  being  in 
demand,  General  Samuel  Smith,  knowing 
his  skill  in  surgery,  ordered  him  to  the 
hospital  as  assistant  surgeon,  where  he 
cared  for  the  wounded  until  no  longer 
needed.  He  oame  of  a  martial  family, 
every  Hayden  ancestor  having  been  a 
soldier. 

Hayden  rose  rapidly  in  public  confi- 
dence. He  became  associated  with  the 
most  celebrated  physicians  and  medical 
teachers  in  Baltimore  and  his  opinions 
were  listened  to  with  respect  and  his  sug- 
gestions frequently  adopted.  He  was  the 
first  to  give  the  profession  caste  in  Balti- 
more. In  1825  he  accepted  an  invita- 
tion to  deliver  a  course  of  lectures  in  den- 
tal surgery  to  the  medical  class  of  the 
University  of  Maryland,  an  honor  never 
before  conferred  upon  any  practitioner 
of  dentistry  in  the  United  States.     He 


contributed  many  essays  on  dentistry  and 
medicine  to  the  medical  journals. 

He  delved  into  physiological  and  patho- 
logical research,  making  new  discoveries, 
especially  investigating  the  use  and  func- 
tions of  the  thyroid,  salivary,  lacrymal, 
and  other  glands  of  the  human  system, 
thus  showing  his  acuteness  of  mind  and 
experimental  abilities.  Having  attained 
personal  success  and  secured  a  profes- 
sional standing  he  was  anxious  to  im- 
prove the  standing  of  his  profession  in 
general.  He  first  advocated  a  union  of 
dental  practitioners  into  an  association 
for  mutual  improvement,  in  1817,  but 
this  was  not  effected  until  August  18, 
1810,  when  in  'New  York  city  assembled 
L.  S.  Parmly,  Elisha  Baker,  Eleazar 
Parmly,  Patrick  Houston,  Enoch  Noyes, 
Vernon  Cuyler,  John  Lovejoy,  Chapin  A. 
Harris,  Jehiel  Parmly,  Joseph  N.  Poster, 
A.  Woodruff  Brown,  C.  0.  Baker,  J. 
Smith  Dodge,  and  Solyman  Brown,  who 
actively  aided  him  in  founding  the  Amer- 
ican Society  of  Dental  Surgeons,  and  he 
was  chosen  its  first  president,  continuing 
in  that  office  four  years,  until  the  date 
of  his  death. 

At  the  birth  of  this  society  he  re- 
marked that  the  formation  of  a  national 
society  of  dentists  had  long  been  a  favor- 
ite project  with  him  and  that  he  had  not 
been  alone  in  this  desire.  Many  years 
affo  he  had  consulted  the  elder  Hudson 
of  Philadelphia,  who  was  favorably  in- 
clined to  such  an  association.  On  a  visit 
to  Boston  and  Eastern  cities  he  consulted 
his  professional  brethren  and  found  them 
ready  to  co-operate  in  any  practicable 
scheme  to  elevate  the  profession.  He 
said  that  forty-three  years  ago  the  name 
of  dentist  was  a  reproach  and  a  byword, 
and  that  he  had  resolved  to  improve  and 
exalt  the  profession  so  that  it  was  not 
a  diso-race  to  be  called  a  dentist.     From 
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that  time  he  had  .seen  the  science  assum- 
ing more  importance  in  tlie  public  eye — 
men  of  learning,  worth,  and  genius  being 
added  to  the  ranks  of  its  professors  from 
year  to  year. 

"At  the  present  period,"  continued  the 
speaker,  "renewed  efforts  are  making  in 
England,  France,  and  Scotland  to  place 
our  profession  on  still  higher  ground 
than  it  has  yet  attained;  and  shall  we  of 
these  United  States  of  America  remain 
inactive  in  this  grand  endeavor  ?  If,  like 
the  Jews,  we  are  scattered  and  despised, 
may  we  not,  like  that  persecuted  people, 
at  least  hope  for  a  day  of  restoration  to 
our  promised  land?  There  are  indeed 
many  obstacles  still  to  overcome ! 

"A  new  race  of  Canaanites  must  be  ex- 
pelled from  our  borders.  Many  errors 
must  be  exploded  and  much  ignorance 
must  be  dispelled  before  the  light  of 
truth  will  beam  clearly  upon  our  path; 
but  with  diligence,  zeal,  and  perseverance 
we  are  certain  of  ultimate  success. 

"Let  us,  therefore,  go  forward  in  the 
good  cause,  unintimidated  by  the  skepti- 
cism of  the  faithless,  the  fears  of  the 
timid,  or  the  apathy  of  the  selfish.  If 
there  are  some  who  prefer  to  plod  onward 
in  the  path  of  private  enterprise,  let  us 
unite  our  efforts  in  one  great  social  en- 
deavor to  elevate  our  profession  from  the 
degraded  condition  to  which  it  has  sunk, 
and  in  which  it  must  ever  remain  until 
the  high-minded  and  well-educated  among 
practitioners  shall  unitedly  arise  and 
shake  themselves  from  the  dust." 

At  the  next  meeting  of  the  society,  in 
1841,  he  was  instrumental  in  organizing, 
with  the  aid  of  his  confreres,  the  Ameri- 
can Journal  of  Dental  Science,  the  first 
dental  journal  ever  published. 

With  the  aid  of  his  friends  and  co- 
laborers,  Drs.  Chapin  A.  Harris,  Thomas 
E.  Bond,  and  Willis  A.  Baxley,  he  formu- 


hitod  and  founded  in  1839  the  first  in- 
stitution dedicated  to  special  dental  edu- 
cation in  the  world — the  Baltimore  Col- 
lege of  Dental  Surgery — of  which  he  wa.s, 
at  the  age  of  seventy  years,  the  first  pres- 
ident and  first  professor  of  principles  of 
dental  science  and  later  professor  of  den- 
tal physiology  and  pathology,  serving  in 
that  capacity  until  his  death.  The  es- 
tablishment of  this  college  met  with  bit- 
ter opposition  from  many  sources,  and  it 
was  predicted  by  many  that  its  success 
would  be  short-lived,  but  the  zeal  and 
conscientious  efforts  of  Hayden  and  Har- 
ris made  it  the  success  they  had  hoped 
for.  Long  before  1841  Hayden  said  that 
"mechanical  and  operative  dentistry" 
was  "not,  in  strictness,  the  indispensable 
recjuisite  qualification  of  a  dental  sur- 
geon." He  believed  that  the  dentist  to 
be  qualified  in  his  profession  should  be 
thoroughly  educated  in  the  science  of 
medicine. 

As  a  token  of  professional  and  personal 
merit  he  was  created  an  honorary  member 
of  the  Virginia  Society  of  Surgeon  Den- 
tists, October  11,  1842. 

February  11,  1842,  Hayden  was 
granted  a  patent,  which  has  been  entirely 
overlooked  by  his  early  biographers;  but 
this  he  atoned  for  in  his  later  years, 
and  at  the  time  of  its  issuance  it  was 
not  considered  unprofessional.  His  claim 
was  "preventing  caries  of  the  human 
teeth,  and  the  exclusive  privilege  of  using 
and  rendering  the  empyreumatic  oil  (tar 
or  balsam)  and  acid  obtained  by  distilla- 
tion of  wood,  which  oil  or  acid,  when 
properly  modified,  proportioned,  and  ap- 
plied, is  used  for  the  purpose  of  counter- 
acting decay  in  human  teeth,  and  the  dis- 
eases consequent  thereto,  and  to  the  hu- 
man mouth."  For  this  remedy  Hayden 
claimed  "an  antiseptic  property  which 
counteracts  caries,  allays  pain  and  irri- 
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lability  of  the  vessels  of  the  teeth  and 
mouth,  lessens  morbid  sensibilities,  and 
arouses  and  restores  a  healthy  action." 

Besides  being  a  pioneer  dentist.  Dr. 
Hayden  was  a  pioneer  geologist.  All 
through  his  career  he  was  constantly  ex- 
amining mineral  peculiarities,  the  result 
of  that  love  for  nature  which  was  devel- 
oped in  his  early  youth  when  living  on 
the  banks  of  the  Connecticut  river.  He 
was  far  ahead  of  his  age  in  his  scientific 
■discoveries.  There  were  then  very  few 
geologists  in  the  United  States.  He  col- 
lected a  valuable  cabinet  of  American 
minerals  which  in  1850  became  the  basis 
of  the  complete  collection  of  Roanoke 
College,  Virginia.  So  limited  was  the 
literature  of  geological  science  in  Eng- 
lish that  he  was  compelled  to  master  the 
French  language  to  be  able  to  read  the 
best  books  on  geology,  from  which  he 
made  many  translations. 

In  1821  he  published  an  interesting 
work  of  400  pages  entitled  "Geological 
Essays,"  the  first  general  work  on  geology 
printed  in  the  United  States,  and  dedi- 
cated to  his  personal  friend,  Judge 
Thomas  Cooper  of  Pennsylvania.  He 
•discovered  a  new  mineral  which  was 
named  Haydenite  in  his  honor. 

He  was  a  botanist  of  no  mean  attain- 
ment, and  he  wrote  on  silkwoTm  culture, 
•etc.  He  was  also  a  great  sportsman; 
with  gun  and  rod  he  excelled. 

He  married,  February  23,  1805,  at 
Baltimore,  Md.,  Miss  Maria  Antoinette 
Hobinson,  daughter  of  Lieutenant  Daniel 
Eobinson  of  Baltimore,  a  United  States 
revenue  officer  who  had  served  in  the 
Pennsylvania  navy  during  the  Revolution 
as  lieutenant  and  quartermaster,  and  had 
succeeded  John  Dickinson  as  a  member 
of  the  finance  committee  of  Delaware  in 
1777.  His  children  were  Eliza  Lucretia 
Hayden,  Mandel  Mozart  Hayden,  M.D., 


D.D.S.,  Edwin  Parsons  Hayden,  lawyer; 
Horace  William  Hayden,  merchant,  and 
two  others  who  died  in  infancy. 

Dr.  H.  H.  Hayden  died  Friday,  Jan- 
uary 26,  1844,  at  Baltimore,  Md.,  aged 
75  years,  and  was  buried  in  Greenwood 
Cemetery,  Baltimore,  where  his  remains 
still  lie  in  the  family  vault. 

Hayden  spent  forty-four  years  in  the 
active  practice  of  his  profession.  He  had 
a  prophet-like  mind  that  foresaw  the  re- 
sult of  great  enterprises.  His  keen  intel- 
lect and  foresight  has  made  him  the  hero 
of  our  profession.  To  his  last  breath  he 
spoke  with  love,  and  praise  of  his  students 
and  the  profession  he  did  so  much  to  ad- 
vance and  improve.  He  was  a  diligent 
student,  a  deep  and  independent  thinker, 
eminent  as  a  scientist  in  Europe  and 
America,  and  an  excellent  teacher  for 
fifty  years,  far  in  advance  of  his  day. 
He  was  a  God-fearing  and  truly  scientific 
man,  loving  knowledge  for  its  own  sake, 
and  was  an  honor  to  the  profession  that 
honors  him.  Time  may  erase  his  fame 
as  practitioner,  author,  and  scientist, 
but  his  name  will  ever  live  a;s  "father 
of  the  American  Society  of  Dental  Sur- 
geons." 


CHAPIN  A.  HARRIS,  A.M.,  M.D.,  D.D.S. 

Chapin  A.  Harris  was  born  at  Pompey, 
Onondaga  co.,  New  York,  May  6,  1806. 
His  ancestors  were  of  English  origin,  of 
rank  and  position,  being  a  branch  of  the 
Harris  family  in  England  now  repre- 
sented by  the  Earl  of  Malmesbury.  Cap- 
tain Joshua  Harris,  who  fought  bravely 
under  Stark  at  Bunker  Hill,  was  his 
granduncle. 

His  grandfather,  James  Harris,  who 
was  killed  in  a  skirmish  during  the  Revo- 
lutionary War,  was  a  native  of  England, 
as    was   his   father,   John   Harris,    born 
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December  oO,  ITTo,  who  married  Xovein-      man  ;  Jolin,  a  physician  and  dentist,  and 
ber  25,  1701,  I^lizabetli  P>nin(la;^^e.    They      Chapin  Aaron. 


came  to  America  and  to  them  were  born  About  the  age  of  seventeen  young  Har- 

two  daughters— Amanda  and  Eliza— and      ris  moved  to   Madison,   Ohio,   at  which 
three  sons— James,  who  became  a  clergy-      place  his  brothers  James  and  John  had 
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previously  located,  and  where  John  was 
practicing  medicine,  and  he  entered  his 
office  as  a  student  about  1824. 

After  pursuing  the  course  of  study  pre- 
scribed by  the  law  of  the  state  he  applied 
to  the  Board  of  Medical  Censors,  who  ex- 
amined and  licensed  him  to  practice  med- 
icine and  surgery.  He  commenced  the 
practice  of  this  profession  in  G-reenfield, 
Highland  Co.,  Ohio,  where  he  continued 
for  some  years,  when  his  attention  was 
called  to  the  possibilities  of  dentistry,  by 
his  brother  John,  who  was  well  skilled  in 
medical  theory  and  practice  before  he  en- 
gaged in  dentistry  in  1837.  Chapin  A. 
Harris  and  his  friend  James  Taylor, 
later  organizer  of  the  Ohio  College  of 
Dental  Surgery,  were  both  students  of 
medicine  and  dentistry  under  the  tute- 
lage of  John  Harris. 

Chapin  began  the  practice  of  dental 
surgery  in  Greenfield,  Ohio,  in  1828  by 
extracting,  cleaning  teeth,  and  inserting 
a  few  fillings.  Not  satisfied  with  the 
meager  knowledge  he  possessed,  he  se- 
cured the  books  of  Delabarre,  Fox, 
Hunter,  and  other  recognized  authorities, 
and  soon  acquired  a  thorough  knowledge 
of  the  profession  in  which  he  afterward 
became  so  eminent.  He  remained  in 
Greenfield  about  a  year  and  then  moved 
to  Bloomfield,  Ohio,  where  he  combined 
the  practice  of  dentistry,  medicine,  and 
surgery  for  two  or  three  years.  Leaving 
that  place,  he  traveled  through  the  South 
and  Southwest,  visiting  the  larger  cities 
as  an  itinerant.  Wherever  he  went,  by 
his  good  work  the  public  estimation  of 
the  profession  was  elevated  and  his  own 
reputation  established. 

Tiring  of  travel,  he  located  at  Fred- 
ericksburg, Virginia,  where  he  devoted 
his  time  exclusively  to  the  practice  of 
dental  surgery,  his  success  being  such 
that  he  entirely  abandoned  the  practice 


of  general  medicine  and  surgery,  but  con- 
tinued the  study  of  medicine.  In  1835 
he  located  permanently  at  Baltimore, 
which  offered  many  advantages  for  prac- 
tice, and  announced  his  readiness  to  prac- 
tice his  profession  m  all  its  branches. 
From  that  time  until  1837  he  employed 
a  large  portion  of  his  leisure  time  in  con- 
tributing to  the  pages  of  medical  and 
periodical  literature.  In  1838,  feeling 
his  contributions  were  not  producing  the- 
best  results,  he  resolved  that  his  writings 
should  take  a  more  compact  and  perma- 
nent character.  This  resolve  induced  him 
to  prepare  and  publish  his  first  book, 
entitled  "The  Dental  Art:  A  Practical 
Treatise  on  Dental  Surgery,"  which  was 
issued  in  Baltimore  in  1839  and  dedicated 
to  his  medical  friend  Dr.  Thomas  E. 
Bond.  This  book  consisted  of  385  pages, 
illustrated  by  three  lithographic  plates. 
A  second  edition  was  issued  by  the  firm 
of  Lindsay  &  Blakiston,  Philadelphia,  in 
1845,  under  the  title  of  "Principles  and 
Practice  of  Dental  Surgery."  This  was 
a  volume  of  600  pages,  containing  sixty- 
nine  wood  engravings.  Other  editions 
were  issued  in  1847,  1850,  1852,  1855, 
1858,  1863,  1866,  1871,  1885,  1889, 
1898.  During  all  these  years  many 
thousands  of  copies  of  the  book  have 
been  sold,  it  being  in  all  probability  the 
most  popular  dental  work  published  be- 
fore or  since  that  period.  All  the  later 
editions  have  been  edited  by  Dr.  Ferdi- 
nand J.  S.  Gorgas,  who  has  revised  the 
book  for  each  edition,  except  the  tenth 
edition,  which  was  edited  by  Dr.  Philip 
H.  Austen.  His  next  literary  effort  was 
Harris'  "Dictionary  of  Dental  Science,  a 
Dictionary  of  Dental  Science,  Biography, 
Bibliography,  and  Medical  Terminology," 
published  by  Lindsay  &  Blakiston  in 
1849;  other  editions  followed  in  1854, 
1877,  1891,  1898.     The  later  editions  of 
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this  work  have  also  been  edited  by  Dr. 
Grorgas,  and  it  has  had,  considering  its 
special  character,  a  large  sale  'through- 
out the  English-speaking  world. 

Harris  remodeled  in  1846,  with  an  in- 
troduction and  numerous  additions, 
Joseph  Fox's  "Diseases  of  the  Human 
Teeth,  Their  Natural  History  and  Func- 
tions, with  Mode  of  Applying  Artificial 
Teeth,  etc."  He  also  translated  from 
the  French  the  works  of  Delabarre,  Le- 
fonlon,  Duval,  Desirabode,  and  Jourdain, 
all  republished  in  the  American  Journal 
of  Dental  Science.  Dr.  Harris  was  an 
untiring  worker,  and  during  the  winter 
of  1838  he  spent  a  month  professionally 
at  Littleton,  N.  C,  where,  one  of  his 
old  friends  writes  me,  he  did  over 
four  thousand  dollars'  worth  of  dental 
work  in  an  office  room  12  by  16  feet. 
He  had  no  dental  chair  or  head-rest,  but 
sat  in  a  chair  and  put  his  foot  on  a  stool, 
the  patients  sitting  on  the  floor,  resting 
the  head  on  his  knee.  He  would  work 
hard  all  day  operating  and  write  on  the 
manuscript  of  his  book,  "Dental  Art," 
until  one  or  two  o'clock  in  the  morning. 
He  was  a  laborious  istudent  and  followed 
this  practice  of  writing  far  into  the  morn- 
ing after  days  of  ceaseless  labor  and  fa- 
tigue, to  the  end  of  his  life. 

Feeling  the  need  of  some  receptacle  for 
treasuring  the  experience  of  the  profes- 
sion and  its  current  literature,  he  visited 
New  York  and  urged  upon  a  few  pro- 
fessional friends  the  propriety  of  estab- 
lishing a  periodical  devoted  especially  to 
the  interests  of  the  dental  profession. 

His  plan  was  readily  embraced  by  a 
few  progressive  men,  who  promptly  called 
a  meeting  composed  of  some  of  the  fore- 
most of  the  profession  in  New  York, 
some  of  whom  subscribed  one  hundred 
dollars  and  others  lesser  amounts  toward 
the  expense  of  one  year's  publication  of 


a  monthly  journal  to  be  known  as  the 
American  Journal  of  Dental  Science. 
The  first  issue  appeared  June  1839,  pub- 
lished at  Baltimore,  under  the  direction 
of  a  publishing  committee,  nameh^,  Elea- 
zar  Pannl}',  Elisha  Baker,  and  Solyman 
Brown,  with  Chapin  A.  Harris  and  Elea- 
zar  Parmly  as  joint  editors.  This  jour- 
nal consisted  of  forty-eight  pages,  twenty- 
four  of  which  were  to  be  devoted  to  the 
publication  of  standard  works  on  dental 
theory  and  practice.  Among  them  were 
the  treatises  of  John  Hunter,  Leonard 
Koecker,  Baume,  Gariot  J.  Nasmyth,  T. 
Berdmore,  Jobson,  J.  White,  Blandin,  E. 
Blake,  S.  Brown,  and  T.  E.  Bond.  By 
the  fourth  number  the  circulation  reached 
511,  with  174  subscribers.  At  the  close 
of  the  first  year  the  journal  came  into 
possession  of  the  American  Society  of 
Dental  Surgeons,  at  this  society's  organi- 
zation in  1840,  who  issued  it  quarterly 
instead  of  monthly,  and  increased  the 
price  of  subscription  from  $3.00  to  $5.00 
and  changed  the  title  to  that  of  the  Amer- 
ican Journal  and  Library  of  Dental  Sci- 
ence. For  a  period  of  ten  years  this  so- 
ciety conducted  the  journal,  Dr.  Harris 
remaining  continuously  its  chief  editor, 
assisted  by  others,  until  1850.  After  this 
date  it  was  transferred  to  and  conducted 
by  him  as  a  personal  enterprise,  until 
his  death,  which  closed  his  editorship  of 
twenty  years'  standing,  during  which 
time  he  was  assisted  by  Eleazar  Parmly, 
Solyman  Brown,  Edward  Maynard, 
Amos  Westcott,  W.  H.  Dwindle,  A.  A. 
Blandy,  and  A.  Snowden  Piggott.  Dr. 
Harris  was  a  voluminous  and  able  writer, 
and  contributed  many  valuable  essays  to 
the  journal's  pages. 

Dr.  Harris  was  the  first  to  respond  to 
the  call  of  Dr.  Hay  den  to  organize  the 
American  Society  of  Dental  Surgeons 
and  was  one  of  its  sturdy  supporters.     It 
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was  on  his  motion  the  organizing  con- 
yention  resolved  "That  a  national  society 
of  dentists  be  formed."  He  was  chair- 
man of  the  committee  to  prepare  the  so- 
ciety's constitution  and  was  elected  the 
first  corresponding  secretary  of  the  so- 
ciety. In  1856-7  he  was  elected  and 
served  as  second  president  of  the  Ameri- 
can Dental  Convention^  which  was  the 
successor  of  the  American  Society  of  Den- 
tal Surgeons.  Dr.  Harris  agreed  with 
Dr.  Hayden  in  the  future  educational 
needs  of  the  profession  and  conceived 
the  organization  of  a  dental  training 
school  as  an  adjunct  to  the  medical  de- 
partment of  the  University  of  Maryland, 
to  whose  faculty  he  made  a  proposition, 
but  his  overtures  were  rejected.  They 
feared  the  chartering  of  a  dental  school 
would  prove  detrimental  to  the  interests 
of  the  medical  school,  and  strenuously 
opposed  the  movement,  giving  as  an  ex- 
cuse "That  the  subject  of  dentistry  was 
of  little  consequence,  and  thus  justified 
their  unfavorable  action." 

Not  disheartened,  Drs.  Hayden  and 
Harris  went  to  New  York  city  and  con- 
sulted the  leading  men  of  the  profession, 
and  with  their  aid  endeavored  to  estab- 
lish a  chair  of  dentistry  in  one  of  the  New 
York  medical  colleges.  Meeting  with  dis- 
couragement but  stimulated  with  re- 
newed energy,  they  returned  to  Baltimore, 
and  during  the  winter  of  1839-40,  al- 
most entirely  unaided  secured  the  signa- 
tures of  representative  citizens  to  a  peti- 
tion to  the  Legislature  of  Maryland  for 
the  incorporation  of  a  college  of  dental 
surgery  at  Baltimore.  After  numerous 
difficulties  and  considerable  opposition 
by  jealous  medical  rivals,  which  they 
finally  overcame,  the  charter  was  granted, 
and  with  the  aid  of  Drs.  Bond  and 
Baxley  they  organized  the  Baltimore 
College    of   Dental    Surgery,    of    which 


Harris  was  the  first  dean.  He  was  also 
professor  of  operative  dentistry  and  den- 
tal prosthesis,  and  at  the  death  of  Dr. 
Hayden  was  elected  president  of  the  col- 
lege. The  college  had  the  support  of  the 
members  of  the  American  Society  of 
Dental  Surgeons,  which  at  the  first  meet- 
ing, New  York,  August  20,  1840,  on 
motion  resolved  "That  the  society  ap- 
prove of  the  establishment  of  the  Balti- 
more College  of  Dental  Surgery,  and  will 
co-operate  with  the  other  friends  of  that 
institution  in  promoting  its  designs." 

Dr.  Harris  received  the  honorary  de- 
gree of  Doctor  of  Medicine  from  the 
Washington  Medical  College  at  Balti- 
more, of  which  he  was  a  professor  in 
1838.  His  D.D.S.  was  obtained  from 
the  American  Society  of  Dental  Sur- 
geons, all  of  whose  members  were  granted 
a  diploma  from  the  society,  which  en- 
titled the  holder  to  the  title  of  Doctor 
of  Dental  Surgery.  The  honorary  de- 
gree of  Doctor  of  Dental  Surgery  was 
also  conferred  on  him  February  28,  1854, 
by  the  Philadelphia  Dental  College. 

He  had  a  number  of  honorary  degrees 
conferred  upon  him  by  professional,  lit- 
erary, and  historical  societies.  The  de- 
gree of  Master  of  Arts  was  conferred 
upon  him  by  the  Maryland  University. 
He  was  an  active  member  of  the  Mary- 
land Historical  Society.  As  a  token 
of  high  esteem  for  distinguished  profes- 
sional labors  and  personal  merit,  he  was 
made  an  honorary  member  of  the  Vir- 
ginia Society  of  Surgeon  Dentists,  Octo- 
ber 11,  1842.  The  Harris  Dental  Asso- 
ciation of  Lancaster,  Pa.,  organized  June 
21,  1867,  with  Dr.  John  MoCalla  as  pres- 
ident, was  named  in  his  honor. 

He  was  correspondent  and  friend  of 
many  eminent  public  and  professional 
literary  men.  He  was  a  diligent  reader 
and  student  and  collected  a  large  and  val- 
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viable  private  library  of  many  rare  books, 
the  finest  in  Baltimore  at  the  time,  ex- 
cepting that  of  the  Bishop  of  Baltimore, 
which  was  the  mos't  complete  collection. 

He  kept  up  an  extensive  correspond- 
ence with  authors  and  publishers  in  the 
principal  cities  of  Europe,  and  had  stand- 
ing orders  for  anything  old  or  new  ap- 
pertaining to  dental  science  and  art,  all 
of  which  was  gathered  at  his  own  ex- 
pense. 

Chapin  Aaron  Harris  was  married 
January  11,  1826,  to  Lucinda  Heath, 
daughter  of  the  Eev.  Barton  Downes 
Hawley,  of  White  Chimneys,  Loudoun 
Co.,  A^a.  Her  mother  was  Katherine 
Heath,  whose  ancestor,  the  Koman  Cath- 
olic Archbishop  of  York,  refused  to  take 
part  in  Queen  Elizabeth's  coronation. 
Both  families,  the  Heaths  and  Hawleys, 
were  of  high  social  position. 

The  Carmichaels  of  Maryland  and 
Virginia,  the  Carys  of  North  Carolina, 
and  the  Sturgis  family  of  Kentucky  were 
also  relatives  of  Harris.  His  maternal 
grandmother  was  a  Chapin,  and  for  her 
brother  he  was  named.  To  Dr.  and  Mrs. 
Harris  nine  children  were  born,  viz, 
Darwin  Barton,  who  died  young;  Ozella 
Louisa,  who  married  Alfred  Addison 
Blandy,  M.D.,  D.D.S.,  an  Englishman 
by  birth,  living  at  Zanesville,  Ohio,  and 
later  at  Baltimore,  where  he  was  associate 
editor,  with  Dr.  Harris,  of  the  American 
Journal  of  Dental  Science;  Zairah  Ca- 
zilda,  who  married  Louis  Rimy  Mignot, 
an  artist  of  New  York;  Mary  Caroline, 
who  died  young;  Chapin  Bond  Harris; 
Alice  Elizabeth;  Irvan  Lamer;  Helen 
Pendleton  Harris,  and  Anne  Meredith 
Harris.  The  two  latter  are  the  only  sur- 
viving children  of  Dr.  Harris  and  now 
reside  in  London,  England. 

He  loved  art  and  literature.  He  was 
a  devoted  admirer  of  Sir  Walter  Scott, 


and  knew  a  great  part  of  "Marmion" 
and  "Lady  of  the  Lake"  by  memory;  he 
also  greatly  admired  Byron's  poetry.  One 
of  his  favorite  works  was  Napier's  "His- 
tory of  the  War  in  the  Peninsula" ;  Rol- 
lin's  "Ancient  History"  was  another 
work  he  much  admired;  also  Motley's 
"Dutch  Republic,"  Macaulay's  "History," 
and  Agnes  Strickland's  "Queens  of  Eng- 
land." He  was  an  enthusiastic  chess- 
player, devoted  to  young  people,  and  the 
playfellow  of  all  children.  In  all,  he 
was  a  very  lovable  character,  and  is  de- 
scribed by  his  children  "as  a  most  tender 
and  devoted  husband  and  father,  and 
sincere  friend;  devoted  to  all  good,  pub- 
lic-spirited, benevolent  works."  He  loved 
animals  and  was  especially  fond  of  horses 
and  dogs. 

He  was  extremely  generous,  and  as- 
sisted his  professional  brothers  and  the 
poor  liberally.  He  literally  went  about 
doing  good.  He  brought  up  and  edu- 
cated nine  children  besides  his  own,  and 
for  years  took  care  of  and  supported  a 
sister  and  her  son  and  a  sister-in-law  and 
her  son.  He  kept  "open  house"  and  en- 
tertained many  eminent  men  as  his 
guests.  Among  his  personal  friends  were 
Rufus  Choate,  Edward  Everett,  Longfel- 
low, Lowell,  and  Henry  Clay,  with  whom 
he  corresponded  for  years. 

At  an  early  age  he  was  deeply  im- 
pressed by  a  sermon  at  a  Methodist  Epis- 
copal church,  and  was  induced  to  join 
it.  He  was  a  deeply  religious  man  and 
a  strong  advocate  of  temperance.  He 
was  large-minded,  and  so  free  from 
sectarian  bias  that  he  numbered  among 
his  intimate  friends  Roman  and  Episco- 
pal clergymen.  He  was  especially  fond 
of  the  Episcopal  church,  and  was  in  the 
habit  of  attending  it. 

Dr.  Harris  is  described  as  a  remarkably 
handsome  and  intellectual  looking  man. 
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six  feet  two  and  one-half  inches  in  height; 
broad  shouldered  and  finely  proportioned, 
of  distinguished  carriage,  and  with  a  be- 
nevolent, kindly  expression ;  he  was  cour- 
teous after  the  old  school  of  polished  gen- 
tlemen. His  hair,  naturally  dark,  be- 
came gray  early  in  life.  His  eyes  were 
of  hazel  color.  In  politics  he  was  an  old- 
fashioned  Whig,  and  was  an  enthusiastic 
Mason,  high  in  the  degrees.  A  few 
years  before  his  death  he  bought  a  small 
place  near  Baltimore,  where  he  spent  his 
leisure  enjoying  nature,  of  which  he  was 
a  great  lover.  Dr.  Harris'  death  occurred 
on  Michaelmas  Day,  September  29,  1860, 
and  'Was  due  mainly  to  overwork.  After 
a  hard  day's  labor  with  professional 
duties  and  in  the  lecture  room  and  in- 
firmary at  the  college,  he  would  write 
nearly  all  night,  revising  his  "Principles 
and  Practice  of  Dental  Surgery"  for  a 
new  edition.  This  continued  extra  work 
so  overtaxed  his  energies  that  he  was  ill 
for  eight  months,  suffering  acutely  with 
an  obscure  disease  of  the  liver  that  finally 
caused  his  death  in  the  midst  of  his  use- 
fulness, a  martyr  to  his  professional 
duties.  He  was  buried  in  Mount  Olivet 
Cemetery,  Baltimore.  On  his  unpreten- 
tious tombstone  his  Christian  faith  is  en- 
graved: "E  mortuis  resurgam"  (I  shall 
rise  from  the  dead) . 

In  recent  years  bronze  memorial  tab- 
lets to  the  memory  of  Hayden  and  Harris 
have  been  placed  in  both  the  Baltimore 
College  of  Dental  Surgery  and  the  Den- 
tal Department  of  the  University  of 
Maryland.     (See  page  297.) 

Liberal  in  life  to  an  extreme.  Dr.  Har- 
ris failed  to  leave  his  family  well  pro- 
vided for  after  his  death.  Shortly  after 
that  event  a  memorial  meeting  was  called 
in  New  York,  October  8,  1860,  at  which 
fifty  prominent  dentists  attended,  and  a' 


public  subscription — known  as  the  "Har- 
ris Testimonial  Fund" — was  started  for 
the  relief  of  his  family.  A  committee 
was  appointed  for  this  purpose,  with  Dr. 
Eleazar  Parmly  as  treasurer  of  the  fund. 
After  canvassing  the  profession  for  some 
months,  at  much  expense,  the  committee 
reported  that  nearly  one  thousand  dollars 
had  been  subscribed,  but  that  about  nine 
hundred  dollars  had  been  expended  in 
collecting  it — the  balance  of  eighty-five 
dollars  was  sent  to  Dr.  Harris'  widow. 

He  was  a  leading  light  of  dentistry, 
likely  more  highly  distinguished  and  ac- 
complished than  any  of  his  predecessors. 
Dr.  Eleazar  Parmly  truly  said  of  him  at 
the  time  of  his  death,  "He  has  labored 
more  arduously  as  a  practitioner,  more 
untiringly  as  a  writer,  and  more  devot- 
edly as  a  teacher  of  the  principles  and 
practice  of  dental  surgery  than  any  per- 
son who  has  in  any  way  or  in  any  country 
been  connected  with  our  professional 
art." 

His  unwearied  labor  and  sacrifice  of 
time  and  health  for  the  advancement  of 
his  profession;  his  industry  as  a  writer 
and  editor ;  his  untiring  efforts  in  build- 
ing up  the  first  dental  journal,  the  first 
dental  society,  and  the  first  dental  college 
in  the  world's  history — the  three  most 
important  factors  in  our  professional  ex- 
istence, all  of  which  can  be  traced  to 
the  energy  and  foresightedness  of  Hay- 
den and  himself — made  him  a  mar- 
tyr to  the  profession  that  he  so  greatly 
honored. 


On  motion,  the  paper  by  Dr.  M.  Chi- 
WAKi  of  Tokio,  Japan,  entitled  "Dentis- 
try in  Japan,"  was,  in  the  absence  of  the 
author,  read  by  title. 

The  paper  here  follows : 
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Dentistry  in  Japan, 

By  Dr.  M.  CHIWAKI,  Tokio,  Japan, 

PRESIDENT  OF  TUE   TOKIO   UENTAI,   COLLEGE. 


I.  General  Statement. 

At  the  opening  of  a  statement  of  the 
status  Oif  demtiatry  in  Japan  it  may 
not  be  out  of  place  tO'  devote  a  few 
words  to  the  dental  art  practiced  by  the 
Japanese  in  former  times.  In  Japan,  den- 
tistry had  its  origin  somewhere  about 
two  hundred  years  ago,  when  it  was  prac- 
ticed as  a  branch  of  medicine  and  was 
then  known  as  hocliiu-lcwa,  or  stomatol- 
ogy. Our  medical  science  at  that  time, 
though  primitive  in  its  theory  and  prac- 
tice, was  classified  into  eight  divisions : 
(1)  Medicines  for  adults;  (2)  Pediatrics; 
(3)  Gynecology;  (4)  Stomatology;  (5) 
Ophthalmology;  (6)  Surgery;  (7)  Acu- 
puncturing; (8)  Massage.  But  the 
medical  operations  of  stomatologists  seem 
to  have  been  limited  to  the  extraction  of 
diseased  teeth,  the  remedying  of  tooth- 
ache, and  somewhat  simple  treatment  of 
the  various  diseases  of  the  mouth  by  a 
primitive  mode. 

At  the  present  day  it  is  not  an  easy 
task,  even  for  the  Japanese,  to  obtain 
full  information  as  to  the  medicines  these 
stomatologists  used,  and  the  artistic  skill 
exercised  in  the  execution  of  their  dental 
operations.  This  is  due  to  the  fact  that 
they  seldom  had  any  written  form  of 
instruction  and  that  they  had  no  text- 
books. After  diligent  research  the  writer 
has  found  a  few  of  the  dental  tools  used 
by  these  practitioners,  and  something 
about  their  medicines,  besides  some  in- 
formation as  to  their  curative  methods. 


As  in  every  other  country  at  any 
period,  the  extraction  of  carious  teeth 
was  in  Japan  the  most  common  opera- 
tion for  the  dentist.  The  easiest  of  these 
cases  was  usually  executed  with  the 
thumb  and  index  finger  instead  of  with 
dental  forceps.  In  case  these  handy 
natural  tools  were  ineffective  a  pair  of 
nippers  were  used.  Sometimes  an  in- 
strument, similar  in  its  construction  to  a 
sickle,  only  much  smaller,  was  used  to 
loosen  -a  diseased  tooth  from  the  gum. 
This  sickle-like  tool  corresponded  to  our 
lancet.  After  the  edge  of  the  gum  was 
cut  loose  from  the  tooth,  a  certain  quan- 
tity of  mercury  bichlorid  was  applied  to 
free  the  root  of  the  tooth  from  the  gum. 
Then  their  ever-ready  tools,  the  thumb 
and  finger,  usually  did  the  rest  of  the 
work. 

Not  seldom,  a  stick  and  a  mallet  were 
used  to  remove  teeth.  The  stick  was 
made  of  a  hard  wood,  about  six  inches 
long,  and  one  of  its  ends  was  finished 
much  finer  than  the  main  body.  The 
finer  end  was  firmly  applied  to  a  tooth, 
and  then  the  mallet,  which  was  also  made 
of  a  hard  wood,  about  twelve  inches  long, 
was  used  to  hammer  the  thicker  end  of 
the  stick.  These  devices — ingenious  as 
they  thought — were  employed  to  remove 
or  rather  knock  out  diseased  teeth,  much 
to  the  annoyance  and  discomfort  of  the 
patient.  For  pyorrhea  alveolaris,  opium 
{Tconronsan,  "mixed  drug")  is  said  to 
have  been  used. 

Artificial  dentures   were  invented  by 
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Bunchu  SatO;,  a  famous  stomatologist 
at  that  time,  who  had  the  honor  of  at- 
tending on  Princess  Fumi,  a  daughter  of 
the  Shogun.  'The  denture  made  by  this 
pioneer  dentist  was  wholly  of  wood;, 
carved  with  a  knife  or  a  chisel,  so  as  to 
take  the  place  of  a  natural  tooth  as  nearly 
as  possilDle  on  inspection,  and  it  seems  to 
have  been  intended  to  restore  the  natural 
appearance  of  the  mouth.  Meanwhile, 
teeth  were  carved  from  alabaster,  white 
nuarble,  or  ivory,  and  riveted  with  strong 
glue  to  the  base  of  a  hard  wood  with 
metal  pins.  These  dentures  were  retained 
by  atmospheric  pressure,  without  provid- 
ing any  special  air  chamber,  independent 
of  natural  teeth — this  method  being  in- 
vented incidentally.  Afterward,  a  great 
improvement  was  accomplished  in  the 
making  of  dentures;  they  began  to  be 
made  from  a  wax  impression  and  a  wax 
model,  carving  wood  blocks  by  hand  and 
tools,  paint  aiding  in  the  adaptation.  Al- 
though these  dentures  did  not  serve  as 
well  as  those  now  made  of  india-rubber, 
yet  they  were  practically  attached,  and 
they  are  known  to  have  served  the  purpose 
of  mastication  tolerably  well.  Thence- 
forth they  were  no  longer  considered  as 
mere  ornaments.  Strange  to  say,  the 
right  of  making  these  dentures,  during 
that  time,  was  reserved  by  the  stoma- 
tologist, it  not  being  allowed  to  those  out- 
side the  profession  to  make  them  after 
his  method  or  even  to  use  them,  unless 
they  signed  an  oath  to  keep  strict  se- 
crecy even  toward  their  parents  and 
brothers. 

It  is  beyond  possibility  to  ascertain  ex- 
actly how  far  back  all  of  these  arts  and 
methods  began  to  be  practiced,  but,  as 
stated  before,  since  the  first  part  of  the 
Tokugawa  dynasty,  say  about  two  cen- 
turies and  a  half  ago,  dentistry  was  prac- 
ticed here  and  there  in  Japan.     These 


practitioners  were  for  the  most  part 
either  men  of  means  or  samurai  (knights) 
who  had  abandoned  knighthood  for  the 
profession;  and  a  few  of  them  were 
respectable  physicians  who  inherited 
their  profession  from  their  ancestors. 
Among  these,  Bunchu  Sato,  the  inventor 
of  the  artificial  denture,  and  Anchu  Shi- 
midzu,  once  a  student  of  the  above,  who 
had  also  the  honor  of  attending  on  Une- 
nienosho  Toda,  the  feudal  lord  of  Ogaki, 
are  known  to  us.  Consequently  these 
practitioners  were  regarded  with  respect 
by  the  public.  Afterward,  however,  men 
in  lower  classes,  or  ronin  (men  expelled 
from  knighthood  for  their  misconduct), 
who  were  quite  ignorant  of  everything 
connected  with  the  treatment  of  the  tooth, 
came  to  take  up  the  dental  profession. 
They  extracted  teeth  by  force  and  sold 
dentifrice  in  the  streets,  crying  in  a  curi- 
ous tone  of  voice  to  advertise  themselves 
to  passers-by,  or  attracting  people  around 
them  by  means  of  a  peculiar  kind  of 
fencing  with  a  sword  four  or  five  feet 
long,  or  a  skilful  art  of  spinning  tops. 
As  a  matter  of  course,  their  dentistry 
was  a  clumsy  art;  and  their  dangerous 
manner  of  carrying  out  the  operations 
gradually  brought  the  profession  into 
contempt,  and  it  was  no  longer  considered 
by  the  public  as  a  profession  worthy  of  a 
man  of  self-respect.  Therefore,  even  at 
present,  the  words  iainuki  (the  name  of  a 
peculiar  kind  of  fencing)  and  top-spin- 
ners make  one  think  of  the  profession  of 
dentistry;  and  naturally  some  suppose 
that  their  profession  includes  the  practice 
of  dentistry.  Owing  to  this  circumstance, 
the  investigation  of  all  matters  connected 
with  dentistry  was  totally  neglected  by 
our  countrymen,  except  for  some  families 
known  as  matsui  gensui  (a  popular  name 
of  top-spinners)  and  nagai  hiyosuke  (a 
popular  name   of  peculiar   fencers)    or 
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tlieir  pupils   allowed   to   call   themselves 
by  such  names. 

Such  was  'the  condition  of  dentistry  in 
Japan  until  the  flood  of  Western  civiliza- 
tion poured  in  as  the  result  of  the  advent 
of  Commodore  Perry  of  the  United  States 
Navy,  in  1854.  This,  of  course,  brought 
about  a  many-sided  change  in  the  politi- 
cal, social,  and  educational  institutions 
of  Japan;  and,  in  consequence,  the  old 
system  of  dentistry  could  not  remain  un- 
affected. The  presence  of  American  den- 
tists, the  late  Dr.  Eastlake  of  Shanghai, 
and  Dr.  W.  St.  George  Elliott,  of  New 
York  at  present,  both  of  whom  opened 
their  offices  in  Japan  in  the  beginning  of 
the  Meiji  era,  was  the  first  direct  cause 
of  the  development  of  our  dentistry  in 
the  true  sense  of  the  word.  The  former 
visited  Yokohama  early  in  1868;  and 
after  having  practiced  one  year  there,  he 
returned  to  Shanghai.  Dr.  Eastlake  took 
with  him  to  Shanghai  the  late  Dr.  T. 
Hasegawa,  the  first  Japanese  student  of 
modern  dentistry  and  afterward  a  repu- 
table dentist  at  Tokio.  Dr.  Elliott  ar- 
rived at  Yokohama  early  in  1870,  remain- 
ing there  until  late  in  1875 ;  and  Dr.  Y. 
Obata,  who  has  been  practicing  at  Tokio 
since  1873,  was  his  first  student.  Dr. 
Elliott's  five  years'  stay  in  Japan  gave 
invaluable  benefit  to  the  dental  profession 
by  imparting  an  idea  of  the  modern  art 
of  dentistry  to  some  of  the  old-fashioned 
practitioners.  He  imported  during  his 
stay  a  dental  engine,  tools,  and  some  of 
the  materials,  and  introduced  a  primitive 
dental  chair  of  wood,  which  was  after- 
ward improved  and  is  now  generally  used 
by  our  dentists.  From  that  time,  as  the 
years  went  by,  the  number  of  students  of 
the  new  school  gradually  increased.  Some 
of  them  began  to  practice,  and  succeeded 
not  only  in  winning  the  admiration  of 
the  general  public  by  their  thoroughness 


and  .skill,  but  also  were  welcomed  by 
patients  of  the  higher  classes  whose 
fathers  and  forefathers  had  looked  down 
upon  dentists  with  contempt.  Many  of 
our  countrymen  began  gradually  to  re- 
alize the  necessity  of  taking  good  care 
of  their  teeth  with  competent  dentists' 
aid ;  and  old-fashioned  practitioners  were 
entirely  abandoned  by  them,  being  con- 
sidered very  dangerous  and  not  fit  to  be 
relied  upon. 

It  was  impracticable,  however,  at  that 
time  to  strictly  prohibit  these  old-fash- 
ioned dentists  from  practicing.  But,  at 
last,  a  measure  was  adopted  by  the 
government  which  had  the  effect  of  grad- 
ually consigning  them  to  oblivion.  This 
measure  was  the  regulation  concerning 
medical  licenses  and  licensing  examina- 
tions for  both  medical  and  dental  practi- 
tioners which  was  promulgated  in  1883. 
This  regulation  laid  down  that  every  den- 
tal practitioner  must  have  passed  the  ex- 
aminations for  a  license  in  dentistry,  and 
the  old-fashioned  dentists  were  allowed 
only  to  extract  diseased  teeth  and  to  make 
artificial  dentures,  superintended  under 
the  by-law  published  by  pref  ectural  offices, 
according  to  their  local  conditions.  (See 
Eegulations,  given  later  in  this  paper.) 
Though  this  was  not  a  fatal  blow,  yet  the 
occupation  of  these  poor  practitioners 
was  henceforth,  like   Othello's,   "gone" ! 

The  examinations,  thus  ordered,  con- 
sisted of  two  parts,  written  and  oral. 
The  former  comprised  six  subjects, 
namely,  anatomy,  pathology,  materia 
medica,  physiology,  prosthetic  and  opera- 
tive dentistry,  the  latter  being  to  test 
the  candidates  with  regard  to  their  prac- 
tical knowledge  as  well  as  their  acquaint- 
ance with  the  art  of  dentistry. 

In  those  days,  however,  there  was  no 
book  on  dentistry  in  the  Japanese  lan- 
guage, neither  was  there  any  institution 
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organized  for  the  teaching  of  that  im- 
portant subject ;  so  that  young  men  who  de- 
sired to  become  dental  surgeons  could  find 
no  other  means  of  acquiring  the  necessary 
knowledge  than  by  becoming  apprentices. 
None  but  those  who  lived  at  the  time  and 
went  through  the  experience  can  form 
any  idea  of  the  difficulty  of  attaining  a 
thorough  acquaintance  with  this  art  with- 
out the  aid  of  books  and  school,  and  of 
properly  qualifying  oneself  as  a  dentist. 
As  a  consequence  of  the  conditions  men- 
tioned, very  few  candidates  were  fortu 
nate  enough  to  get  the  privilege  of  prac- 
ticing; and  for  the  first  six  or  seven 
years  after  the  date  of  first  examination, 
the  licensed  practitioners  remained  very 
few  in  number.      (See  table,  page  440.) 

While  the  study  and  the  practice  of 
dentistry  were  in  this  poor  condition,  the 
progress  made  in  all  the  other  depart- 
ments of  medical  science  in  Japan  had 
already  become  very  marked.  Large 
numbers  of  well-qualified  men  were  en- 
rolled in  the  medical  gazette  published 
by  the  government,  and  the  educational 
institutions  for  medical  students  were  es- 
tablished by  the  government  in  the  chief 
towns  of  the  empire.  It  is  needless  to  re- 
mark that  the  contrast  was  striking.  Un- 
less a  more  effective  plan  for  the  ad- 
vancement of  dental  education  were  laid 
down  by  the  government,  it  would  of 
course  have  been  entirely  hopeless  to 
bring  it  up  to  the  level  of  that  of  the 
mother  science.  Yet  the  government 
could  not  then  take  any  active  steps  in 
the  matter,  being  too  much  occupied  with 
more  direct  and  pressing  affairs. 

Thus,  at  that  time,  the  need  of  an  in- 
stitution designed  to  promote  the  specific 
study  of  dental  surgery  was  keenly  felt. 
Suggestions  looking  to  the  formation  of 
a  dental  school  were  heard  from  time  to 
time,   but  no   definite   step   was   taken. 


This  task  was  reserved  for  Dr.  K.  Taka- 
yama,  Japan's  most  renowned  dentist. 
He  established  a  dental  school  at  his 
own  expense  in  November  1889,  at  Tokio. 
The  institution  was  called  the  Takayama 
Dental  College,  being  the  first  school  of 
dentistry  ever  established  in  Japan,  and 
the  predecessor  of  the  present  Tokio  Den- 
tal College.  It  was  founded  with  the 
purpose  of  educating  men  to  practice  den- 
tistry as  a  specialty  of  science.  The  cur- 
riculum included  the  fundamental  de- 
partments of  medicine,  with  prosthetic 
and  operative  dentistry.  The  courses  of 
instruction,  however,  were  very  primitive 
at  its  inauguration,  owing  to  the  paucity 
of  funds  and  the  deficiency  of  good  in- 
structors. He  delivered  several  lectures 
himself  on  dentistry,  and  he  constantly 
contributed  to  the  school  a  large  amount 
of  money,  and  his  unceasing  labor  and 
services  brought  at  last  the  present  devel- 
opment and  prosperity  of  the  college 
(see  page  432).  Evidently  the  resu.lt 
of  the  organization  of  the  college  was  im- 
portant; it  led  the  public  to  appreciate 
the  importance  of  dentistry,  and  put  den- 
tists on  a  higher  professional  plane  than 
before.  Since  its  establishment,  the  col- 
lege has  sent  out  a  great  many  well- 
qualified  practitioners,  and  it  is  no  exag- 
geration to  say  that  the  college  has 
come  to  be  recognized  as  the  only  means 
calculated  to  aid  those  who  are  desirous 
of  specially  qualifying  themselves  for  the 
practice  of  dentistry  in  Japan. 

In  1894,  another  dental  school  was 
founded  by  Dr.  K.  Watanabe,  lately  at 
Nagoya.  This  school,  called  the  Aichi 
Dental  College,  is  now  existing,  yet  small 
in  its  scale  compared  with  that  of  Dr.  K. 
Takayama. 

Prior  to  the  organization  of  the  Taka- 
yama Dental  College,  Messrs.  K.  Kanno, 
Y.  Yoshida,  and  Gr.  Sudzuki  are  said  to 
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have  established  an  apprentice  school  of 
dentistry  at  Tokio,  under  the  superin- 
tendence of  Mr.  S.  Kubota,  but  owing  to 
financial  difficiiUies  it  did  not  exist  later 
than  1889. 

Besides  the  organization  of  these  edu- 
cational institutions,  an  important  step 
toward  the  investigation  of  modern  den- 
tistry as  well  as  enlightenment  as  to 
dental  hygiene,  was  taken  in  1890  by 
some  of  our  dentists  establishing  an 
odontologioal  society  at  Tokio.  At  that 
time  the  measure  was  highly  appreciated, 
owing  to  the  fact  that  almost  all  dental 
apprentices  were  unable  to  attend  the 
dental  school  in  the  daytime,  for  they  had 
to  work  from  morn  to  eve  in  the  labora- 
tory of  their  preceptors.  The  society  of 
this  kind  first  established  was  that  known 
as  the  Shikwa  Kenkiu  Kwai.  Its  first 
meeting  was  held  in  ISTovember  1890. 
From  the  time  of  its  organization,  meet- 
ings held  once  a  month  were  always 
crowded  by  younger  practitioners  and 
dental  apprentices.  They  read  and  dis- 
cussed their  papers,  and  a  monthly  mag- 
azine, called  the  Shihwa  Kenkiu  Kwai 
Geppo,  was  published.  This  society, 
presided  over  by  Dr.  S.  Yenomoto,  has 
done  very  much  to  introduce  the  Ameri- 
can system  of  modern  dentistry  among 
our  dental  circle,  as  well  as  to  facilitate 
the  study  of  apprentices  who  have  no  re- 
liable books  to  aid  them.  It  continued 
to  exist  till  late  in  1900,  but  unfortu- 
nately, with  the  resignation  of  President 
Yenomoto,  who,  with  unceasing  labor 
maintained  during  his  presidency  had 
brought  the  career  of  this  society  to  the 
highest  point,  this  pioneer  institution 
began  to  deteriorate,  and  at  last  it  was 
dissolved  in  1900. 

At  the  same  time  with  the  organization 
of  the  above  society,  another  institution, 
called  the  Shikwa  Kogi  Kwai,  was  estab- 


lished by  Messrs.  K.  Kanno,  S.  Yoshida, 
and  G.  Sudzuki,  dental  practitioners  of 
the  old  school.  The  object  of  this  society 
was  to  start  some  lectures  on  modern 
dentistry  for  the  apprentices  of  its  mem- 
bers, all  of  whom  were  old-fashioned 
dentists  previously  referred  to.  These 
lectures  were  printed  and  distributed 
among  the  members.  It  was  natural  that 
old  practitioners  were  refused  any  social 
intercourse  by  the  dentists  of  the  new  sys- 
tem, and  as  a  matter  of  course  their  ap- 
prentices wished  among  themselves  to 
study  the  new  lines  of  dental  science 
necessary  for  passing  the  licensing  exam- 
inations. Among  their  lecturers  S.  Izawa, 
D.M.D.,  and  Mr.  Y.  Kojimahara,  a  trans- 
lator of  American  dental  books,  are  said 
to  have  incessantly  labored  for  the  pros- 
perity of  this  society,  while  Dr.  K.  Taka- 
yama  taught  successfully  in  his  college, 
which  was  open  to  any  dental  student 
who  desired  to  be  educated. 

At  that  time  the  failure  to  restrict  the 
practice  of  the  old-fashioned  dentists  ac- 
cording to  the  regulations  promulgated  in 
1883  was  a  source  of  constant  annoyance 
to  the  new  dental  practitioners.  The 
question  of  the  domain  of  the  license  of 
the  former  has  been  discussed  eagerly  by 
some  dentists,  but  without  any  effect. 
Although  prohibited,  yet  the  practition- 
ers of  the  old  system  frequently  prescribed 
poisonous  medicines  for  their  patients, 
which  caused  deaths  here  and  there.  This 
lamentable  condition  at  last  caused  an 
association  of  dental  licentiates  to  be  or- 
ganized in  1893,  with  the  object  of  carry- 
ing out  an  effective  plan  for  the  ameliora- 
tion of  the  social  position  occupied  here- 
tofore by  the  members.  It  was  also  the 
object  of  the  association  to  protect  their 
profession  against  the  old-fashioned  den- 
tists, who  occasionally  violated  the  regu- 
lations.  This  organization,  the  pioneer  of 
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professional  associations  on  this  line,  was 
named  the  Shikwa  Ikwai  and  held  its 
first  meeting  in  June  1894  at  Tokio. 
From  that  time  on,  many  local  associa- 
tions with  the  same  object  were  organized 
throughout  the  empire.  But  these  asso- 
ciations, which  had  grown  up  without 
any  connection  between  each  other,  grad- 
ually felt  the  necessity  of  amalgamating 
into  one  body.  Thus  a  new  organization 
of  national  character  sprang  up,  under 
the  name  of  the  Nihon  Shikwa  Ikwai 
(the  National  Dental  Association  of 
Japan),  in  1903,  and  the  local  associa- 
tions united  are  now  endeavoring  to  pro- 
mote the  professional  status  of  dentistry, 
with  a  closer  uniformity. 

Prior  to  the  union  of  these  associations, 
an  odontological  society,  called  Shikwa 
Igaku  Kwai,  existed,  and  was  attached 
till  the  end  of  last  year  to  the  Shikwa 
Ikwai;  but  by  the  dissolution  of  its 
mother  association,  it  was  reorganized  as 
an  independent  society  chiefly  devoted  to 
the  investigation  of  dental  science.  At 
present  the  society  holds  a  monthly 
meeting,  in  which  essays  are  read  and 
their  merits  discussed,  and  its  transac- 
tions are  iss^ied  from  time  to  time. 

In  1898,  the  government  recognized 
the  necessity  of  dental  education  as  a  de- 
partment of  science — which  had  been  for 
a  long  time  ignored,  in  spite  of  earnest 
advice  given  by  some  of  our  licentiates — - 
and  sent  H.  Ishiwara,  M.D.,  as  assistant 
professor  in  the  Medical  Department  of 
the  Imperial  University  at  Tokio,  to  visit 
Europe  and  America  with  the  object  of 
investigating  the  educational  system  of 
dentistry.  He  came  back  in  1903,  but 
he  was  unsuccessful  in  his  ambition  to 
find  himself  the  founder  of  a  dental 
course  in  the  university,  owing  to  the 
lack  of  a  government  subsidy,  and,  lately, 
was  obliged  to  satisfy  himself  with  the 


opening  of  a  dental  infirmary  in  the  uni- 
versity hospital.  The  writer,  therefore, 
feels  quite  hopeless  of  a  decisive  step  to 
be  taken  in  the  near  future  by  our  govern- 
ment toward  the  furtherance  of  our  den- 
tal education,  and  regrets  there  are  no- 
dental  courses  or  departments  provided 
in  tbe  universities  at  Tokio,  Kioto,  and 
Fukuoka. 

Now  for  the  practical  side  of  the  pro- 
fession. There  was  another  hidden  power,. 
probably  more  direct  than  those  organi- 
zations above  referred  to,  in  developing 
both  the  art  and  operations  of  our  den- 
tists. I  mean  the  introduction  by  our 
graduates  of  American  dental  schools  of 
the  new  methods  and  discoveries  of 
American  dentistry.  They  have  been 
coming  back  to  Japan,  one  after  another, 
since  1889.  The  first  graduate  was  A. 
Katayama,  D.D.S.,  formerly  an  appren- 
tice of  Dr.  K.  Takayama.  Soon  after  his 
return,  he  delivered  several  lectures  in  the 
Takayama  Dental  College.  Among  these- 
lectures,  those  on  crown  and  bridge  work 
gave  much  benefit  to  the  dental  profes- 
sion; but  these  arts  seem  to  have  been 
more  precisely  taught  by  M.  Ichinoi^ 
D.D.S.  The  next  phase  to  be  remem- 
bered is  the  return  of  S.  Izawa,  D.M.D.^ 
to  whom  we  are  indebted  for  an  improved 
method  of  operation  on  root-canals,  espe- 
cially in  the  scientific  field.  Besides  these 
men,  E.  Sone,  D.D.S. ,  Dr.  M.  Yamamura, 
and  Dr.  H.  Matsubara  have  also  done- 
\'ery  much  since  their  return  to  Japan 
in  introducing  up-to-date  knowledge  of 
operative  dentistry.  Many  graduates  re- 
cently came  back  from  America,  and  are- 
all  striving  to  instruct  their  professional 
friends  in  lately  advanced  system  of  den- 
tal prosthesis.  These  graduates  number 
nearly  twenty,  and  they  are  practicing- 
their  art  with  great  success  at  Tokio. 

As  to  those  dental  practitioners  who- 
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were  once  abroad  to  qualify  themselves, 
it  is  the  writer's  duty  to  specially  men- 
tion in  this  essay  the  names  of  two  pre- 
ceptors, Dr.  Van  Denburg  and  Dr.  L.  L. 
Dunbar  of  San  Francisco,  both  of  whom, 
though  they  never  visited  Japan,  con- 
tributed a  great  deal  to  the  advancement 
of  dentistry  in  Japan  by  training  Drs. 
K.  Takayama,  A.  Katayama,  M.  Ichinoi, 
K.  Sone,  M.  Yamamura,  and  H.  Mat- 
subara  as  first-class  practitioners.  The 
former  gentleman  instructed  the  first 
three,  the  latter  the  others,  in  their  offices. 

During  that  time,  however,  many  of 
our  practitioners  could  not  rest  content 
without  rendering  some  service  in  inves- 
tigating the  new  line  of  dental  science. 
Among  these,  the  writer  recollects  Drs.  S. 
Yenomoto  and  S.Tomiyasu  on  cataphore- 
sis  and  Drs.  S.  Tomiyasu  and  K.  Ogawa 
on  oral  bacteriology.  The  latter  two 
have  heen  incessantly  studying  the  oral 
microbes  since  1888. 

Before  closing  this  essay,  a  few  con- 
siderations on  the  methods  of  practice  of 
our  practitioners  may  be  briefly  stated, 
that  we  may  appreciate  fully  their  present 
standing.  Twenty  years  ago  the  chief 
materials  used  in  filling  teeth  were  amal- 
gam and  gutta-percha,  the  roots  of  the 
teeth  being  filled  with  cotton  saturated  in 
creajsote  or  carbolic  acid;  but  at  present, 
with  the  improved  methods  of  root-canal 
operation,  these  materials  are  rarely  used 
as  temporary  fillings.  The  gold  foils 
made  in  Japan  are  so  excellent  in  their 
quality  that  cohesiveness  can  be  altered 
easily  by  heat  or  ammonia.  Since  1889, 
crown  and  bridge  work  has  been  intro- 
duced, and  this  art  is  now  very  familiar 
to  first-class  practitioners  of  our  country. 
To  a  great  extent,  however,  vulcanized 
artifieial  dentures,  with  clasps  or  without, 
are  welcomed  by  the  majority  of  our  pa- 
tients, who  are  unable  to  pay  so  much  fee 


as  is  demanded  for  the  former  operation.. 
For  the  same  reason,  continuous-gum 
work  is  rarely  met  in  practice.  General 
anesthesia  is  as  yet  quite  unknown  to  our 
dentists,  owing  to  the  fact  that  their  pa- 
tients never  seek  to  escape  suffering 
by  such  means.  Between  1888  and 
1890,  cataphoresis  was  highly  recom- 
mended by  some  practitioners,  but  the  re- 
sult being  unsatisfactory  we  find  at  pres- 
ent no  apparatus  of  this  process  in  any 
dental  office.  Thus  the  local  anesthetic 
agent  now  in  vogue  is  a  mixed  do.^e  of 
cocain  and  adrenalin,  and  some  recom- 
mend the  Schleich  local  anesthesia.  Ee- 
cently,  porcelain  inlay  work  is  attracting 
much  attention.  As  to  antiseptic  ar- 
rangements, our  practitioners  are  always 
paying  great  attention  to  it.  It  is  to  be 
attributed  to  the  fact  that  our  physicians 
have  appreciated  to  a  considerable  extent 
the  importance  of  asepsis;  and  dentists 
could  not  alone  remain  indifferent.  The 
sterilizing  agents  now  generally  used  are 
carbolic  acid  and  formaldehyd.  Many 
convenient  sterilizing  apparatus  have 
been  invented,  and  at  least  one  of  them 
is  recognized  as  indispensable  in  a  dental 
office. 

Concerning  the  dental  specialties,  Jap- 
anese manufacturers  have  recently  made 
rapid  progress,  and  dealers  carry  a  fairly 
good  line  of  goods,  many  of  them  being 
imported  and  -many  now  being  made  by 
themselves.  Yet,  with  few  exceptions, 
wooden  chairs  of  old  style,  very  clumsy 
in  form,  are  seen  in  most  operating  rooms. 
Some  time  ago,  a  few  chairs  were  made 
on  the  same  pattern  as  American  den- 
tists', but  being  liable  to  get  out  of  order, 
our  first-class  operator  now  prefers  the 
Wilkerson  chair,  and  up  to  the  present 
nearly  one  hundred  of  these  chairs  have 
been  imported.  Electric  or  hydraulic  den- 
tal engines  have  not  yet  been  imported. 
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Foot-'power  dental  engines  are  generally 
in  use,  most  of  them  being  made  in  our 
■country;  they  are  practically  serviceable, 
except  their  sheaths.  Almost  all  the  in- 
struments, such  as  drills,  excavators, 
nerve-broaches,  forceps,  etc.,  are  also  made 
in  Japan;  the  faults  once  common  in 
most  of  them  are  no  longer  met,  and  their 
use  is  increasing  day  by  day.  Electric 
appliances  of  all  kinds  made  in  Japan  are 
excellent,  comparing  with  those  made  in 
America  or  Europe.  'They  are  clumsy  in 
form,  but  not  different  at  all  in  their 
effect.  The  manufacture  of  artificial 
teeth  is  still  in  a  very  primitive  stage  of 
evolution.  Most  teeth  for  rubber  work 
are  pinless — platinum  being  too  expen- 
sive— having  an  undercut  for  the  reten- 
tion of  rubber.  Lately,  Dr.  E.  Wata- 
nabe  made  teeth  with  metal  pins,  infusi- 
ble like  the  platinum  pin  and  applicable 
to  any  metal  base;  but  they  are  made 
only  for  his  own  use. 

All  in  all,  however,  the  Japanese  man- 
ufacturers are  still  in  the  most  immature 
state  of  development,  and  it  is  no  exag- 
geration to  say  that  to  a  large  extent 
American  firms  are  supplying  at  pres- 
ent dental  goods,  especially  up-to-date  ap- 
pliances, for  Japan.  The  best  known  to 
ns  in  superiority  of  their  goods  is  The 
S.  S.  White  Dental  Mfg.  Co.,  the  first 
exporter  of  dental  specialties.  Kecently, 
the  Consolidated  Dental  Mfg.  Co.  ex- 
ported their  goods,  their  customers  in- 
creasing day  by  day  in  our  market,  here- 
tofore monopolized  by  the  first-named 
company.  Besides  these  firms,  H.  D. 
Justi  &  Son  and  Claudius  Ash  &  Sons 
are  exporting  teeth  and  rubber  specially. 

Thus  far  the  writer  has  given  only  a 
short  sketch  of  the  past  and  present  of 
dentistry  in  Japan.  Undoubtedly  every 
reader  will  recognize  the  fairly  rapid 
progress   it  has   made   during  the  past 


thirty  years.  But  no  one  could  possibly 
disagree  with  the  writer  in  saying  that  it 
is  still  in  a  primitive  state  of  develop- 
ment. There  are  altogether  766  dentists 
in  the  empire,  some  of  whom  were  barely 
licensed  in  virtue  of  doubtful  knowledge 
acquired  as  apprentices.  Granting  that 
all  of  them  are  capable  of  attending  to 
the  teeth  of  the  nation,  we  must  remem- 
ber that  Japan  has  fifty  million  inhabi- 
tants. This  means  only  one  dentist  for 
every  65,274  persons.  Ko  wonder  that 
so  many  Japanese  suffer  from  caries, 
and  consequently  from  dyspepsia.  It 
need  not  be  said  that  the  present  slow 
state  of  progress  is  far  from  what  we 
can  be  satisfied  to  tolerate.  Eeviewing 
all  the  conditions,  we  realize  most  con- 
scientiously that  the  mission  of  the  pres- 
ent dental  practitioner  is  very  great,  and 
we  are  sincerely  hoping  that  the  time 
shall  speedily  come  when  we  shall  be  able 
to  turn  out  the  necessary  number  of  den- 
tal licentiates,  so  that  they  may  better 
meet  the  demand  of  the  field  before  us, 
which  is  already  white. 

II.  Dental  Schools. 
ToTcio  Dental  College. 

The  Tokio  Dental  College,  the  oldest 
institution  of  dental  education  in  Japan, 
was  established  at  Tokio  in  Kovember 
1889,  by  Dr.  K.  Takayama.  The  insti- 
tution was  called  at  that  time  the  Taka- 
yama Dental  College,  after  its  founder. 
The  aim  of  the  college  is  to  furnish  den- 
tists and  those  desiring  to  engage  in  den- 
tistry with  every  opportunity  of  acquir- 
ing a  thorough  practical  education  in  that 
science. 

At  the  first  session  of  the  college  the 
faculty  was  composed  of  seven  instruc- 
tors, the  majority  of  whom  were  former 
apprentices  of  the  founder,  and  who  were 
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all  reputable  practicing  dentists  at  that 
time.     The  chair  of  the  president  was 
occupied  by  the  founder.     In  the  begin- 
ning of  the  first  session,  only  nine  stu- 
dents were  enrolled,  but  the  number  was 
increased  to  forty-five  in  July  of  the  next 
year.     From  the  inauguration  of  the  col- 
lege, financial  difficulties  were  very  con- 
siderable; consequently  a  certain  sum  of 
money  was  contributed  by  the  founder  to 
make  good  the  deficit.     The  courses  of 
instruction  at  that  time  were  very  primi- 
tive, owing  to  the  paucity  of  the  fund, 
and  all  the  students  were  instructed  in 
one  classroom.     The  course  consisted  of 
instruction  in  physics,  chemistry,  anat- 
omy, pathology,  physiology,  materia  med- 
ica,   operative   and  prosthetic  dentistry, 
and  clinical  lectures  were  given  twice  a 
week.     There  being  no  text-book,  it  was 
a  matter  of  pressing  importance  to  pro- 
vide them,  so  as  to  facilitate  the  investi- 
gation of  the  students.     After  incessant 
labor  of  four  years,  from  1891  to  1895, 
text-books  on  dental  metallurgy,  operative 
dentistry,  prosthetic  dentistry,  dental  sur- 
gery, materia  medica,  and  anatomy  of  the 
fifth  nerve  were  written  by  the  profes- 
sors, and  published  by  the  college  year 
after  year.     Besides  these  works,  notes  of 
lectures  delivered  in  the  class  room  were 
also  published  monthly  for  the  conveni- 
ence of  outside  students  who  could  not 
attend  the  college  regularly.     In  Janu- 
ary 1900,  Dr.  Takayama  was  obliged  to 
place  the  college  under  the  control  of  Dr. 
M.   Chiwaki,  one  of  the  faculty,  being 
himself  too  busy  with  his  practice  to  look 
after  the  business  of  the  institution.   Dr. 
M.  Chiwaki  then  took  upon  himself  the 
sole  responsibility  of  the  college.     He  re- 
moved   the    institution    to    the    present 
building  at  Misakicho,  Kanda,  which  was 
bought  at  his  own  expense.     In  the  be- 
ginning of  the  annual  session  Dr.  Taka- 


yama resigned,  and  the  presidental  chair 
was  given  to  Dr.  M.  Chiwaki  as  his  suc- 
cessor. After  the  removal  of  the  college 
to  this  location  its  name  was  changed  to 
that  which  it  now  bears,  and  improve- 
ments were  made  in  the  schedule  and  in 
the  system  of  instruction  so  as  to  bring 
them  up  to  the  level  of  modern  require- 
ments and  of  the  present  standing  of  den- 
tistry in  Japan.  Thus  the  courses  of  in- 
struction were  extended  over  three  col- 
legiate years,  and  some  able  professors 
were  added  to  the  college  staff.  Owing 
to  these  innovations,  the  prosperity  of  the 
college  was  considerably  increased  and 
the  faculty  have  steadily  carried  out  fur- 
ther improvements,  their  object  being  to 
secure  a  more  thorough  scientific  training 
of  the  students.  In  addition  to  those  fa- 
cilities, the  recent  advancement  of  dental 
science  in  America  necessitating  the  publi- 
cation of  new  text-books  in  lieu  of  those 
hitherto  used,  the  college  has  published 
more  full  and  up-to-date  works,  written 
bv  the  professors  during,  last  session.  The 
subjects  of  these  text-books  are — Dental 
anatomy  and  histology,  dental  pathology, 
orthodontia,  operative  dentistry,  pros- 
thetic dentistry,  materia  medica,  crown 
and  bridge  work,  and  oral  bacteriology. 

Since  its  establishment  the  college  has 
sent  out  138  graduates,  and  nearly  four 
hundred  students  have  passed  the  licens- 
ing examinations.  These  qualified  den- 
tists constitute  over  one-half  of  all  the 
practitioners  who  have  so  far  qualified 
themselves  in  Japan.  The  college  there- 
fore is  recognized  as  the  only  means  cal- 
culated to  aid  those  who  desire  specially 
to  qualify  themselves  for  the  licensing  ex- 
aminations. 

The  course  of  instruction  of  the  college 
extends  over  three  years  of  ten  months 
each.  Information  is  imparted  by  lec- 
tures,  recitations,   clinics,   and  practical 
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■exercises  with  the  aid  of  text-books  aip- 
pointed  by  the  faculty.     Schedule : 

Freshman  —  Chemistry  and  physics, 
physiology,  anatomy  (general  and  den- 
tal), materia  medica. 

Junior — Dental  metallurgy,  therapeu- 
tics, general  pathology,  bacteriology,  op- 
erative and  prosthetic  dentistry,  labora- 
tory work,  infirmary  practice. 

Senior — Surgery,  bacteriology,  opera- 
tive and  prosthetic  dentistry,  crown  and 
bridge  work,  laboratory  work,  infirmary 
practice. 

All  candidates  for  admission  must  pre- 
sent a  satisfactory  evidence  of  moral 
character,  and  are  required  to  pass  a  pre- 
liminary examination  or  to  present  a  cer- 
tificate of  graduation  from  a  middle 
school,  or  a  first-class  certificate  covering 
the  subjects  enumerated:  (1)  History, 
universal  and  Japanese;  (2)  Elemen- 
tary physics  and  chemistry;  (3)  Rhet- 
oric, Japanese  and  English;  (4)  Arith- 
metic; (5)  Algebra;  (6)  Geometry. 

Candidates  for  advanced  standing  are 
admitted  upon  the  following  conditions: 

(1)  Candidates  for  the  junior  class 
are  to  present  a  freshman  class  certificate 
of  a  medical  school,  or  to  pass  final  ex- 
amination of  freshman  class  of  the  col- 
lege. 

(2)  Candidates  for  the  senior  class 
are  to  present  the  above-mentioned  cer- 
tificate, and  are  required  to  be  properly 
certified  by  a  reputable  practicing  den- 
tist, or  to  pass  final  examination  of  junior 
■class  of  this  college. 

For  graduation,  every  candidate  is  re- 
quired to  devote  three  years  to  the  study 
of  dentistry,  including  his  collegiate 
course,  or  to  have  attended  three  full 
•courses  of  lectures  in  separate  years  which 
■must  have  been  in  this  college.  At  the 
<end  of  the  third  year,  a  student  who  has 


satisfactorily  passed  the  final  examina- 
tion of  this  college  receives  a  diploma.  At 
present  the  college  does  not  confer  a  de- 
gree. 

Aichi  Dental  College. 

The  Aichi  Dental  College,  one  of  the 
two  institutions  of  this  kind  now  in  exist- 
ence, was  established  at  Nagoya  in  Au- 
gust 1894,  by  K.  Watanabe,  D.D.S.,  at 
his  own  expense.  'The  object  of  the  col- 
lege is  to  furnish  a  complete  course  of 
instruction  in  the  theory  and  practice  of 
dentistry.  The  first  president  of  the  col- 
lege was  Dr.  J.  Ito.  In  1898,  the  in- 
stitution was  removed  to  the  new  build- 
ing at  Sasajimacho,  Nagoya,  specially 
designed  for  that  purpose.  Since  that 
time,  the  presidential  chair  has  been  oc- 
cupied by  K.  Watanabe,  D.D.S.,  the 
founder  of  the  college.  The  number  of 
its  students  at  present  is  fourteen.  The 
college  has  sent  out  twelve  graduates 
and  twelve  licentiates  since  its  establish- 
raenl. 

The  courses  of  instruction  of  this  col- 
lege consist  of  the  preliminary  course 
(two  years)  and  the  dental  course  (two 
years  and  a  half).  The  schedule  of 
studies  consists  of  the  following : 

Preliminary  Course — Physics,  chem- 
istry, anatomy,  histology,  physiology,  and 
embryology. 

Dental  Course — Dental  anatomy,  den- 
tal histology,  dental  pathology,  materia 
medica,  prosthetic  and  operative  dentis- 
try, and  infirmary  practice. 

Candidates  for  admission  are  required 
to  present  evidence  of  good  moral  char- 
acter, and  to  pasis  an  examination  for 
admission  to  each  course  respectively. 

As  to  the  present  status  of  the  college, 
the  writer  has  failed  to  get  any  informa- 
tion. 
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III.  Dental  Publications. 
(1)   Boohs. 

Since  1885^  a  large  number  of  dental 
books  have  been  written  and  many  trans- 
lations have  been  made  by  our  licentiates, 
of  which  the  writer  has  compiled  the  ac- 
companying table   (sec  below). 

Besides  these  books,  the  Takayama 
Dental  College  published  monthly  during 
1890-92,  notes  of  lectures  given  by  its 
professors  in  the  form  of  a  magazine. 
This  magazine,  entitled  the  TaJcayama 
Shikwa  Igahuin  Kogirolcu  was  circulated 
among  the  outside  students  who  could  not 
attend  college  regularly.  It  consists  of 
twenty-four  volumes,  each  containing  at 
least  one  hundred  pages  on  several  sub- 
jects of  dentistry ;  but  these  volumes  are 
now  scarce. 

The  most  important  foreign  works 
consulted  in  writing  the  books  tabu- 
lated are  :  "Ga'rretson's  Oral  Surgery"  ; 
"Parreidt's  Compendium  of  Dentistry'^; 
"Abbott's  Dental  Pathology";  "Fille- 
brown's  Operative  Dentistry";  "Webb's 
Operative  Dentistry";  "Metallurgy  and 


Dental  Jurisprudence  from  American 
System  of  Dentistry";  "Essig's  Dental 
Metallurgy";  "Eichardson's  Mechanical 
Dentistry";  "Gorgas'  Materia  Medica"; 
"Rymer's  Dental  Anatomy";  "Harris' 
Principles  and  Practice  of  Oral  Surgery," 
etc. 

While  the  works  above  referred  to  in- 
clude almost  all  the  necessary  subjects  of 
dentistry,  the  recent  advancement  of  den- 
tal science  in  America  necessitated  the 
publication  of  new  text-books  in  lieu  of 
those  hitherto  used;  and  the  writer  edited 
the  following  complete  and  up-to-date 
woi'ks,  written  by  the  professors  of  the 
Tokio  Dental  College,  after  incessant 
labor  for  five  years,  specially  taking 
care  to  avoid  contradiction  in  their 
contents  as  well  as  their  theories  (Text- 
books of  Dentistry,  edited  by  Drs.  M. 
Chiwaki  and  T.  Okumura)  :  (1)  "Den- 
tal Anatomy  and  Histology,"  by  Dr.  T. 
Okumura;  (2)  "Dental  Pathology,"  by 
Dr.  T.  Okumura;  (3)  "Orthodontia," 
by  Dr.  M.  Chiwaki  and  K.  Sato,  D.D.S., 
ALD. ;  (4)  "Operative  Dentistry,"  by 
Dr.  M.   Chiwaki;   (5)   "Prosthetic  Den- 


Published. 

Translators  or  Authors. 

Titles. 

1885 

K. 

Otsuki 

Shikwa  Zensho. 

1887 

s. 

Izawa 

Shikwa  Mondo. 

1889 

Y. 

Kojimahara 

Shikwa  Teiyo. 

1890 

Y. 

Kojimahara 

Shikwa  Shogi. 

1890 

K. 

Takayama 

Yeisei   Hoshi   Mondo. 

1890 

K. 

Takayama 

Hoshi  Shinron. 

1890 

R. 

Watanabe 

Shikwagaku,  Vol  I. 

1891 

Y. 

Kojimaliara 

Shikwa  Byori  Kakuron. 

1891 

K. 

Takayama 

Gotsui  Shinkei  Kaibohen. 

1892 

K. 

Takayama 

Shikwa  Shujitsu-ron 

1892 

Iv. 

Takayama 

Shikwa  Kikaigaku. 

1892 

K. 

Takayama 

Shikwa  Hanron. 

1892 

Y. 

Kojimahara 

Shikwa  Seirigaku. 

1893 

K. 

Takayama 

Shikwa  Yakubutsu. 

1894 

Y. 

Koidsumi 

Shikwa  Zairiogaku. 

1895 

K. 

Takayama 

Shikwa  Yakubutsugaku. 

1897 

N. 

Takahashi 

Shikwa  Byorigakii,  Vols.  I,  II. 

1897 

i\l. 

Araki 

Kammei  Shikwa  Shujitsu  gaku. 

1897 

M. 

Araki 

Basshishi-jutsu. 

1897 

M. 

Araki 

Insho  Saitokuho. 

3901-02 

X. 

Takahashi 

Sliik'wa  Byori  Shinron,  Vols.  I,  II. 
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tistry,"by  Drs.H.  Uriu  and  T.  Okumura; 
(6)  "Dental  Materia  Medica/'  by  Dr.  U. 
Hayakawa;  (7)  "Crown  and  Bridge 
Work,"  by  Drs.  T.  FujisMma  and  T. 
Okumura;  (8)  "Oral  Bacteriology/'  by 
Drs.  K.  ISTakagi  and  K.  Ogawa. 

These  works  are  recognized  at  pres- 
ent as  the  standard  books  on  dentis- 
try. In  writing  these  works^  their  au- 
thors in  respect  to  theories  and  methods 
referred  chiefly  to  the  contents  of  the 
following  books  now  used  in  Amer- 
ican dental  colleges:  "Kirk's  Opera- 
tive Dentistry";  "Essig's  Prosthetic 
Dentistry";  "Eckley's  Anatomy  of  the 
Head  and  Neck";  "Gray's  Anatomy"; 
"Miller's  Micro-organisms  of  the  Human 
Mouth";  "Sewill's  Dental  Surgery"; 
"Black's  Descriptive  Anatomy  of  the  Hu- 
man Teeth";  "Bodecker's  Anatomy  and 
Pathology  of  the  Teeth";  "Hopewell- 
Smith's  Dental  Microscopy" ;  "Burchard's 
Dental  Pathology  and  Therapeutics"; 
"George  Evans'  Artificial  Crown-  and 
Bridge-Work" ;  "Guilford's  Orthodon- 
tia" ;  "Angle's  Malocclusion  of  the  Teeth 
and  Fracture  of  the  Maxillae";  "Fille- 
brown's  Operative  Dentistry";  "Gorgas' 
Dental  Medicine" ;  "Broomell's  Anatomy 
and  Histology  of  the  Human  Mouth  and 
Teeth";  "Harris'  Principles  and  Prac- 
tice of  Dentistry";  "Litch's  American 
System  of  Dentistry";  "Johnson's  Prin- 
ciples and  Practice  of  Pilling  Teeth"; 
"Talbot's  Interstitial  Gingivitis" ; 
'^'Cryer's  Internal  Anatomy  of  the  Face" ; 
Dental  Cosmos,  Dental  Revieio,  etc. 

(3)  Periodicals. 

The  periodicals  in  our  language,  di- 
rectly referring  to  dentistry,  published 
heretofore  are — 

(1)  Sliihiva  Kenhiu  Kwal  Geppo,  the 
monthly   transactions    of    Shikwa    Ken- 


kiu  IvAvai,  an  odontological  society,  pre- 
sided over  by  Dr.  S.  Yenomoto.  First 
issue,  January  1891 ;  last  issue,  No.  133, 
1900. 

(3)  Shihwa  Zasslii,  a  journal  of  den- 
tistry, an  advertising  medium  of  Messrs. 
Midzuhoya's  Dental  Depot,  having  some 
translations  of  foreign  dental  journals. 
First  issue,  September,  1891.  Date  of 
publication  irregular. 

(3)  ShiJcwa  Kensan,  a  dental  journal 
edited  by  Dr.  S.  Tomiyasu,  chiefly  de- 
voted to  the  investigation  of  oral  bacteri- 
ology. First  issue,  April  1898.  Date  of 
publication  irregular.  The  last  issue  (No. 
33)  June  1904. 

(4)  Shikwa  KoJciu  Dio,  Dr.  S.  Izawa's 
report  of  the  progress  of  dental  science. 
Date  of  publication  irregular.  Ten  vol- 
umes have  been  published. 

(5)  Shikwa  Gakuho,  previously  en- 
titled Shikwa  Igaku  Sodan,  a  monthly 
record  of  dental  science,  oral  surgery,  and 
medical  miscellany  in  the  interests  of  the 
alumni  of  the  Tokio  Dental  College, 
edited  by  Dr.  M.  Chiwaki.  First  issue, 
October  1885.  The  last  issue  (vol.  ix, 
No.  7)  July  1904. 

Among  these  publications,  the  last  one 
is  published  punctually  at  present.  Since 
its  first  issue,  the  journal  is  said  to  have 
had  an  unrivaled  circulation  of  two 
thousand  copies,  distributed  monthly  to 
the  alumni  of  the  Tokio  Dental  College 
and  its  subscribers,  as  well  as  to  many 
dentists  and  physicians  throughout  the 
empire,  and  it  is  now  recognized  as  a 
leading  journal  of  dentistry  in  the 
Orient. 

IV.  Dental  Associations. 

As  previously  referred  to  in  the  first 
part  of  this  paper,  the  pioneer  associa- 
tion of  dental  practitioners,  called  the 
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Shikwa  Ikwai,  was  organized  at  Tokio, 
in  1893,  and  since  that  time  many  local 
associations  with  the  same  object  have 
been  established,  from  time  to  time,  with- 
out any  connection  between  them.  These 
associations,  however,  moved  by  the  ne- 
cessity of  carrying  out  their  plans  with 
closer  uniformity,  were  united  into  one 
body  of  a  national  character  in  1903. 
The  National  Dental  Association  of 
Japan,  thus  organized,  was  entitled  the 
Nihon  Shikwa  Ikwai;  it  is  now  doing  its 
best  to  strengthen  the  unity  of  the  dental 
profession  throughout  the  empire. 

The  object  of  this  association  is  to 
ameliorate  the  status  of  dental  practition- 
ers as  well  as  to  protect  their  profession. 
The  membership  consists  of  dental  prac- 
titioners who  have  the  licensing  certifi- 
cates of  the  Japanese  government.  The 
committee  of  the  association  is  composed 
of  one  president,  one  vice-president,  and 
an  executive  committee  of  three,  all 
elected  by  votes  of  delegates  who  repre- 
sent the  local  associations  organized  by 
the  members.  All  the  committee  hold 
their  offices  for  one  year.  A  general  meet- 
ing of  all  the  members  is  held  once  in 
three  years  to  carry  out  the  plans  of  the 
association,  and  the  delegates,  presided 
over  by  the  president,  meet  annually  for 
the  transaction  of  business.  The  execu- 
tive committee  are  informed  of  the  regu- 
lations or  orders  as  well  as  of  necessary 
affairs  closely  connected  with  dentistry, 
and  their  duty  is  to  furnish  the  informa- 
tion above  mentioned  to  all  the  members 
of  the  association.  The  present  commit- 
tee is  as  follows :  K.  Takayama,  presi- 
dent; S.  Yenomoto,  vice-president;  Exec- 
utive Committee — M.  Chiwaki,  K.  Sato, 
R.  Sone. 

At  the  same  time  with  the  organization 
of  the  above  association  a  society  chiefly 
devoted  to  the  advancement  of  dental  sci- 


JO 


ence  was  organized  by  the  members  of  the 
Shikwa  Igaku  Kwai,  the  predecessor  of 
this  society,  and  belonged  to  the  Shikwa 
Ikwai  till  the  end  of  last  year,  when  it 
was  dissolved  by  the  union  of  its  mother 
association.  The  new  scientific  society — 
that  is,  the  Nihon  Shikwa  Igaku  Kwai, 
the  Odontological  Society  of  Japan — 
meets  monthly.  The  membership  consists 
of  dental  licentiates,  and  one  president, 
one  vice-president,  and  five  on  the  execu- 
tive committee  constitute  the  officers  of 
the  society.  The  members  of  the  execu- 
tive committee  are  elected  by  the  mem- 
bers, and  they  hold  their  office  for  one 
year.  Besides  these  officers,  thirty  mem- 
bers are  nominated  by  the  president  as 
the  councilors  of  the  society,  their  term 
of  office  being  one  year.  The  officers  are 
as  follows:  S.  Izawa,  president;  S.  Tomi- 
yasu,  vice-president;  Executive  Commit- 
tee— T.  Fujishima,  D.  Tsukahara,  K. 
Takahashi,  K.  Ogawa,  and  T.  Okumura. 

V.  Dental  Legislation. 

(1)   Regulations  relating  to  the  License 
of  Medical  Practitioners. 

Published  by  Notification  No.  35  of 
October  23,  1883,  and  enforced  from 
January  of  the  next  year. 

Article  I.  Physicians  must  pass  the  ex- 
aminations for  practicing  medicine,  and  must 
hold  a  license  from  the  Home  Minister.  The 
licenses  obtained  before  the  enforcement  of 
these   regulations   may  continue   effective. 

Art.  II.  Those  persons  who  desire  to  ob- 
tain a  license  for  practicing  medicine  shall 
forward  a  request  to  the  Home  Department 
through  the  local  government,  with  a  di- 
ploma proving  that  they  have  passed  the  ex- 
aminations for  the  practice  of  medicine. 

Art.  III.  When  the  graduates  of  the 
government  and  local  medical  schools  desire 
to  obtain  a  license  for  practicing  medicine, 
upon    presentation    of   the    diploma   given   at 
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these  schools,  the  Home  Department  may  grant 
licenses  without  requiring  further  examina- 
tions. 

Art.  IV.  When  those  persons  who  have 
graduated  from  medical  colleges  or  schools 
in  foreign  countries,  or  those  who  had  li- 
censes for  practicing  medicine  in  foreign 
countries,  desire  to  obtain  a  license  for  prac- 
ticing medicine,  upon  the  presentation  of  their 
diplomas  or  licenses,  the  Home  Minister  may 
grant  licenses  to  them  without  any  examina- 
tion, after  having  carefully  inspected  the  for- 
eign diplomas  or  licenses. 

Art.  V.  In  remote  and  out-of-the-way 
places  where  physicians  are  very  scarce,  tem- 
porary licenses  may  be  granted  to  persons 
without  examinations,  in  consideration  of 
their  experience  in  practicing  medicine,  but 
only  with  the  approval  of  the  local  governor. 

Art.  VI.  Persons  who  desire  to  obtain  the 
licenses  for  practicing  medicine,  shall  pay 
each  a  fee  of  twenty  yen  at  the  time  when 
they  receive  them. 

Art.  VII.  The  names  of  physicians  to 
whom  the  medical  licenses  have  been  granted, 
shall  be  registered  in  the  list  of  physicians 
of  the  Home  Department,  and  shall  be  pub- 
lished occasionally. 

Art.  VIII.  Any  physicians  who  desire  to 
obtain  new  licenses  on  account  of  having  dam- 
aged or  lost  their  previous  licenses,  or  of  hav- 
ing changed  their  names  or  provinces,  shall 
make  application  to  the  Home  Department 
through  the  local  government,  stating  the 
reasons  for  such  application. 

Art.  IX.  Those  who  desire  to  exchange 
their  license  for  a  new  one,  shall  pay  a  fee 
of  one  yen  at  the  time  when  they  receive  the 
same. 

Art.  X.  The  medical  licenses  of  those 
physicians  who  have  died  or  have  given  up 
their  profession  shall  be  returned  to  the 
Home  Department  through  the  local  govern- 
ment. 

Art.  XL  If  any  physician  commits  a 
crime  or  any  fraudulent  act  in  connection 
with  his  profession,  the  Home  Minister,  act- 
ing on  the  decision  of  the  Central  Board  of 
Health,  may  suspend  him  from  practicing. 
Even  when  such  a  crime  or  fraudulent  act 
has  been  committed  before  the  license  was 
granted,  he  shall  be  treated  according  to  this 
article. 

Art.   XII.     When  any  physician  is  forbid- 


den to  practice  medicine  according  to  the  pre- 
ceding article,  the  local  government  shall  con- 
fiscate the  license  and  return  it  to  the  Home 
Department.  When  any  physician  is  tem- 
porarily suspended  from  practicing  medicine, 
the  term  of  suspension  must  be  indorsed  and 
sealed  on  his  license  by  the  local  government, 
and  the  license  shall  be  given  back  to  him. 

Art.  XIII.  After  such  a  physician  has 
been  suspended  from  the  practice  of  medi- 
cine, the  Home  Department  shall  keep  a  care- 
ful watch  over  his  future  conduct,  and  after 
the  decision  of  the  Central  Board  of  Health, 
special  arrangement  may  be  made  in  order 
to  restore  him  to  his  profession. 

(N.  B. — In  the  above  regulations,  the  term 
"physician"    includes    dental   practitioner.) 

When  the  above  regulations  were  en- 
acted, the  regulations  concerning  the  ex- 
aminations for  the  practice  of  medicine 
as  well  as  dentistry  were  promulgated  as 
follows,  and  the  same  were  enforced  from 
January  1884 : 

(2)  Regulations  with  regard  to  the 
Examination  for  the  Practice  of 
Medicine. 

Article  I.  All  persons  who  desire  to  prac- 
tice medicine  shall  pass  examinations  accord- 
ing to  the  regulations. 

Art.  II.  The  examinations  will  be  held 
twice  a  year  under  the  direction  of  the  Edu- 
cational Minister,  and  the  time  and  place 
shall  be  notified  previously  by  the  same  min- 
ister. 

Art.  Ill  and  Art.  IV  annulled. 

Art.  V.  The  examinations  shall  be  two  in 
number:  a  preliminary  examination  and  a 
final  examination ;  and  no  one  shall  be  al- 
lowed to  take  both  examinations  at  the  same 
time;  provided  that  only  one  examination  is 
sufficient  on  dentistry. 

Art.  VI.  The  subjects  of  the  examinations 
shall  be  as  follows: 

For  physicians :  Preliminary  examination 
—  (1)  Physics;  (2)  Chemistry;  (3)  Anat- 
omy; (4)  Physiology.  Final  examination — 
(1)  Surgery;  (2)  Medicine;  (3)  Materia 
Medica;  (4)  Ophthalmology;  (5)  Obstetrics; 
(6)    Clinical  Operations.     For  dentists — (1) 
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Dental  Anatomy  and  Physiology;  (2)  Dental 
Pathology  and  Operative  Dentistry;  (3)  Den- 
tal Materia  Medica;  (4)  Prosthetic  Dentis- 
try;  (5)  Clinical  Operations. 

Art.  VIII.  For  each  of  the  preliminary 
and  the  final  examinations,  a  course  of  study 
of  at  least  one  year  and  a  half  is  required; 
provided  that  a  course  of  no  less  than  two 
years'  study  is  required  for  dentistry. 

Art.  IX.  Candidates  for  the  preliminary 
examination  must  present  an  application  and 
also  state  the  course  of  their  studies ;  and 
candidates  for  the  final  examination,  an  ap- 
plication with  the  course  of  their  studies 
and  a  diploma  stating  that  the  preliminary 
examination  had  been  satisfactory.  Such 
applications,  with  the  required  documents, 
must  be  presented  to  the  local  government 
during  January  or  July.  The  local  govern- 
ment will  receive  these  applications  and  other 
documents  before  the  fifteenth  day  of  the 
following  month,  when  they  shall  be  sent 
to  the  Educational  Minister.  To  the  candi- 
dates' applications,  the  signatures  of  their 
preceptors  or  of  not  less  than  two  physicians 
are  required  to  be  appended. 

Art.  X.  When  applicants  for  examina- 
tions commit  a  crime  or  any  fraudulent  act 
in  connection  with  the  medical  profession, 
the  local  government  shall  make  a  report  of 
the  same  to  the  Educational  Department.  In 
such  cases,  the  said  department  may  suspend 
them  for  a  certain  term  from  taking  exam- 
inations according  to  the  decision  of  the  Cen- 
tral Board  of  Health  in  regard  to  their  mis- 
conduct. 

Art.  XI.  Questions  for  the  examinations 
shall  be  selected  by  a  consultation  between 
the  chairman  and  the  members  of  the  ex- 
amining board;  at  the  ex'amination  places, 
the  applicants  must  answer  the  question  in 
writing;  provided  that  oral  answers  may  be 
occasionally  allowed. 
Art.  XII.     Annulled. 

Art.  XIII.  Candidates  who  fail  in  the  ex- 
aminations cannot  be  allowed  to  be  examined 
again  until  six  months  have  elapsed. 

Art.  XIV.  The  following  fees  must  be 
paid  by  the  candidates  at  the  time  when  they 
present  their  applications;  provided  that  no 
fees  shall  be  returned  when  once  paid :  5*  yen 
for  the  preliminary  examination;  9  yen  for 
the  final  examination,  and  9  yen  for  the 
examination  of  dental  practitioners. 
Art.  XV.     Annulled. 


In  1898,  the  following  orders  were  pub- 
lished and  enforced : 

(3)    Order  No.  2  of  the  Home  Depart- 
ment, dated  February  5,  1898. 

To  those  candidates  who  have  passed  the 
theoretical  part  of  the  final  examination  for 
the  practice  of  medicine,  and  to  those  who 
have  passed  the  theoretical  part  of  the  ex- 
amination in  dentistry  may  be  given  diplomas 
certifying  that  they  have  been  successful  in 
the  examinations. 

Candidates  who  obtain  the  diplomas  above 
mentioned  may  receive  the  practical  part,  i.e. 
clinical  operation  only,  of  the  final  examina- 
tion. 

Candidates  for  the  practical  part  of  the 
final  examination  shall  present  an  applica- 
tion with  a  diploma  given  by  the  chairman  of 
the  examining  board,  proving  that  the  theo- 
retical parts  have  been  successfully  passed, 
provided  that  6  yen  must  be  paid  as  fee  for 
the  examination. 

Combined  with  the  enforcement  of 
these  regulations,  it  became  necessary  to 
adopt  measures  to  supervise  the  prac- 
tice of  old-fashioned  dentists,  who  were 
allowed  only  to  extract  diseased  teeth 
and  to  make  artificial  dentures.  Accord- 
ingly, local  governments  each  enacted 
several  orders  on  the  matter  according  to 
their  local  conditions,  of  which  the  fol- 
lowing rules  enforced  at  Tokio  since  1884 
are  typical  and  worthy  to  be  referred  to. 
They  were  published  by  the  Tokio  Muni- 
cipal Office — Order  jSTo.  58  of  1884: 

(4)  Rules  relating  to  the  Supervision  of 
Makers  of  Artificial  Dentures,  Tooth- 
Extractors,  and  Bone-Setters. 

Article  I.  Makers  of  artificial  dentures, 
tooth-extractors,  and  bone-setters,  who  have 
heretofore  obtained  licenses  for  their  practice, 
shall  be  required  hereafter  to  hang  their  tab- 
lets, on  which  the  names,  professions,  and 
addresses  are  precisely  written,  in  the  shop 
fronts,  provided  that  they  must  not  use  any 
tablets  resembling  those  of  physicians  or  den- 
tists. 


440 


FOUETH  INTERNATIONAL  DENTAL  CONGRESS. 


Art.  II.  Those  practitioners  above  men- 
tioned, who  desire  to  open  a  branch  office, 
must  previously  forward  a  request  to  the 
Tokio  Municipal  Office,  stating  their  addresses 
and  office  hours. 

Art.  III.  Poisonous  medicines  listed  in 
Order  No.  2  of  the  Home  Department  are 
strictly  forbidden  to  be  used  by  those  prac- 
titioners above  mentioned. 

Art.  IV.  When  those  practitioners  go  out 
to  visit  their  patients,  they  must  take  with 
them  their  license  tickets;  and  they  are 
strictly  prohibited  from  lending  the  tickets  to 
others. 

Art.  V.  The  license  tickets  of  those  prac- 
titioners who  have  died  or  have  given  up 
their  practice  or  removed  their  offices  to 
other    districts    of    the    Tokio    Municipality, 


purpose  of  the  regulations  is  carried  out 
by  some  members  of  the  medical  exam- 
ining board,  appointed  specially  by 
the  Minister  of  Education  from  among 
practitioners  of  acknowledged  ability,  to 
examine  the  candidates  for  dental  licen- 
tiate. These  examiners  are  included  at 
large  under  the  name  of  medical  examin- 
ers, and  they  are  presided  over  by  the 
chairman  of  the  said  committee.  The  qual- 
ification of  these  members  is  quite  un- 
known. Their  office  is  unfixed,  and  their 
number  also  unlimited.  Questions  for  the 
examinations  are  selected  by  a  consulta- 
tion of  these  members,  each  forwarding 


Year. 

Number  of   Practi- 

Number  of  Practi- 

tioners licensed. 

Year. 

tioners  licensed. 

1884 

2 

1894 

42 

1885 

12 

1895 

39 

1886 

22 

1896 

38 

1887 

14 

1897 

48 

1888 

23 

1898 

98 

1889 

30 

1899 

54 

1890 

27 

1900 

42 

1891 

27 

1901 

51 

1892 

28 

1902 

73 

1893 

31 

1903 

74 

shall  be  returned  to  the  Tokio  Municipal 
Office. 

Art.  VI.  Those  practitioners  who  desire 
to  obtain  new  license  tickets  on  account  of 
having  damaged  or  lost  their  previous  ones,  or 
of  having  changed  their  names  or  addresses, 
shall  make  application  to  the  Tokio  Munici- 
pal Office,  stating  the  reasons  for  such  ap- 
plications. 

Art.  VII.  If  any  practitioners  above  men- 
tioned violate  these  rules,  they  shall  be  liable 
to  confinement  in  a  police  station  of  not  less 
than  two  days  but  not  exceeding  five  days, 
or  to  a  penalty  of  not  less  than  50  sen,  but  not 
exceeding  li  yen. 

(5)   Dental  Examinations. 
In  our  country,  at  present,  there  is  no 
special  board  of  dental  examiners,  but  the 


a  few  questions  on  the  subjects  for  which 
he  has  responsibility  to  examine  their 
papers;  and  clinical  operations  are  per- 
formed, at  Tokio,  in  the  presence  of  at 
least  two  members,  each  asking  two  or 
three  questions  on  operative  dentistry  as 
well  as  prosthesis,  on  a  patient  presented. 
At  present,  theoretical  or  written  exami- 
nations are  held  at  the  same  time  in  every 
town  of  the  empire  where  the  local 
government  is  seated,  and  their  questions 
are  the  same  throughout  the  country. 
This  board  of  dental  examiners  at  pres- 
ent consists  of  three  members :  M.  Ichi- 
noi,  D.D.S.,  S.  Izawa,  D.M.D.,  and  H. 
Ishihara,  M.D.,  presided  over  by  Dr.  H. 
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Adachi,  the  chairman  of  the  medical  ex- 
amining board. 

VI.  jSTumber  of  Dental  Licentiates. 

Prior  to  the  promulgation  of  the  regu- 
lations concerning  medical  licenses  and 
licensing  examinations  for  both  medical 
and  dental  practitioners,  in  1883,  nine- 
teen dentists  were  recognized  by  the  evi- 
dence of  many  years^  experience  or 
of  their  practice  in  foreign  countries. 
These  licentiates,  at  that  time,  were 
enrolled  in  the  medical  gazette  of 
the  Home  Department  with  the  same 
certificates  as  physicians.     Among  these 


we  find  Drs.  Y.  Obata,  K.  Takayama,  S. 
Xishimura,  well-known  professional  men 
of  the  present  time. 

The  tabic  opposite  shows  the  number 
of  dental  licentiates  since  the  enforce- 
ment of  the  regulations. 

The  total  number  of  dental  practition- 
ers at  the  end  of  1903,  including  those 
licensed  prior  to  1883,  is  766. 


On  motion,  the  paper  by  Dr.  H.  0. 
Heide  of  Christiania,  Norway,  entitled 
"The  Training  of  Dentists  in  Norway/' 
was,  in  the  absence  of  the  author,  read 
by  title. 

The  paper  here  follows: 


The  Training  of  Dentists  in  Norway. 


By  Dr.  H.  O.  HEIDE,  Christiania,  Norway. 


The  first  public  supervision  in  the 
training  of  dentists  in  Norway  was  or- 
dained by  an  order  in  Council  made 
November  16,  1852,  when  it  was  re- 
solved that  dentists  should  pass  a  public 
examination,  the  requirements  for  this 
examination  being  fixed  by  the  regula- 
tions of  September  9,  1857,  which  pro- 
vided that  practical  and  theoretical  tests 
should  be  submitted  to  a  committee  of 
three  members  appointed  by  the  Royal 
Department.  New  regulations  for  the 
dentist^s  examination,  in  j)lace  of  the 
earlier  ones,  were  made  by  an  order  in 
Council  of  March  14,  1892 ;  and  in  1893 
a  dental  college  was  established  consist- 
ing of  two  departments,  one  for  dental 
surgery  and  one  for  filling  teeth.  A 
course  here  takes  two  semesters.  The 
training  in  prosthesis  had  to  be  gone 
through  as  formerly  with  authorized  den- 
tists.    Tlio  following  provisions  of  these 


regulations  of  1892,  which  are  still  in 
force,  are  apjDended: 

An  examination  in  dentistry  is  held  in 
Christiania  twice  annually,  and  consists 
of  oral,  written,  and  practical  tests.  The 
examining  committee  consists  of  four 
members,  naaiiely,  two  doctors — as  a  rule 
two  university  professors  of  medicine — 
and  two  licensed  practicing  dentists.  Be- 
fore obtaining  permission  to  enter  for  the 
examination  in  dentistry,  the  candidate 
must  have  passed  the  "middle"  school 
examination,  and  have  received  instruc- 
tion in  the  art  of  dentistry  for  three 
entire  years  from  a  licensed  j^racticing 
dentist  in  Scandinavia,  or  in  an  officially 
recognized  dental  college  that  may  be 
considered  satisfactory. 

Concerning  the  requirements  of  the 
examination.  Section  VI  of  the  regula- 
tions runs  as  follows : 

The  examination  consists  of:   I.  Writ- 
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ten;  II.  Theoretical  oral,  and  III.  Prac- 
tical tests. 

I.  The  written  test  consists  in  answer- 
ing a  paper  (the  same  for  all  candi- 
dates) set  by  the  examination  committee, 
in  dentistry  or  the  branches  of  science 
'?onneoted  with  dentistry. 

II.  The  oral  examination  is  a  test  of 
the  candidate's  knowledge  in — 

(a)  The  principal  anatomical  divi- 
sions of  the  human  body,  their  histology 
and  physiology,  and  more  particularly  the 
anatomy  and  physiology  of  the  teeth,  jaws, 
cavity  of  the  mouth,  and  adjacent  parts. 

(b)  The  general  and  particular  path- 
ology and  therapeutics  of  the  teeth,  jaws, 
and  cavity  of  the  mouth,  with  the  phar- 
macology relating  to  them  in  so  far  as 
dentistry  is  concerned. 

(c)  The  various  dental  operations,  the 
use  of  instruments,  the  making  of  gen- 
eral materials  for  filling  and  replacing, 
composition  and  technical  manipulation, 
and  the  part  of  chemistry,  metallurgy, 
and  physics  relating  to  these. 

III.  At  the  practical  tesits,  to  which 
each  candidate  inust  bring  and  display 
the  necessary  apparatus,  instruments,  and 
materials,  and  the  patients  upon  whom 
the  prescribed  operations  and  work  are 
to  be  performed,  the  candidate  is  re- 
quired to  give  proofs  of  his  skill  in — 

(a)  Doing  (1)  contour- filling  with 
gold,  and  (2)  a  root-filling. 

(b)  Extracting  one  of  the  large 
molars,  or  one  or  several  roots. 

(c)  Taking  an  impression,  and  from 
it  preparing  a  model  and  an  entire  set  of 
teeth,  one  of  the  pieces  being  of  metal, 
with  the  teeth  soldered  on,  the  other  of 
vulcanite. 

The  patients  must  be  presented  for 
approval  by  the  examining  dentist  as 
long  before  the  examination  as  the  com- 
mittee shall  determine. 


With  regard  to  the  instruction  at  the 
dental  college  founded  by  the  govern- 
ment, it  may  be  mentioned  that  the 
course  lasts  from  September  1st  to  De- 
cember 15th,  and  from  January  15th  to 
May  15  th.  The  department  for  dental 
surgery  is  superintended  by  a  teacher 
who  is  a  medical  man  and  has  also  passed 
the  examination  in  dentistry.  The  de- 
partment for  filling  is  under  the  man- 
agement of  a  practicing  dentist.  The 
practical  instruction  is  given  from  9  to 
10  A.M.,  and  from  5  to  7  p.m.  ;  one  hour 
daily  is  devoted  to  theoretical  instruc- 
tion. The  medical  man  gives  instruction 
in  anatomy,  physiology,  pathology,  and 
jDharinacology,  four  hours  weekly;  the 
dentist  instructs  in  the  science  of  opera- 
ting and  prothesis. 

It  is  now  proposed,  however,  to  found 
a  complete  dental  institute,  in  which  all 
theoretical  and  practical  instruction  shall 
be  given.  The  following  paragraphs 
from  the  proposed  regulations  are  ap- 
pended : 

Proposed  Regulations  foe  the  Royal  Den- 
tal Institute. 

(A)  The  Institute  from  a  general  point  of  vieiv. 

Section  1.  The  Royal  Dental  Institute,  at 
which  the  poor  receive  mainly  free  treatment 
for  dental  diseases,,  is  under  the  immediate 
direction  of  the   civil  medical  board. 

The  institute  has  to  impart  to  dental  stu- 
dents the  theoretical  and  practical  instruction 
necessary  for  the  practice  of  dentistry. 

Sec.  2.  The  board  of  the  institute  con- 
sists of  a  chairman  and  the  regular  masters, 
who  are  also  the  superintendents  of  the  vari- 
ous departments  of  the  institute.  One  of  the 
medical  faculty's  professors  of  surgery  or 
anatomy  is  appointed  as  chairman. 

The  appointment  of  the  masters  is  by  free 
competition.  The  department  to  which  the 
medical  board  belongs  has  the  appointment  of 
the  chairman  and  masters,  with  six  months' 
notice  to  be  given  on  either  side. 

Sec.  3.     The  Board  of  Management  super- 
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intends  the  economy  and  instruction  of  the  in- 
stitute, and  must  see  that  all  rules  are  kept. 

It  sends  in  every  year  to  the  department 
concerned,  through  the  civil  medical  board,  a 
proposed  estimate  of  expenditure  and  receipts, 
and  at  the  conclusion  of  the  college  year 
a  report  of  the  work  of  the  institute.  The 
report  shall  contain  a  list  of  the  dental  stu- 
dents in  each  year's  class,  and  the  number  of 
jjatients  treated  in  the  various   departments. 

Sec.  4.  All  materials  that  are  of  no  great 
value  are  found  by  the  institute ;  the  jnore  ex- 
pensive, on  the  contrary,  must  be  paid  for  by 
the  patient,  as  the  teacher  concerned  shall 
determine.  The  sums  received  shall  be  en- 
tered among  the  receipts  of  the  institute,  and 
be  paid  in  to  the  treasurer. 

Sec.  5.  The  Dental  Institute  consists  of 
tbree  departments,  each  with  its  regular 
teacher  as  manager :  ( 1 )  a  prosthesis  de- 
partment; (2)  a  lining  department,  and  (3) 
a  dental  surgery  department. 

In  the  first,  the  student  does  practical  duty 
for  two  years,  and  then  passes  the  first  sec- 
tion of  the  examination. 

In  the  last  tAVO  departments  the  student 
does  practical  duty  during  the  third  year, 
after  which  he  passes  the  final  section  of  the 
dental  examination. 

(B)    Chairman,  Masters,  and  Assistants. 

Sec.  6.  The  chairman  of  the  board  has  to 
superintend  the  work  of  the  institute. 

He  conducts  the  proceedings  at  the  board 
meetings,  receives  all  written  communica- 
tions, indorses  all  accounts,  and  inspects  the 
fittings   and   collections. 

The  board  elects  a  vice-chairman  every 
year  who  acts  in  case  of  the  chairman's  ab- 
sence. If  the  chairman  is  absent  more  than 
six  weeks,  further  measures  must,  after  con- 
sideration by  the  board,  be  taken  by  the  de- 
partment. 

Sec.  7.  The  masters  of  the  institute  are 
as  follows: 

( 1 )  The  manager  of  the  prosthesis  depart- 
ment, who  shall  be  an  authorized  Norwegian 
dentist;  he  must  give  theoretical  and  practical 
instruction  in  prosthesis,  including  the  part 
of  metallurgy  relating  thereto,  and  in  the 
regulating  of  teeth. 

(2)  The  manager  of  the  filling  department, 
who   shall   be  an   authorized   Norwegian  den- 


tist,  must  give  theoretical   and   practical   in- 
stiuction  in  filling. 

(3)  The  manager  of  the  dental  surgery  de- 
partment, who  shall  have  taken  his  medical 
degree  and  passed  the  Norwegian  dental  ex- 
amination must  give  (a)  theoretical  instruc- 
tion in  the  special  pathology  of  the  teeth 
and  mouth  with  bacteriology,  and  therapeu- 
tics with  pharmacology,  especially  extraction 
and  the  instruments  and  apparatus  belonging 
thereto,  and  the  employment  of  anesthetics;  ' 
(b)  practical  clinical  instruction  in  the  dis- 
eases of  the  teeth  and  mouth,  in  extraction 
and  in  the  employment  of  anesthetics. 

Each  of  the  above-mentioned  masters  must 
give  an  historical  survey  of  his  subject  in  each 
course. 

(4)  The  master  in  anatomy,  who  shall  be 
a  certified  doctor,  must  give  instruction  in 
anatomy,  physiology,  and  general  pathological 
anatomy,  with  the  employment  of  anatomical 
preparations  to  a  satisfactory  extent. 

Sec.  8.  Assistants  are  ajipointed  for  a 
period  of  one  year,  a  Norwegian  dentist  in  the 
prosthesis  department,  and  another  Norwe- 
gian dentist  in  the  filling  department  and  the 
dental  surgery  department. 

Assistants  can  be  dismissed  at  any  time  by 
the  chairman  of  the  medical  board  at  the  pro- 
posal of  the  board  of  the  institute. 

The  assistants  must  follow  instructions, 
whenever  given. 

(C)    The   Instruction. 

Sec.  9.  A  three-years'  course  of  instruc- 
tion is  given  at  the  Dental  Institute.  The 
yearly  period  of  instruction  is  from  January 
10th  to  June  30th,  and  from  August  25th  to 
December  20th,  during  which  time  the  exami- 
nations are  also  to  be  held. 

At  the  beginning  of  each  year  of  study,  a 
printed  plan  of  study  is  published.  The  lec- 
tures must  be  so  arranged  as  not  to  interfere 
with  one  another. 

Sec.  10.  The  theoretical  instruction  is 
given  in  two  or  three  weekly  lectures  and 
trials  by  each  of  the  masters,  as  the  board 
may  determine. 

Each  master,  when  the  class  is  over,  shall 
enter  in  a  common  journal  the  points  he  has 
touched  upon  in  his  lecture. 

Sec.  11.  The  practical  instruction  is  given 
in  the  various   departments  of  the  institute. 

( 1 )    In  the  prosthesis  department,  instruc- 


444 


FOURTH    INTERNATIOiSrAL    DENTAL    CONGRESS. 


tion  is  given  for  two  hours  every  weekday, 
under  the  direction  of  the  prosthesis  master. 
The  laboratory  shall  be  open  for  students' 
work  for  an  additional  four  hours  daily. 

(2)  In  the  filling  department,  instruction 
is  given  every  weekday  for  two  consecutive 
hours,  under  the  direction  of  the  master  in 
filling. 

(3)  In  the  dental  surgery  department,  in- 
struction is  given  for  two  hours  every  week- 
day, under  the  direction  of  the  master  in  den- 
tal surgery. 

Sec.  12.  ( 1 )  During  the  first  year  of 
study,  the  subjects  anatomy,  physiology,  and 
general  pathology  are  taken  up. 

Further,  during  the  first  two  years  of 
study,  the  student  goes  through  theoretical 
and  practical  prosthesis  and  the  regulating 
of   teeth. 

(2)  During  the  last  year  of  study  (after 
the  first  part  of  the  dental  examination  has 
been  passed)  theoretical  instruction  is  given 
in  special  dental  pathology,  with  bacteriology, 
and  in  therapeutics  with  pharmacology,  as 
also  in  the  theory  of  filling;  the  students 
have,  moreover,  to  do  duty  in  the  dental  sur- 
gery department  and  in  the  filling  depart- 
ment. 


(D)    Dental  Students. 

Sec.  13.  In  order  to  gain  admission  to  the 
Dental  Institute,  the  candidate  must  have 
passed  his  matriculation  examination,  with 
tests  or  additional  tests  in  physics  and  chem- 
istry. 

Admission  to  the  institute  takes  place  once 
a  year,  at  the  beginning  of  the  autumn  sem- 
ester. Application  for  admission  must  be  sent 
in  to  the  board  before  June  1st,  accompanied 
by  certificate  of  age  and  matriculation. 

Sec.  14.  The  dental  students  admitted  to 
the  institute  must  themselves  procure  such 
instruments  as  the  board  may  determine. 

Sec.  15.  The  students  must  conform  to  all 
regulations  issued  by  the  board. 

Should  any  student  show  insubordination, 
remissness,  or  bad  conduct,  the  board,  with 
the  approbation  of  the  medical  director  may 
send  him  away  for  a  period  or  permanently. 

Sec.  16.  Every  dental  student  admitted  to 
the  institute  has  to  pay  in  advance  300 
kroners  for  each  year  of  study. 


(EJ  Bachelors  of  Medicine. 

Sec.  17.  Bachelors  of  medicine  who  in- 
tend to  pass  the  dental  examination,  may, 
after  sending  in  their  application  accompanied 
by  their  medical  diploma,  obtain  permission 
to  do  duty  in  all  departments  of  the  institute 
for  one  year,  and  have  therefor  to  pay  400 
kroners  in  advance. 

Of  the  proposed  regulations  for  the 
dental  examination,  the  following  para- 
graphs may  be  -quoted : 

Section  1.  The  dental  examination  is  held 
at  the  Eoyal  Dental  Institute  once  a  year, 
toward  the  end  of  the  spring  semester. 

Sec.  2.  The  viva  voce  examination  is  held 
publicly;  the  written  and  practical  sections 
are  held  under  such  supervision  and  in  such 
manner  as  the  board  shall  determine. 

Sec.  3.  Both  the  viva  voce  and  the  prac- 
tical examinations  are  conducted  by  the  mas- 
ters of  the  institute,  each  in  his  own  subject, 
and  are  judged  by  the  examiner  and  two  ar- 
biters. 

Sec.  5.  Anyone  may  enter  for  the  dental 
examination  who  can  producer  a  certificate  to 
show  that  he  has  satisfactorily  gone  through 
the  necessary  courses  at  the  Royal  Dental 
Institute. 

Bachelors  of  medicine  must  produce  their 
medical  diploma  and  show  that  they  have 
done  satisfactory  duty  for  at  least  one  year 
in  the  dej^artment  of  the  institute  {cf.  Sec. 
17  in  the  Regulations  for  the  Dental  Insti- 
tute ) . 

Sec.  6.  The  dental  examination  consists  of 
two  parts.  The  first  part  cannot  be  passed 
until  the  end  of  the  candidate's  second  year 
of  study,  and  the  second  part  is  passed  at  the 
close  of  the  third  year. 

Bachelors  of  medicine  may  pass  both  parts 
at  the  end  of  their  year  of  study. 

Sec.  7.  At  the  dental  examination,  the 
candidate  has  to  be  examined  in  the  following 
subjects: 

(A)     At  the  first  par^  of  the  examination. 

I.  The  theoretical  viva  voce  examination  in 
(a)  General  knowledge  of  the  anatomy  of  the 
human  system  and  the  most  important  physi- 
ological processes,  more  especially  the  anat- 
omy, histology,  and  development  of  the  teeth, 
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jaws,  mouth,  and  arljacent  parts,  as  also  their 
special  physiology.  Further,  the  principles 
of  general  pathological  anatomy,  (b)  Pros- 
thesis, with  the  physics,  chemistry,  and  spe- 
cial metallurgy  belonging  thereto. 

II.  The  practical  test.  Preparation  and 
fixing  (a)  A  whole  set  of  teeth  in  vulcanite, 
(b)  (1)  Part  of  a  set  of  teeth  in  gold  with 
teeth  soldered  on;  (2)  Bridge  work;  (3)  A 
crown. 

fB)  At  the  last  imrt  of  the  examination. 

I.  A  written  paper  set  by  the  board  and 
arbiters  upon  any  part  of  the  science  of  den- 
tistry. 

II.  Theoretical  viva  voce  examination:  (a) 
The  special  pathology  of  the  teeth  and  mouth, 
v/ith  bacteriology,  the  therapeutics  of  diseases 
of  the  teeth  and  mouth  with  pharmacology, 
extraction  with  the  instruments  connected 
therewith,  the  apparatus  and  employment  of 
anesthetics;    (b)    Filling. 

III.  The  practical  tests:  (a)  The  candi- 
date has  to  examine  and  describe  the  con- 
dition of  the  mouth  and  teeth  in  patients, 
receive  the  anamnesis,  determine  the  diag- 
nosis, form  a  prognosis,  and  propose  a 
treatment,  and  also  extract  some  teeth,      (b) 

( 1 )  To  perform  three  gold  fillings,  two  of 
them  being  contour  fillings;  (2)  two  ap- 
proximal  amalgam  fillings  in  molar  teeth 
(one  mesial  and  one  distal)  ;  (3)  one  cement 
and  one  approximal  porcelain  filling  in  a  front 
tooth;  (c)  two  root-treatments,  one  of  them 
being  that  of  a  double  tooth. 

Bachelors  of  medicine  are  exempt  from  the 
viva  voce  examination  in  anatomy,  physiology, 
and  general  pathology   [A,  I,  a). 

Sec.  8.  Six  hours  is  the  time  allowed  for 
the  written  paper,  which  is  given  to  all  the 
candidates  at  once.  In  each  of  the  theoreti- 
cal viva  voce  subjects,  the  examination  may 
last  as  long  as  one  hour. 

The  patients  for  the  practical  tests  are 
chosen  by  the  examiner  and  tlie  arbiters,  and 
are  allotted  by  the  drawing  of  lots. 

For  the  practical  tests  in  the  first  part 
{A,  11)  a  time  of  up  to  twenty-four  working 
days  is  allowed  within  the  hours  9  a.m.  to  2 
P.M.  and  4  to  7  P.M. 

For  the  practical  tests  in  the  second  part 
(B,  III),  one  hour  is  allowed  for  that  men- 
tioned under  III,  a,  in  which  the  candidate 
has  to  examine  and  treat  the  patients,  and  for 


tliose  under  TIF,  !>  and  c,  the  candidate  is  al- 
lowed from  1  to  3  hours  as  the  examiner  and 
arbiters   shall   determine. 

The  above  proposal  is  now  l)eing  considered 
by  the  Royal  Department. 
[Signed]  The  Board  of  Teaciiixg 

AND  EXAMIXIXG. 


The  Chairman.  It  has  been  very 
gratifying  to  us  to  listen  to  these  excel- 
lent papers  and  I  feel  that  when  the 
Transactions  of  this  congress  shall  have 
been  prepared  that  all  interested  in  the 
subjects  here  named,  history,  education, 
literature,  and  nomenclature  of  dentistry, 
will  find  that  the  products  of  this  section 
"vvill  be  very  valuable.  It  has  been  to  me 
a  very  great  pleasure  to  have  listened  to 
these  papers.  As  to  the  work  we  have 
done  in  this  section  of  the  Fourth  Inter- 
national Dental  Congress,  I  am  sure 
everyone  who  has  been  here  will  be  proud 
of  the  work.  There  were  fifteen  papers, 
and  the  report  from  Manila  being  in 
three  sections,  that  would  make  seven- 
teen, and  I  believe  this  will  be  the  ban- 
ner section  in  the  number  of  papers  pre- 
sented, every  one  of  which  has  been  of  in- 
terest. We  have  brought  out  here  the 
development  of  dental  education  in  the 
United  States,  France,  Mexico,  Japan, 
Norway,  the  Philippine  Islands,  and 
Italy,  and  an  examination  of  these  papers 
showing  the  work  that  has  been  accom- 
plished up  to  the  present  time  in  dental 
education  will  furnish  most  valuable  in- 
formation to  anyone  interested. 

I  desire  to  especially  thank  all  who  have 
been  present  for  the  earnestness  exhib- 
ited here  at  all  times.  Though  we  have 
not  had  a  large  audience  we  have  always 
had  a  very  emthusiastic  one,  showing  ver}' 
great  interest  in  the  work. 

The  Chairman  then  declared  Section 
IX  of  the  Fourth  International  Dental 
Congress  adjourned  sine  die. 
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SECTION   X: 

Legislation* 


Chairman — William  Care,  Xew  York^   X.  Y. 
Secretary — L.  Ashley  Faught,  Philadelphia,  Pa. 


FIRST    DAY— Monday,  August  29th. 


The  chairman,  Dr.  William  Carr  of 
New  York,  called  the  meeting  to  order. 
Dr.  H.  C.  Brown  of  Columbus,  Ohio, 
acted  as  secretary  ]jro  tern. 

The  Chairman-.  The  first  papers  to 
be  read  before  this  section  are  those  by 
Dr.  Anema  of  Eotterdam  and  Dr.  Patter- 
son of  Kansas  City.     As  it  is  now,  how- 


ever, nearly  half-past  three  o'clock,  with 
your  approval  the  section  will  adjourn 
until  to-morrow — the  time  and  place  to 
be  announced  from  the  platform  of  the 
congress  in  general  session  this  after- 
noon. 

The  section  thereupon  adjourned  sub- 
ject to  the  call  of  the  chairman. 


SECOND    DAY— Tuesday,  August   30th. 


The  Chairman  called  the  section  to 
order  at  2.30  p.m.  Dr.  H.  C.  Brown  of 
Columbus,  0.,  acted  as  secretary  pro  tern. 

The  Chairman  then  read  his  address, 
as  follows : 

Chairman's   Address. 

Gentlemen  of  Section  X, — It  gives  me 
great  pleasure  to  welcome  to  this  section 
so  many  eminent  members  of  our  profes- 


sion, and  particularly  to  extend  the  hand 
of  good  fellowship  to  our  brethren  from 
across  the  sea.  It  is  encouraging  to  see 
so  many  gentlemen  who  have  traveled 
hundreds  and  thousands  of  miles  to  take 
part  in  such  a  congress  as  is  assembled  in 
St.  Louis  at  this  time,  and  all  animated  by 
the  desire  to  do  what  we  may  for  the  good 
of  our  chosen  profession.  I  must  say 
without  any  desire  to  belittle  the  work  of 
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other  sections,  that  ours  is  one  of  the  most 
important  in  bringing  our  profession  to 
its  proper  position  as  a  branch  of  medi- 
cal science.  Without  dental  legislation 
dentistry  would  soon  sink  to  the  level 
which  it  occupied  so  many  years  ago  when 
barbers  and  bloodletters  generally  prac- 
ticed dentistry — save  the  mark  !— and 
when  a  dentist  occupied  a  position  no 
higher  than  that  of  a  barber  of  today. 

Professional  legislation  has  been  the 
work  of  the  last  twenty-five  years  of  my 
life.  During  that  time  we  have  made  a 
hard  fight  in  our  state  of  New  York  to 
secure  the  enactment  of  laws  which  would 
govern  wisely  and  well  the  study  and  prac- 
tice of  dentistry  and  at  the  same  time 
prescribe  the  preliminary  education  requi- 
site for  those  who  desire  to  study  dentis- 
try with  the  view  to  practice.  In  the 
report  which  will  be  read  to  you  I  have 
attempted,  as  well  as  possible  in  the 
necessarily  limited  time  at  my  disposal, 
to  make  a  comparison  between  the  laws 
of  our  country  and  those  of  foreign 
governments.  This  report  will  show  gen- 
erally that  while  our  higher  professional 
education  may  be  and  doubtless  is  equal 
to  that  of  foreign  countries,  it  is  the 
standards    of   preliminary   education   in 


which  our  states  are  generally  deficient, 
and  it  is  our  duty,  in  my  opinion,  to 
strive  to  raise  the  standard  of  our  respec- 
tive states  in  this  particular,  if  not  to 
that  of  the  state  of  New  York,  at  least 
to  a  degree  commensurate  with  its  re- 
quirements. 

I  desire  to  thank  the  eminent  gentle- 
men who  have  so  kindly  contributed 
papers'  bearing  on  the  subject-matter  of 
our  deliberations,  and  trust  that  our  dis- 
cussions of  these  papers  as  well  as  the 
report  will  be  thorough  and  general,  and 
further,  if  possible,  that  we  may  for- 
mulate a  plan  and  decide  upon  ways 
and  means  whereb}^  such  legislation  as 
may  be  necessary  to  unify  the  laws  and 
impose  parallel  conditions  regarding  pre- 
liminary education  preparatory  to  pro- 
fessional training  may  be  enacted. 

Again  thanking  you  all,  gentlemen, 
for  your  attendance,  and  trusting  that 
our  work  may  not  be  in  vain,  let  us  now 
proceed  to  the  business  for  which  we  have 
assembled. 

Dr.  L.  C.  Bryan,  Basel,  Switzerland, 
was  called  to  the  chair  as  honorary 
chairman,  and  the  chairman,  Dr.  Wil- 
liam Caer,  read  his  report,  as  follows: 


A  Review  of  Interstate  and  International  Dental 

Legislation. 

By  WILLIAM  CARR,  M.D.,  New  York,  N.  Y. 


Gentlemen, — As  chairman  of  Section 
X,  on  Dental  Legislation,  I  beg  to  report 
as  follows :  It  is  with  considerable  dif- 
ficulty that  we  have  been  able  to  obtain 
copies  of  the  laws  governing  the  study 
and  practice  of  dentistry  in  foreign  coun- 
tries, and  the  data  at  hand  are  far  from 


complete,   although  the  best  procurable 
after  months  of  effort. 

A  compilation  has  been  made  of  the 
various  laws  regulating  dentistry  in  the 
United  States,  and  it  is  our  purpose  to 
summarize  and  compare  these  statutes 
separately,    afterward    comparing    them 
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with  the  laws  of  foreign  countries  in  our 
possession. 

After  careful  study  and  comparison  of 
the  laws  regulating  study  and  practice 
of  -dentistry  in  the  United  States  and 
its  territories,,  we  have  tabulated  the  re- 
sult of  our  research  below,  in  two  tables, 
one  giving  an  analysis  of  the  laws  in  force 
in  1899,  the  other  being  brought  up  to 
July  1,  1904. 

Examination  of  these  tables  will  show 
at  a  glance  the  elevation  of  standards 
and  general  progress  in  dental  legislation 
during  the  five  years  just  passed. 

SYNOPSIS   OF   REQUIREMENTS   IN   1899. 

In  twenty-three  states  dental  diplomas  do 
not  now  confer  the  right  to  practice,  an 
examination  being  required  in  all  cases; 


Alabama 

Colorado 

Connecticut 

Delaware 

Florida 

Georgia 

Idaho 

Maine 

Massachusetts 

Minnesota 

Mississippi 

New  Hampshire 


New  Jersey 
New  York 
North   Carolina 
Oregon 
Pennsylvania 
Rhode  Island 
South  Carolina 
Vermont 
Virginia 
Washington 
West  Virginia 


The  following  require  for  admission  to  the 
licensing  examination : 

Colorado.  Diploma  from  legally  organized 
reputable  dental  school. 

Connecticut.  Diploma  from  recognized 
dental  school,  or  three  years'  instruction,  or 
three  years'  practice. 

Delaivare.  Diploma  of  recognized  dental 
school. 

Florida.  Diploma  of  reputable  dental 
school. 

Georgia.  Diploma  of  reputable  dental 
school. 

Idaho.  Three  years'  experience,  certificate 
from  another  state  board,  or  diploma  from 
legally   organized    dental    school. 

Minnesota.  Diploma  from  reputable  den- 
tal school,  or  evidence  of  ten  years'  continu- 
ous  practice   previous   to    September    1889. 


New  Jersey.  Common  school  education, 
diploma  from  recognized  dental  school  or  a 
written  recommendation  from  five  experi- 
enced dentists. 

New  York.  Full  high-school  course,  de- 
gree from  registered  dental  school  or  medical 
degree  with  a  special  two  years'  dental 
course. 

Oregon.  Diploma  from  dental  school  in 
good  standing,  or  study  and  practice  in  Ore- 
gon prior  to  this  act. 

Pennsylvania.  A  competent  common  school 
education,  diploma  of  recognized  dental 
school. 

Virginia.     A   fair  academic   education. 

Washington.  Diploma  from  recognized 
dental  scliool  or  evidence  of  ten  years'  prac- 
tice. 

The  following  require  the  licensing  exami- 
nation only: 


Alabama 
Maine 

Massachusetts 
Mississippi 
New  Hampshire 


North   Carolina 
Rhode  Island 
South  Carolina 
Vermont 
West  Virginia 


In    tlie  following  political   divisions   either 

approval  of   dental    diploma   or   examination 

by    state  or    other    duly    qualified    board    is 
required  : 


Arizona 

California 

District  of  Columbia 

Hawaii 

Illinois 

Indiana 

Iowa 

Kansas 

Kentucky 

Louisiana 

Maryland 

Michigan 

Missouri 


Montana 

Nebraska 

Nevada 

New  Mexico 

North  Dakota 

Ohio 

Oklahoma 

South  Dakota 

Tennessee 

Texas 

Utah 

Wisconsin 


The  following  requiring  either  approval  of 
diploma  or  examination,  admit  to  examination 
on  conditions  named: 

loica.  Satisfactory  evidence  of  three  years' 
study. 

Missouri.  Three  years'  study  with  legally 
registered  dentist  or  license  from  another 
state. 
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Montana.  Three  years'  practice  or  three 
years'  study  under  licensed  dentist. 

ISlortli  Dakota.  Three  years'  active  prac- 
tice or  three  years'   study  with  practitioner. 

Utah.  Two  years'  practice  or  two  years' 
study  under  licensed  dentist. 

Arkansas.  Requires  only  a  diploma  ap- 
proved by  the  board. 

Wyoming.  Requires  only  presentation  of 
diploma  to  unqualified  local  officers. 

Cuba,  Philippine  Islands,  and  Porto  Rico. 
The  requirements  are  in  process  of  transition. 

Alaska  and  Indian  Territory  have  no  laws. 

SYNOPSIS  OF  PRESENT  REQUIRE- 
MENTS.    JULY  1,   1904. 

For  purposes  of  comparison  the  synopsis 
of  requirements  in  force  in  1904  follow  those 
in  force  in  1899.  An  interesting  comparison 
can  be  instituted  from  these  two  synopses 
showing  the  advancement  made  in  require- 
ments for  admission  to  dental  practice  in  the 
United  States  during  the  five  years,  1899  to 
1904. 

In  thirty-four  states  dental  diplomas  do  not 
now  confer  the  right  to  practice,  an  examina- 
tion being  required  in  all  cases : 


Alabama 

Arizona 

Arkansas 

California 

Colorado 

Connecticut 

Delaware 

Florida 

Georgia 

Hawaii 

Idaho 

Indiana 

Iowa 

Louisiana 

Maine 

Massachusetts 

Minnesota 


Mississippi 

Montana 

New  Hampshire 

New    Jersey 

New  York 

North    Carolina 

Ohio 

Oregon 

Pennsylvania 

Philippines 

Rhode  Island 

South  Carolina 

Utah 

Vermont 

Virginia 

Washington 

West  Virrfnia 


The  following  require  for  admission  to  the 
licensing  examination : 

Arizona.  Dip'oma  from  reputable  dental 
school,  member  of  the  National  Association  of 
Dental  Faculties  or  four-year  high-school 
course  and  three  years'  apprenticeship  with 
licensed    practitioner,    or    certificate    from    a 


state  board  showing  five  years'  practice  as 
licensed  dentist. 

California.  Diploma  of  reputable  dental 
school  indorsed  by  state  board  of  dental  ex- 
aminers, or  three-year  high-school  course  and 
four  years'  dental  apprenticeship,  or  certifi- 
cate of  examining  board  of  another  state 
showing  five  years'  practice. 

Colorado.  Diploma  from  legally  organized 
reputable  dental  school. 

Connecticut.  Diploma  from  recognized 
dental  school,  or  three  years'  instruction,  or 
three  years'  practice. 

Delaware.  Diploma  of  recognized  dental 
school. 

Florida.    Diploma  of  reputable  dental  school. 

Georgia.   Diploina  of  reputable  dental  school. 

Hawaii.    Diploma  of  reputable  dental  school. 

Idalio.  Three  years'  experience,  certificate 
from  another  state  board,  or  diploma  from 
legally  organized  dental  school. 

Iowa.     Diploma  of  reputable  dental  school. 

Indiana.  Dij)loma  recognized  by  National 
Association  of  Dental  Faculties  or  five  years 
as  assistant  to  licensed  dentist. 

Minnesota.  Diploma  from  reputable  den- 
tal school,  or  evidence  of  ten  years'  continu- 
ous practice  previous  to   September   1889. 

Montana.  Diploma  of  reputable  dental 
school,  or  five  years'  dental  practice,  or  five 
years'   study   under  licensed  dentist. 

ISiew  Jersey.  Common  school  education,  di- 
ploma from  recognized  dental  school,  or  a 
written  recommendation  from  five  experienced 
dentists. 

ISlew  York.  Full  high-school  course,  de- 
gree from  registered  dental  school  or  medical 
degree  with  a  special  two-year  dental  course. 

Ohio.  Diploma  from  a  legally  chartered 
dental  school. 

Oregon.  Diploma  from  dental  school  in 
good  standing,  or  study  and  practice  in  Ore- 
gon prior  to  this  act. 

Pennsylvania.  A  competent  common  school 
education,  diploma  of  recognized  dental  school. 

Philippine  Islands.  Diploma  from  legally 
incorporated  dental  school. 

Utah.  Diploma  recognized  by  National 
Association  of  Dental  Examiners,  or  ten 
years'  practice,  or  three  years'  study  with 
licensed  dentist. 

Virginia.     A  fair  academic   education. 
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Washington.  Diploma  from  recognized  den- 
tal school,  or  evidence  of  ten  years'  practice. 

The  following  require  the  licensing  exami- 
nation only: 


Alabama 
Maine 

Massachusetts 
Mississippi 
New  Hampshire 


North  Carolina 
Rhode  Island 
South  Carolina 
Vermont 
West  Virginia 


In  the  following  political  divisions  either 
approval  of  dental  diploma  or  examination  by 
state  or  other  duly  qualified  board  is  re- 
quired : 


District  of  Columbia 

Illinois 

Kansas 

Kentucky 

Maryland 

Michigan 

Missouri 

Nebraska 


Nevada 
New  Mexico 
North   Dakota 
Oklahoma 
South  Dakota 
Tennessee 
Texas 
Wisconsin 


The  following,  requiring  either  approval  of 
diploma  or  examination,  admit  to  examina- 
tion on  conditions  named : 

Missouri.  Three  years'  study  with  legally 
registered  dentist  or  license  from  another 
state. 

North  Dakota.  Three  years'  active  prac- 
tice, or  three  years'  study  with  practitioner. 

Porio  Rico.  Diploma  approved  by  Superior 
Board  of  Health. 

South  Dakota.  Three  years'  practice  or 
three  years'  study  with  practitioner. 

Wyoming.  Requires  only  presentation  of 
diploma  to  unqualified  local  officers. 

As  will  be  seen,  in  1899  there  were 
only  twenty-three  states  in  which  a  dental 
degree  alone  did  not  confer  the  right  to 
practice,  an  examination  being  required 
in  all  cases.  In  1904,  however,  we  find 
these  conditions  existing  in  thirty-four 
states,  a  very  gratifying  and  material  in- 
crease in  number. 

Comparison  of  the  requirements  of  the 
various  states,  however,  discloses  a  wide 
divergence  in  the  standards  of  prelimi- 
nary education.  An  encouraging  fact, 
however,   is  that  the  increase  has  been 


steady,  and  it  is  to  be  hoped  that  in 
the  near  future  some  concerted  action 
may  be  taken  by  the  various  state  au- 
thorities whereby  the  educational  stand- 
ards may  be  made  to  conform  to  a  uni- 
form regulation.  This  action  is  neces- 
sary not  alone  for  the  purpose  of  secur- 
ing a  higher  degree  of  collegiate  training, 
but  also  to  enable  us  to  secure  recogni- 
tion from  foreign  countries,  which  the 
low  standards  prevailing  in  many  states 
now  tend  to  prevent.  The  general  raising 
and  systematizing  of  standards  will  also 
enable  us  to  secure  reciprocity  wuth  for- 
eign countries.  The  standards  of  the 
schools  and  colleges  are  fairly  uniform 
today,  and  the  bar  to  foreign  reciprocity 
and  recognition  of  our  degrees  is  our  low 
.standard  of  preliminary  education. 

In  order  that  the  question  of  prelimi- 
nary and  professional  education  may  be 
intelligently  discussed,  it  is  necessary  to 
carefully  examine  the  requirements  of 
the  various  countries  as  compared  with 
the  requirements  of  the  state  of  New 
York,  which  possesses  the  highest  stand- 
ard in  the  United  States  today.  For  this 
purpose  we  have  made  a  comparative  list 
of  the  educational  requirements  of  Eng- 
land, Germany,  and  France,  together 
with  those  of  New  York  state,  as  we 
regard  the  three  countries  mentioned  as 
being  representative  of  foreign  countries, 
which,  although  they  vary  somewhat  in 
detail,  are  jDractically  the  same.  (See 
table  on  next  j)age.) 

Ireland,  Scotland,  and  Wales  are 
governed  by  the  same  laws  as  England, 
so  far  as  the  study  and  practice  of  dentis- 
try are  concerned,  and  the  same  require- 
ments are  in  force.  This  applies  in  a 
measure  to  Canada,  Australia,  and  other 
I]nglish  provinces,  although  no  local 
statutory  provision  is  made  for  prelimi- 
nary education. 


31 


454 


FOURTH    INTERNATIONAL    DENTAL    CONGRESS. 


Japan  has  but  one  dental  institution, 
the  Tokio  Dental  College,  which  requires 
as  a  preliminary  to  a  course  of  dental 
instruction  the  passage  of  an  examination 
in  the  following  subjects : 

1.  History,  general  and  Japanese. 

2.  Elementary   physics   and   chemistry. 

3.  Rhetoric,  Japanese  and  English. 

4.  Arithmetic. 

5.  Algebra. 

6.  Geometry. 

Every  candidate  for  graduation  must 
have  devoted  three  years  to  the  study 
of  dentistry,  including  the  college  course. 


Year.      Term. 
1  1 


1  2 


2  1 


2  2 


Studies. 
First  year  English. 
First  year  Latin, 
U.  S.  history. 
Physiology. 
First   year   English, 
First   year   Latin, 
Civics, 

Physical  geography. 
Second  year  English, 
Csesar, 

First  year  Greek, 
Algebra. 

Second  year  English, 
Caesar, 

First  year  Greek, 
Algebra. 


EDUCATION  PRELIMINARY  TO  DENTAL  REGISTRATION. 


England. 


English  language, 
including  grammar 
and  composition;  Lat- 
in, grammar  and 
translation ;  arithme- 
tic, algebra,  geome- 
try, Greek  or  a  mod- 
ern language. 


Germany. 


Seven-class  gymna- 
sium is  preliminary  to 
the  study  of  dentistry. 
(A  full  nine-class 
gymnasium  is  equiva- 
lent to  the  Freshman 
year  in  a  first-class 
college  in  the  United 
States. ) 


France. 


New  York  State. 


The  preliminary  ed- 
ucation required  is  a 
diploma  of  "Bache- 
lor," or  a  certificate 
of  the  superior  pri- 
mary studies  ( equiva- 1  course. ) 
lent  to  a  high- school 
course. )  These  stu- 
dies comprise  French, 
geology,  botany,  natu- 
ral history,  physics, 
arithmetic,  algebra, 
and  geometry. 


January  1,  1905. 

Full  four-year  high- 
school  course. 

( See  below  for  de- 
tailed        high  -  school 


or  have  attended  three  full  courses  of  lec- 
tures in  this  college.  At  the  end  of  the 
third  year,  after  having  passed  a  satisfac- 
tory examination  in  the  theoretical 
branches,  performed  an  oral  operation  in 
the  dental  infirmary  of  the  college,  and 
satisfactorily  completed  an  operation  in 
mechanical  dentistry,  the  candidate  re- 
ceives a  degree  and  is  thereafter  entitled 
to  practice  in  the  empire  of  Japan. 

In  order  that  we  may  understand  the 
comparisons  which  follow,  we  give  below 
the  curriculum  of  a  representative  high 
school  in  New  York  state : 


Year.     Term. 
3  1 


3  2 


4  1 


4  2 


Studies. 
Third  year  English, 
Cicero, 
Anabasis. 
Plane  geometry. 
Third  year  English, 
Latin  composition, 
Anabasis, 
Plane  geometry. 
English  reading, 
Virgil's  ^neid. 
Homer's  Iliad, 
Greek  history. 
English  reading, 
Virgil's  ^neid, 
Mathematics  or  science. 
Roman  history. 
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A  regents' diploma  is  required  for  grad- 
uation. This  is  granted  to  any  candidate 
■who  successfully  passes  an  examination 
in  the  following  subjects : 

English,  8  counts. 

Science,  8 

Mathematics,  8 

History  and  social  science,    8 
Optional,  16 

48 

The  term  "count"  represents  ten  weeks' 
work  in   one  of  these  studies. 

It  is  difficult  to  give  a  representative 
course  in  an  English  secondary  school, 
as  the  courses  differ  widely ;  but  the  Eng- 
lish base  their  standards  so  fully  upon 
examination  tests  that  the  curriculum  of 
the  school  itself  has  little  weight.  The 
regents  of  the  University  of  the  State  of 
New  York  regard  the  credentials  earned 
in  the  English  "preliminary"  examina- 
tion as  equivalent  to  two  years'  high- 
school  course,  and  the  "first  professional" 
examination  as  equivalent  to  the  require- 
ments for  a  dental  student's  certificate 
in  this  state. 

In  New  York,  the  certificate  of  a 
nine-class  German  gymnasium  is  equiva- 
lent to  the  freshman  year  in  a  registered 
college  of  the  first  class,  and  the  "ma- 
turity certificate"  of  a  "real-schule"  fully 
equal  to  a  four  years'  high-school  course. 

REQUIREMENTS  IN"  ENGLAND. 

The  "first  professional"  examination 
in  England  is  identical  with  part  one  of 
the  first  examination  of  the  examining 
board  in  England.  Before  admission  to 
this  examination  the  candidate  must  pro- 
duce a  certificate. 

Of  his  having  received  instruction 
(which  may  be  taken  prior  to  the 
date  of  registration  as  a  dental  stu- 
dent)  nt  a  regularly  recognized  institu- 


tion in  cheuiiotry,  physics,  and  practical 
chemistry. 

Of  having  been  engaged  during  a 
period  of  not  less  than  three  years  in  ac- 
quiring a  practical  familiarity  with  the 
details  of  mechanical  dentistry  under  the 
instruction  of  a  competent  practitioner  or 
under  the  direction  of  a  superintendent 
of  the  mechanical  department  of  a  recog- 
nized dental  hospital.  Qualified  sur- 
geons afford  evidence  of  two  instead  of 
three  years'  instruction. 

Of  registration  as  a  dental  student  by 
the  General  Medical  Council. 

Of  having  attended  at  a  recognized 
dental  hospital  and  school,  (a)  a  course 
of  practical  dental  metallurg}-;  (b)  a 
course  of  lectures  on  dental  metallurgy; 

(c)  a  course  of  lectures  on  dental  me- 
chanics; (d)  a  course  of  practical  dental 
mechanics,  including  the  manufacture 
and  adjustment  of  six  dentures  and  six 
crowns. 

Candidates  may  present  themselves  for 
the  first  professional  examination  after 
six  months'  attendance  at  a  recognized 
dental  hospital  and  school.  The  exam- 
ination in  dental  metallurgy  will  be  by 
written  paper. 

The  second  professional  examination: 
A  candidate  must  possess  the  following 
certificates : 

Of  having  been  engaged  during  four 
years  in  the  acquirement  of  professional 
knowledge  subsequent  to  the  date  of  reg- 
istration as  a  dental  student. 

Of  having  attended  at  a  recognized 
dental  hospital  and  school :  (a)  a  course 
of  dental  anatomy  and  physiology;  (b) 
a  separate  course  of  dental  histology,  in- 
cluding preparation  of  microscopic  sec- 
tions;   (c)    a  course  of  dental   surgery; 

(d)  a  separate  course  of  practical  dental 
surgery;   (e)   a  course  of  not  less  than 
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five  lectures  on  the  surgery  of  the  mouth ; 

(f)  a  course  of  dental  materia  medica; 

(g)  a  course  of  dental  bacteriology. 
Of  having  attended  a  recognized  dental 

hospital  or  in  the  dentar department  of  a 
recognized  general  hospital,  the  practice 
of   dental   surgery   during  two   years. 

Of  having  attended  at  a  recognized 
medical  school:  (a)  a  course  of  lectures 
on  anatomy;  (b)  a  course  of  lectures  on 
physiology;  (c)  a  separate  practical 
course  of  physiology;  (d)  a  course  of 
lectures  on  surgery;  (e)  a  course  of  lec- 
tures on  medicine. 

Of  having  performed  dissections  at  a 
recognized  medical  ischool  during  not  less 
than  twelve  months. 

Of  having  attended  at  a  recognized 
hospital  the  practice  of  surgery  and  clin- 
ical lectures  on  surgery  during  two  win- 
ter sessions. 

Of  being  twenty-one  years  of  age. 

Certificates  of  professional  study  must 
show  that  the  students  have  attended  the 
course  of  professional  study  to  the  satis- 
faction of  their  teachers.  Candidates  may 
present  themselves  for  the  second  profes- 
sional examination  after  the  completion 
of  four  years'  professional  study  from  the 
date  of  registration  as  a  dental  student 
and  after  the  lapse  of  not  less  than  six 
months  from  the  date  of  passing  the  first 
professional  examination. 

The  second  professional  examination 
consists  of  two  parts :  ( 1 )  General  anat- 
omy and  physiology,  general  surgery  and 
pathology;  (2)  Dental  anatomy  and 
physiology,  dental  pathology  and  surgery, 
and  practical  dental  surgery. 

As  stated,  the  first  professional  exam- 
ination is  registered  by  the  University  of 
the  State  of  Xew  York  as  meeting  the 
full -requirements  for  the  dental  student's 
certifieate ;    evidence    of    the    successful 


completion  of  all  the  dental  courses  with 
the  requirements  in  mechanical  dentistry 
is  registered  by  the  University  as  meeting 
the  requirements  for  admission  to  the 
third  year  of  a  registered  dental  school  of 
the  United  States.  The  degree  of  licenti- 
ate in  dental  surgery  (L.D.S.)  is  regis- 
tered by  the  University  as  meeting  the 
professional  requirements  for  admission 
to  the  dental  licensing  examination  of  the 
state  of  New  York. 

This  recognition  of  the  English  degree 
of  L.D.S.  is  not  reciprocated.  It  is  man- 
ifest that  the  discrimination  shown  is  due 
to  the  fact  that  there  is  no  uniform 
standard  in  the  United  States  similar  to 
their  own. 

At  first  glance  it  may  seem  that  the 
law  of  the  state  of  New  Y^ork  is  harsh  and 
arbitrary,  and  to  work  an  injustice  to 
candidates  of  limited  means,  or  who  may 
not  have  had  the  time  or  opportunity  to 
procure  a  high-school  certificate.  This 
is  not  the  case,  however,  as  the  law 
will  accept  forty-eight  regents'  academic 
counts  as  equivalent  to  a  four  years'  high- 
school  course,  these  counts  being  obtained 
by  examination  held  by  the  regents  simul- 
taneously in  four  of  the  largest  cities  of 
New  York  state  four  times  a  year.  These 
examinations  may  extend  over  an  indefi- 
nite period,  the  candidate  receiving  credit 
and  a  regents'  pass  card  for  each  subject 
which  he  passes  successfully,  and,  upon 
the  completion  of  his  examinations  and 
his  return  to  the  regents  of  the  cards  rep- 
resenting his  forty-eight  academic  counts, 
he  receives  a  dental  student's  certificate, 
exactly  the  same  as  that  granted  to  the 
holder  of  a  high-school  certificate  or  di- 
ploma. The  dental  student's  certificate, 
however,  must  be  obtained  two  years  prior 
to  graduation  and  the  granting  of  a  de- 
gree. 
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REQUIREMENTS   IN   DENMARK  AND  OTHER 
EUROPEAN    COUNTRIES. 

Denmark  has  no  statutory  requirement 
as  to  preliminary  education.  The  stu- 
dent desiring  to  commence  the  study  of 
dentistry  must  show  two  years'  appren- 
ticeship in  the  workroom  or  laboratory  of 
one  or  more  dentists.  He  cannot  com- 
plete his  examinations  for  graduation  un- 
til he  is  twenty-one  years  of  age,  and  can- 
not practice  until  he  is  twenty-five  years 
of  age  and  has  worked  two  years  after 
graduation  as  an  assistant.  The  course 
in  dentistry  is  two  years.  Every  Danish 
surgeon,  if  licensed,  is  allowed  to  practice 
dentistry. 

Regarding  license  and  the  rules  govern- 
ing the  examination  of  candidates  in 
European  countries,  the  licensing  boards 
are  usually  composed  of  medical  men, 
generally  including  one  or  two  dentists 
in  their  number.  This  does  not  seem  just, 
in  our  opinion,  as  a  board  of  dental  exam- 


iners should  consist  entirely  of  dentists, 
who  are  naturally  better  qualified  to  ex- 
amine candidates  for  admission  to  license, 
knowing  what  is  required  by  the  needs 
of  their  profession,  and  understanding 
more  thoroughly  than  it  is  possible  for 
medical  men  to  do,  just  what  knowledge 
the  candidate  possesses  or  should  possess 
in  order  to  obtain  a  license. 

Dr.  Bryan.  Gentlemen,  you  have 
heard  the  report  of  Dr.  Carr,  which  was 
exceedingly  interesting,  and  I  would  ask 
any  of  those  interested  in  the  discus- 
sion of  this  subject  to  let  us  hear  their 
voices. 

Dr.  Carr  (having  resumed  the  chair). 
If  it  be  the  pleasure  of  those  present,  we 
might  listen  to  Dr.  Anema's  paiDcr,  and 
then  discuss  both  papers  together. 

The  suggestion  having  been  approved, 
Dr.  Eene  Anema,  Rotterdam,  Holland, 
then  read  the  following  paper: 


The  Value  of  Dental  Legislation. 


By  Dr.  RENE  ANEMA,  Rotterdam,  Holland. 


A  little  prologue  is  given  to  point 
toward  the  common  troubles  in  the  dis- 
cussion of  sociological  problems. 

As  my  essay  touches  upon  sociology 
and  the  relation  of  dentistry  to  the  com- 
monwealth, it  may  be  remembered  that 
sociology  often  gets  mixed  with  politics. 
Talleyrand,  the  famous  French  statesman 
and  diplomat,  used  speech  to  conceal 
thoughts.  Many  a  dental  diplomat  and 
lawmaker  apparently  does  the  same. 
This  is  a  source  of  difficulty  when  one 
comes  to  the  treatment  of  dental  socio- 
logical questions. 

Next  to  the  diplomat,  and  even' more 


dangerous,  stands  the  preacher,  the  man 
with  ideals  too  high  for  utility,  whose 
enthusiasm  allows  his  heart  to  go  astray 
with  his  head.  May  we  be  both  open- 
hearted  and  open-minded  by  freely  ut- 
tering our  thoughts  and  trusting  to 
fraternal  feeling  to  prevent  any  misun- 
derstanding. 

The  interests  of  one  individual  are 
often  opposed  to  the  interests  of  another. 
The  interests  of  a  number  of  individuals 
belonging  to  the  siame  class  can,  to  some 
extent,  be  opposed  to  the  interests  of  the 
rest.  According  to  the  well-recognized 
principle,  "The  greatest  happiness  of  the 
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greatest  number,"  the  interest  of  the  class 
must  be  subordinate  to  that  of  the  mass, 
i.e.  the  general  public;  yet  it  has  some- 
times happened  that  the  power  of  a  class 
was  so  well  organized  that  for  a  long 
time  the  interests  of  the  minority  pre- 
dominated those  of  the  majority. 

We  find  this  condition  where  a  certain 
class  has  been  long  enough  in  power  to 
make  the  laws  of  the  country.  Laws  are 
the  crystallization  of  customs.  Laws  be- 
come obsolete  when  the  customs  to  which 
they  owe  their  existence  are  changed. 
Laws  are  '"mummies"  when  they  are  not 
in  accord  with  customs  and  with  what 
is  right.  Bloody  revolutions  were  often 
necessary  to  change  laws.  Therefore,  the 
particular  kind  of  laws  called  dental  leg- 
islation is  a  serious  matter.  In  my  opin- 
ion, state  dental  laws  should  only  be  made 
under  the  inspiration  of  the  desire  for 
public  welfare  and  not  under  the  influ- 
ence of  class  interests. 

This  is  something  not  to  be  forgotten 
at  a  time  when  dental  legislation  en- 
deavors to  keep  up  with  the  advance  in 
dental  science;  and  with  the  above  in 
mind,  allow  me  to  ask  you  the  follow- 
ing question:  What  do  you  consider  the 
true  value  of  dental  legislation,  and  what 
may  the  public  expect  from  it  ?  This  ques- 
tion, to  my  mind,  has  yet  to  be  satisfac- 
torily answered,  which  is  my  excuse  for 
presenting  a  paper  before  you. 

In  the  case  before  us  of  the  public  in- 
terest vs.  dental  legislation,  allow  me  to 
introduce  as  the  principal  factor  making 
for  ill  "professional  egotism,"  a  spirit  re- 
lated to  self-preservation  of  the  class  on 
one  side  and  professional  jealousy  on  the 
other. 

Permit  me  to  diverge  for  a  moment 
to  make  myself  here  better  understood 
by  quoting  from  my  paper,  "The  Interest 
of  the  Dentist  vs.  the  Interest  of  the  Pub- 


lic," delivered  before  the  Pennsylvania 
State  Dental  -Society,  Wilkes-Barre,  Pa., 
July  13,  1904: 

In  my  language — the  language  of  the 
Netherlands — there  are  two  words  for  the 
English  word  "profession,"  both  Netherlands 
words  being  in  almost  equally  common  use. 
The  one  gives  the  concrete  signification  of 
profession,  meaning  the  number  or  class  of 
men  that  practice  the  same  art,  the  other 
gives  the  abstract  signification  and  means 
vocation  or  calling. 

With  these  two  words  in  mind,  it  is  easier 
to  make  one's  self  understood  than  with  one. 
Because  class  differences  are  not  as  distinct 
as  in  older  countries,  the  concrete  word 
"class"  for  dental  profession  is  a  less  familiar 
word  in  American  society.  It  is  a  more 
familiar  word,  or  at  least  the  idea  represent- 
ing the  word  is  more  familiar  to  men  in  older 
parts  of  the  world.  When  one  keeps  in  mind 
only  the  abstract  signification  of  the  word 
"profession,"  professional  egotism  is  a  contra- 
diction of  terms,  but  when  one  thinks  of  the 
concrete  form  the  new  term  becomes  more 
familiar. 

To  my  mind  there  is  no  more  doubt  of  the 
existence  of  professional  egotism  than  there  is 
of  a  certain  kind  of  patriotism,  called  "jingo- 
ism," that  preaches  "My  country,  right  or 
wrong,"  or  of  that  egotism  which,  by  instinct 
and  brute  force,  extinguishes  weaker  races. 
Of  the  latter  we  have  in  the  history  of 
mankind  many  instances.  Of  the  former  I 
hope  to  give  you  an  instance  later  on.  All 
these  forms  of  egotism  are  brought  about  by 
instincts  of  the  individual  becoming  active 
in  the  mass  at  certain  times  and  intervals  of 
its  existence. 

In  giving  the  genesis  of  professional  ego- 
tism, something  must  be  said  of  the  instinct 
of  self-preservation  and  of  self-preservation 
of  the  class  to  which  professional  egotism  is 
closely  related.  In  our  day,  when  the  effects 
of  learning  and  education  are,  in  my  opinion, 
overestimated,  it  needs  some  courage  to  make 
the  statement  that  a  dentist  and  even  a  high 
professional  man  is  a  being  belonging  to  the 
mammalia,  with  instincts  given  for  a  great 
amount  of  active  power  to  his  mind  and  body. 
However,  it  has  been  said  by  one  of  the  best 
American  authors  that  of  all  animals  man 
possesses  the  most  instincts. 

Among  the  strongest  instincts  of  man  is 
that  of  self-preservation.  It  is  a  common 
truth  that  instincts  are  hard  to  deal  with, 
if  indeed  they  can  be  dealt  witb"  at  all.  They 
may  become  concealed  to  the  inexperienced 
eye,  covered  by  today's  civilization,  which 
ofttinjes    is    not    much    more    than    a    social 
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veneer,  or  by  an  iiiiiiiil)]e  selfdecpit  of  good- 
natured  and  well-to-do  people  who  believe 
that,  at  least  among  their  class,  instincts,  and 
especially  the  instinct  of  self-preservation,  are 
rudimentary.  If,  however,  those  less  critical 
believe  that  the  better  classes  look  out  mainly 
for  the  interests  of  others,  then  to  my  mind 
they  are  mistaken.  The  lesson  given  nearly 
two  thousand  years  ago,  "Love  thy  neighbor  as 
thou  lovest  thyself,"  is  still  generally  appli- 
cable, which  implies  its  reverse,  that  as  a 
rule  man  looks  out  more  for  his  own  interests 
than  for  the  interests  of  others.  I  will  not 
say,  however,  that  there  are  no  exceptions  to 
this  rule,  inasmuch  as  there  are  such  people 
as  martyrs,  for  example,  in  whom  the  in- 
stinct of  self-preservation  seems  almost  lost; 
but  this  specimen  is  very  rare.  This  excep- 
tion shows  up  more  clearly  the  rule  that  says 
the  instinct  of  self-preservation  is  stronger 
than  the  instinct  of  altruism. 

When  a  man  joins  a  profession  he  brings 
his  instinct  of  self-preservation  with  him. 
This  instinct  brings  him  often  in  closer  con- 
tact with  the  profession,  as  he  hopes  that 
the  profession  may  after  a  time  be  of  some  use 
to  him. 

Notwithstanding  man's  idealistic  feelings 
and  the  almost  overwhelming  influence  of 
them,  as  can  be  the  case  after  long  solitary 
contemplation,  or  by  transferring  thought  to 
others  in  enthusiastic  gatherings  of  men  with 
the  same  interests,  it  cannot  be  denied  that 
the  average  professional  man  not  only  pos- 
sesses this  instinct  of  self-preservation,  but 
that  he  needs  it  wherewith  to  earn  his  daily 
bread.  When  we  take  the  dental  profession  as 
a  class,  each  member  making  a  living  through 
dentistry,  to  protect  himself  from  starvation, 
should  it  be  at  all  surprising  that  there  exists 
such  a  thing  as  professional  self-preservation  ? 

The  following  is  a  direct  proof  of  the  exist- 
ence of  such  an  instinct:  In  a  certain  coun- 
try a  society  of  dentists,  forming  the  editorial 
staff  of  a  dental  journal,  desired  to  change 
the  rules.  One  of  the  members  proposed  the 
following  as  the  principle  on  which  the  new 
structure  should  be  erected:  "The  society 
intends  to  serve  the  public  by  promoting  den- 
tistry in  the  most  remote  sense  of  art  and 
science."  His  obvious  reason,  as  he  explained 
at  the  time,  was  to  have  as  the  leading  motive 
the  "interest  of  the  public."  After  having 
been  carefully  considered,  the  proposition  was 
rejected  almost  unanimously.  So  far  as  the 
thoughts  of  the  opposition  could  be  understood, 
the  men  who  voted  against  the  public-inter- 
est proposition,  feeling  themselves  representa- 
tives of  their  profession,  considered  it  their 
duty  not  to  look  out — at  least,  not  in  the  first 
place — for  interests  other  than  those  of  the 
body  of  men  represented.     The  new  rules  are 


now  baaed  upon  a  foundation  which  can  easily 
be  laid  bare  and  understood  by  looking  upon 
the  flag  and  emblem  of  some  of  our  best 
dental  Journals,  which  say.  "Devoted  to  the 
interests  of  the   profession." 

As  dental  journals  are  leaders  and  at  the 
same  time  the  voice  of  the  profession,  I  con- 
sider these  facts  as  valuable  ones  and  as  a 
proof  that  the  dental  profession  needs  devo- 
tion to  its  own  interests.  And  as  devotion 
to  one  (the  profession)  excludes  devotion  to 
another  (the  public) — otherwise  it  is  no  de- 
votion— what  else  can  be  the  cause  of  the 
demand  for  this  highest  form  of  affection  than 
the  instinctive  self-preservation  of  the  cla.S3, 
namely  profesfiional  self-preservation. 

So  far  about  the  genesis;  now  following  is 
an  instance  of  the  existence  and  action  of 
professional  egotism  at  the  present  time. 

In  France  a  body  of  over  two  hundred  and 
fifty  dentists,  the  Syndicat  des  Chirurgiens- 
Dentistes  de  France,  use  their  power  to  bring 
before  court  respectable  foreign  dentists  for 
using  legally  acquired  but  foreign  degrees  of 
'doctor."  As  their  country  does  not  furnish  a 
dental  doctor's  degree,  the  dentists  claim  that 
the  foreigners  gain  an  undue  reputation  by 
the  use  of  that  title,  thus  doing  harm  to  the 
interests    of    the    local    dentists. 

That  this  feeling  is  more  or  less  coni- 
rnon  to  all  lands  was  illustra'ted  in  a 
conversation  bearing  on  educational  mat- 
lers  I  lately  had  with  a  dental  professor 
in  Europe.  In  replying  to  a  doubt  ex- 
pressed by  me  as  to  the  advisability  of  the 
bachelor's  degree  and  the  official  medical 
studies^  and  the  detriment  they  might 
work  in  debarring  raany  from  entering 
the  school  and  in  denying  the  blessings 
of  dentistry  to  the  masses,  he  remarked, 
jokingly,  "Oh,  we  don't  need  any  more 
dentists  here." 

After  this  I  hope  to  be  understood  if 
I  repeat  that  professional  egotism  is  an 
ill-natured  feeling  related  on  one  side  to 
the  self-preservation  of  the  class  and  on 
the  other  to  professional  jealousy.  This 
potent  inner  prompting  becomes  highly 
active  in  times  and  places  where  at- 
tacks are  to  be  feared  by  competition,  in 
the  same  way  as  wars  are  brought  about 
\)y  collision  of  the  interests  of  nations. 
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Now,  some  of  you  may  ask,  "Why  all 
this  talk  a;bout  self-preservation  and  pro- 
fessional egotism  where  only  a  few  of  the 
better  dentists  are  interested  in  legisla- 
tion and  men  who  are  subject  to  the  in- 
stincts mentioned  have  no  influence  what- 
ever upon  the  laws  ? 

In  my  opinion,  however,  every  dentist, 
even  the  dental-parlor  man,  has  his  in- 
fluence upon  legislatures,  simply  by  feel- 
ing public  opinion,  without  the  sanction  of 
which  no  legislation  is  possible.  The  man 
in  the  street  has  more  influence,  indirect 
though  it  may  be,  on  legislation  than 
the  legislator  himself,  who  depends  upon 
his  constituents  for  information. 

Self-aggrandizement,  among  the  many 
factors  affecting  dental  legislation,  is  the 
most  subtle  and  delicate  and  the  more 
dangerous  because  it  appeals  to  men  of 
the  highest  type.  In  dentistry  possibly 
more  than  in  other  professional  life  there 
exists  the  desire  to  reach  the  unobtain- 
able. Many  of  us  have  "arrived"  and 
have  all  that  money  can  buy,  only  to  feel 
keen  disappointment  at  the  lack  of  pub- 
lic recognition  granted  so  freely  to  medi- 
cal men.  Therefore  the  hue  and  cry, 
"Eaise  the  profession  I" 

Human  nature  is  very  complex ;  "Know 
thyself"  is  an  axiom  portentous  to  all 
who  think — and  who  is  to  judge  as  be- 
tween those  who  place  self-aggrandize- 
ment or  the  public  welfare  flrst?  But 
of  one  thing  we  are  assured ;  no  other  in- 
dividual motive  is  acceptable  and  no  other 
growth  will  more  truly  raise  the  profes- 
sion than  that  fixed  in  the  solid  ground- 
work of  the  public  weal.  When  the  ap- 
peal of  self-aggrandizement  is  heard  in 
the  forming  of  dental  statutes  it  is 
well  for  the  legislators  to  be  hypocrit- 
ical. 

If  it  occurs  that  the  profession  as  a 


body,  limited  in  motive  power  and  handi- 
capped on  the  way  to  a  high  ideal  by  its 
class  instincts,  "fathers"  all  dental  legis- 
lation, the  question  What  may  the  public 
expect  from  such  legislation?  becomes  a 
very  serious  one.  For  this  statement 
and  to  show  that  it  is  not  exaggerated,  I 
bring  forward  the  following  proofs — one 
from  the  new  world  and  one  from  the  old 
world : 

"Much  of  our  (American)  legislation 
owes  its  existence  to  the  effort  of  those 
who  make  the  protection  of  the  dental 
practitioner  against  the  competition  of 
his  unqualified  neighbor  the  primary  and 
leading  motive."* 

In  France  there  exists  the  condition 
of  affairs  that  debars  any  foreigner  from 
practicing  his  art,  no  matter  from  what 
reputable  school  he  comes  or  how  many 
years  of  reputable  practice  he  may  have, 
but  compels  him  to  pass  through  all  the 
preliminaries  and  to  spend  at  least  two 
years  in  the  local  dental  school,  after 
which  he  may  appear  before  the  state  den- 
tal examiners. 

IsTietche,  the  German  philosopher,  in 
his"Die  Wille  zur  Macht"  tells  us  that  the 
main  desire  of  man  is  power,  and  we  have 
an  illustration  of  this  in  the  damage  done 
by  high-handed  class  legislation  found  in 
a  bit  of  history  of  the  healing  art  in  Ger- 
many. When  the  all-powerful  guilds  or 
trade  corporations  of  which  the  surgeons 
were  one,  passed  regulations,  limitations, 
and  laws  unbearable,  there  resulted  a 
healthy  reaction,  and  the  "Gewerbefrei- 
heit,"  or  trade  freedom,  in  Bismarck's 
time,  was  established,  granting  freedom 
in  the  healing  art,  which  of  course  in- 
cludes dentistry. 


*  E.  C.  Kirk,  -'The  Unification  of  State 
Dental  Legislation." — Items  of  Interest,  vol. 
xxi.  p.  109. 
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Is  it  merely  accidental  that  about  the 
time  when  this  law  originated  the  fore- 
mentioned  philosophical  thought  came 
also  to  the  surface  again?  Possibly  not. 
And  I  am  well  informed  that  not  only 
the  German,  but  many  men  of  today  still 
preach  to  the  "Almighty"  and  not  to  the 
"Ahightj." 

In  this  modest  effort,  seeking  first  and 
always  the  truth,  if  I  have  been  rather 
hard  on  our  profession  and  its  youthful 
progeny,  dental  legislation,  I  must  be  for- 
given, in  the  desire  that  many  may  rise 
in  its  defense;  otherwise  I  shall  do  so  my- 
self. 

The  Chairman  (Dr.  Bryan).  You 
have  heard  the  philosophical  thesis  of  Dr. 
Anema  in  connection  with  Dr.  Carr's 
practical  consideration  of  the  subject  of 
legislation.  Are  any  remarks  to  be  made 
on  either? 

We  have  with  us  our  late  consul-general 
at  Munich,  who  has  prohably  given  more 
thought,  and  care,  and  study  to  the  sub- 
ject of  dental  legislation  and  interna- 
tional dental  affairs  than  anyone.  He  is 
recognized  by  Genman  writers  and  law^- 
makers  as  the  greatest  authority  on 
American  conditions  and  American 
schools.  He  is  quoted  by  the  authors  of 
German  books  on  legislation  and  on  the 
qualifications  required  in  America  for 
dentists.  We  would  be  pleased  to  hear 
from  Consul-General  Worman,  late  of 
Munich. 

Consul-General  J.  H.  Wokman.  I 
hardly  know  to  what  I  owe  this  laudatory 
introduction.  I  grant,  however,  that  on 
the  question  under  discussion,  viz,  legis- 
lation, I  am,  in  as  far  as  competent,  most 
ready  to  speak.  The  time  allotted  to  the 
suV)ject  this  afternoon  in  the  essays  which 
I  liavo  had  the  honor  to  listen  to,  gave  us  a 


ino.-t  (-aretul  presentation  of  the  subject; 
but  tlio  last  essay  dwelt  especially  on  a 
selfish  protection.  I  stand  here  as  the 
advocate  of  its  antithesis — the  represen- 
tative of  pure  altruism.  I  have  for  the 
last  five  years  fought  unselfishly  for  the 
interests  of  dentistry — American  and  in- 
ternational— and  I  presume  for  that  rea- 
son you  wish  to  hear  me  on  this  topic. 

When  I  went  to  Germany  five  years  ago- 
I  found  that  the  name  of  American  den- 
tistry was  being  traduced  by  a  traffic  in 
diplomas,  and  that  the  legislation  of 
America  was  exceedingly  deficient  in  its 
provisions  for  protecting  not  only  the 
home  but  the  foreign  element  in  the  pro- 
fession. Legislation  is  needed  in  Amer- 
ica and  elsewhere  to  protect  dentistry 
from  the  imposition  of  quacks  and  from 
unjust  discrimination.  It  is  particularly 
a  question  whether  a  man  shall  be  allowed 
to  come  to  America  and  practice  dentistry 
because  he  has  the  stamp  of  approbation 
from  Germany,  and  an  American  go 
abroad  with  our  best  attestations  and  not 
have  the  same  privileges  there.  That  is 
a  question  for  us  in  national  legislation. 
The  congress,  as  such,  however,  has  the 
greater  and  more  welcome  mission  to 
work  for  international  reciprocity.  The- 
feeling  of  brotherhood  in  the  nineteenth 
century  was  great.  In  the  twentieth  cen- 
tury it  will  be  greater,  and  only  he  will  live- 
in  the  memory  of  his  fellows  who  fights 
for  his  brother  man,  and  not  he  who  is 
selfish  enough  to  think  and  care  only 
for  personal  interests.  We  have  passed 
the  day  when  we  can  say  anywhere  in  the- 
civilized  world  that  there  is  no  room  for 
others  than  those  native  to  the  soil. 
America  is  the  best  example  of  this  spirit 
of  generosity.  Every  breast  here  swells 
with  the  spirit  of  universal  brotherhood. 
I  am  proud  to  be  called  an  American  be- 
cause of  the  knowledge  that  that  spirit 
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lives  in  all  of  us.  It  shall  never  die  with 
me  as  long  as  my  life  lasts. 

What  ishall  be  our  work — the  work  of 
Americans  on  behalf  of  the  cause  of  this 
great  congress?  That  is  the  practical 
question.  Five  years  ago  there  were 
swindling  institutions  in  this  land.  Kow 
we  have  crushed  them  out.  We  must  leg- 
islate in  justice  for  our  self-protection, 
but  we  must  have  generous  consideration 
for  all  others.  We  must,  first  of  all,  have 
a  law  that  shall  be  universally  applicable 
and  acceptable.  And  what  shall  that  law 
be?  That  no  man  may  belong  to  the 
profession  of  dentistry  in  the  twentieth 
century  who  has  not  had  the  requisite 
preparation  for  that  profession.  How 
■will  you  obtain  that  preparation  ?  By  de- 
manding of  the  schools  such  general  cul- 
ture as  shall  fit  a  man  to  stand  abreast 
■with  his  profession  in  the  entire  world, 
not  on  our  continent  alone.  There  was  a 
time  when  American  dentistry  was  looked 
up  to  in  Europe  and  everywhere  else. 

Here  sits  one  of  the  noble  representa- 
tives of  Europe,  Dr.  Godon  of  Paris.  He 
and  I  are  the  antipodes  so  far  as  the 
•existing  laws  make  us  representatives  of 
■diverse  laws,  but  we  are  both  fighting  on 
this  question  for  the  same  end,  and  fight- 
ing it  out  honorably.  We  shake  hands. 
Why  ?  Because  we  wish  to  have  for  France 
and  America  one  common  law — the  law  of 
universal  competition.  I  know  you  and 
I  will  have  his  hand  and  heart.  I  know 
you  and  I  will  have  the  hand  and  heart 
■of  every  honest  man ;  that  of  the  dishon- 
est man  I  do  not  want,  you  do  not  want 
"him,  and  none  of  us  have  use  for  him.  We 
seek  no  frauds.  We  want  a  profession 
that  shall  be  looked  up  to  the  world  over 
and  recognized  as  second  to  none. 

I  am  not  of  you,  but  for  you.  I  have 
-suffered  more  in  spirit  and  body  for  you 
than  you  ever  have  or  will  yourself,  and  I 


can  speak  with  authority,  because  in  this 
city,  only  two  blocks  from  here  sits  the 
wife  who  has  been  separated  from  her 
babes  for  three  years  because  I  had  an- 
nounced three  years  ago  that  I  would  go 
back  to  Germany  for  one  more  year  and 
finish  your  work  there.  I  have  been  busy 
these  five  years  and  have  not  finished  it 
yet.  I  have  now  come  here  as  the  hon- 
ored representative  of  the  German  grad- 
uates of  American  dental  colleges.  Why? 
Because  they  believe  I  shall  help  you  do 
the  vs^ork  that  you  have  to  do.  Mine 
is  the  task  of  a  spirit  of  pure  altruism, 
not  base  selfishness.  Do  you  wonder  then 
that  I  am  an  enthusiast  on  this  subject? 
— that  I  am  more  in  earnest  than  any 
one  of  you?  For  the  principle  of  inter- 
national comity  and  professional  parity 
and  purity  I  have  fought,  and  for  this 
principle  I  am  willing  to  die ;  that  is  the 
kind  of  American  spirit  that  will  never 
die  as  long  as  America  lives.  When  it 
shall  die  our  institutions  will  die  with  it, 
and  our  country  will  be  no  more. 

Now  to  the  point.  What  is  the  prac- 
tical work  to  be  done  by  those  of  us  in  the 
congress  representing  American  dentis- 
try? We  must  have  perfect  unity  be- 
tween the  National  Association  of  Dental 
Examiners,  the  National  Association  of 
Dental  Faculties,  and  the  National  Den- 
tal Association.  There  must  be  no  lit- 
tleness of  spirit  between  you — no  political 
divisions.  There  must  be  the  one  ambi- 
tion to  frame  a  law  that  shall  become 
general  in  the  United  States.  Every 
state  must  carry  through  what  we  want, 
not  what  they  want.  What  are  legisla- 
tures for?  What  am  I  for?  I  am  the 
servant  of  my  country.  What  are  legis- 
lators? They  are  your  servants.  Dic- 
tate to  them  what  shall  be  done  and  do 
not  fail  to  see  that  it  is  done.  Let  this 
Section   on   Legislation   formulate   such 
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resolutions  as  shall  emljody  the  spirit  of 
the  good  laws  of  each  state,  and  let  these 
be  made  the  laws  of  each  respective  state 
from  which  you  come,  and  when  this  has 
been  done  we  shall  have  a  unified  code 
of  laws  which  although  emanating  from 
each  state  in  particular,  will  be  recog- 
nized as  the  universal  expression  of  our 
country.  Then  the  central  government 
will  be  able  to  express  for  you  that  which 
each  state  in  its  dignity  has  expressed. 
Don't  tell  me  this  is  impossible.  Noth- 
ing is  impossible.  When  three  years  ago 
I  stood  before  the  leaders  of  your  pro- 
fession in  the  city  of  Chicago  they  told 
me  that  it  was  impossible  to  suppress 
Huxmann.  I  said  that  I  would  fight 
him;  and  today  the  German- American 
Dental  College  is  no  more,  and  Hux- 
mann  is  no  longer  its  pretentious  head. 
The  swindling  college  is  closed.  What 
did  it?  Who  did  it?  Let  the  records 
speak  f  or'me.  Shame  on  the  state  of  Illi- 
nois— and  there  sits  one  of  its  worthy 
representatives.  Dr.  J.  K.  Crouse — that 
up  to  this  hour  the  man  whom  I  caused 
to  be  indicted  for  the  crime  of  falsifying 
the  records  of  the  state  of  Illinois,  and 
deluging  Germany  with  fraudulent  li- 
censes, and  false  certifieations  is  not  yet 
behind  the  bars !  Shame  upon  a  state 
which  for  three  years  will  allow  a  crime 
of  that  kind  to  go  unpunished !  No  re- 
vengeful spirit  moves  me.  Let  the  law 
be  avenged;  then  pardon  if  you  please. 
We  do  not  sufficiently  influence  our  leg- 
islators, and  we  do  not  carry  out  our 
obligations,  each  of  us,  as  we  should. 
Do  not  say  your  neighbor's  duty  is  not 
jour  duty.  Duty  begins  at  home.  We 
want  to  go  to  the  state  of  Illinois,  to  the 
state  of  Michigan,  to  the  state  of  Kansas, 
to  the  state  of  Nebraska,  no  matter  where, 
liow  near  or  how  far,  and  see  that  the 
same  good  laws  that  prevail  in  one  state, 


as  foi-  instance  in  New  York,  shall  pre- 
vail in  all  the  other  states. 

What  shall  that  law  be?  The  right 
of  any  man  to  practice  provided  he  have 
the  qualifications.  What  shall  these 
qualifications  be?  First,  a  good  general 
education;  second,  a  thorough  academic 
training  in  the  profession.  Do  not  let 
it  go  out  that  in  the  state  of  Kansas  some- 
thing can  be  done  that  cannot  be  done 
in  the  state  of  Illinois.  Do  not  let  it  be 
thrown  in  my  face  over  in  Europe  that  in 
the  colleges  of  Wisconsin  the  work  is  not 
as  well  done  as  in  the  colleges  of  Chicago. 
There  are  fifty-two  colleges  united  for  the 
purpose  of  uniformity  of  study  and  mu- 
tual protection.  There  must  be  the  noble 
spirit  of  unity  in  these  colleges  saying 
that  in  that  fraternity  no  college  shall  do 
what  the  other  does  not  do  and  enjoy 
membership.  In  the  very  membership 
there  must  be  the  absolute  guarantee  thai 
when  a  man  comes  from  the  smallest  and 
weakest  of  our  colleges  his  work  has  been 
as  honestly  performed  as  in  the  largest 
college  the  country  holds.  When  Gar- 
field w^as  running  for  President,  he  made 
a  speech  at  Chautauqua  that  I  shall  never 
forget.  He  said,  "Give  me  Mark  Hop- 
kins in  a  country  schoolhouse  with  one 
single  bench,  he  sitting  at  one  end  and  I 
at  the  other,  and  I  will  have  the  greatest 
college  the  worM  has  ever  seen."  Such 
is  the  spirit  that  makes  a  college  and 
makes  men  that  are  worth  turning  out. 
The  character  of  the  head  of  the  school  is 
the  soul  of  the  young  man  that  goes  into 
the  profession;  and  it  should  make  him 
an  honor  not  only  to  the  teacher  whose 
spirit  has  been  breathed  into  him,  but  the 
nation  of  which  he  is  a  part  and  the  age 
in  which  he  lives. 

I  want  to  remind  you  that  the  work 
you  have  to  do  at  this  congress  is  first, 
last,  and  always,  to  give  these  foreign  rep- 
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resentatives  who  have  come  so  far  to  meet 
you — to  bring  you  greetings  and  to  ex- 
tend their  hand  of  fellowship  to  you — the 
assurance  that  American  dentistry  is  and 
shall  remain  in  the  vanguard  of  the  pro- 
fession as  much  as  in  1839  when  you 
founded  your  first  college  in  Baltimore, 
and  that  it  shall  ever  partake  of  the  same 
spirit  and  be  the  product  of  the  same 
character  of  excellence  as  long  as  America 
lives,  and  that  you  will  not  suffer  any 
country  to  stand  ahead  of  you  in  theory 
or  in  practice.  How  are  you  going  to 
do  it?  Not  by  talk.  I  have  not  come 
for  that  purpose  four  thousand  miles  and 
after  parting  with  my  youngest  child  two 
hours  after  a  separation  of  three  years, 
which  means  since  its  birth.  I  gave  up 
my  place  in  Munich  and  asked  to  be 
transferred  to  Canada,  all  simply  to  be 
near  my  family ;  but  I  shall  not  be  happy 
in  my  new  station  until  I  see  the  work 
which  I  began  tive  years  ago  carried  to 
success. 

I  want  a  committee  appomted  by  this 
body  that  shall  formulate  a  law  based 
upon  an  intelligent  knowledge  of  the  sub- 
ject nationally  and  internationally.  I 
have  studied  not  only  the  German 
laws  affecting  dentistry,  but  also  those 
of  France  and  Italy,  England  and 
Spain.  I  have  studied  them  carefully 
and  I  feel  that  the  little  I  know,  al- 
though my  friend  Dr.  Bryan  said  I 
knew  it  all,  should  be  made  available  for 
the  task  proposed.  It  will  please  you  to 
know  that  I  have  been  recognized  as  an 
authority  by  the  chief  ]\istice  of  a  Ger- 
man state  who  is  the  highest  authority 
on  the  subject  of  dental  laws.  Here  lies 
on  the  table  a  copy  of  a  letter  from  the 
highest  judicial  authority  of  Germany, 
saying  to  me,  "You  have  not  only  done 
noble  work  to  help  suppress  the  swindling 
colleges  and  the  issuance  of  bogus   di- 


plomas in  Germany,  but  you  have  done 
most  noble  work  in  bringing  to  recogni- 
tion the  reputable  colleges  of  America," 
which  means  the  recognition  by  the  Ger- 
man courts  of  the  reputability  of  i^mer- 
ican  college  work  in  dentistry.  There  is 
more  to  me  in  that  recognition  than  in 
anything  else.  And  why  do  I  prize  this 
testimony  so  highly?  Because  it  would 
settle  once  and  for  all  the  question  of 
international  comity  in  the  profession  so 
far  as  Germany  is  concerned ;  and  settled 
there,  it  would  not  be  long  before  the 
same  spirit  would  prevail  everywhere. 

It  has  been  publicly  stated,  and  widely 
printed,  that  on  the  24th  oi  January 
1904,  and  on  the  24th  of  April  1904,  de- 
cisions were  rendered  against  us  by  the 
Imperial  German  Supreme  Court.  Why? 
Because  we  have  enemies  all  around  us, 
men  who  like  to  belittle,  who  like  to  tra- 
duce us — men  who  are  mainly  imbued 
with  the  spirit  of  selfishness  and  oppose 
honest  competition.  It  is  those  men  who 
have  fought  me  and  had  me  indicted 
for  bribery  and  false  swearing.  There 
sits  Dr.  Crouse;  let  him  say  how  many 
dollars,  if  any,  he  has  passed  over  to  me 
to  repay  even  what  I  have  expended  for 
your  interests.  He  is  the  chairman  of 
the  prosecuting  committee  through  whose 
hands  passed  four  thousand  dollars 
raised  three  years  ago  when  I  was 
in  Milwaukee.  He  will  no  doubt  account 
for  the  money  to  your  satisfaction;  but 
think  of  me,  who  have  never  thought  of 
compensation,  indicted  for  bribery,  in- 
dicted for  false  swearing.  I  swore  that 
certain  institutions  in  Chicago  were 
fraudulent,  and  their  titles  and  diplomas 
illegally  conferred.  I  passed  through  the 
ordeal  as  any  honest  man  would.  I  didn't 
have  very  much  worry  over  the  outcome, 
but  a  great  deal  of  work,  for  I  had  to 
make  a  defense,  being  a  stranger  and  in 
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a  foi'L'igii  countj-y.     All  attacks  against 
my  lionoi'  failed,  of  course;,  because  my 
testimony  was  given  in  the  interest  of 
highest  justice^,  but  as  a  result  of  this 
prosecution  there  came  to  me  the  reports 
•our   enemies   had   made   and   those   em- 
ployed by  other  governments  regarding 
•our  institutions.     They  said  of  us^,  that 
in  America  anything  and  everything  was 
possible,  that  the  political  institutions  of 
America  are  so  peculiar  that  today  men 
are  in  power  who  tomorrow  are  removed, 
and  there  can  be  no  guarantee  that  the 
work  in  America  will  be  lasting  or  per- 
manently reliable.     What  a  slur  upon  the 
grand  institutions  under  which  we  Amer- 
icans live  !   We  have  and  use  our  political 
influence^  but  thank  Heaven !  we  have 
-enough  honest  men  to  combat  and  sup- 
press any  fraud  attemj)ted  in  this  coun- 
try, and  the  guarantee  we  give  to  any 
j)eople   we   can   make   good.      It   is   but 
too  true  that  by  our  works  shall  we  be 
known.       Our    work    must    be    imme- 
diate    and     well-considered     legislation 
that   will   bring  us   in   accord  with   the 
requisites  of  Europe,  in  accord  with  the 
wants  of  the  world,  so  that  American  den- 
tistry may  be  in  accord  with  every  man 
in  the  profession  anywhere   and   every- 
Avhere,  so  that  we  may  be  able  to  exchange 
with  Grermanv,  France,  Italy,  Spain,  at 
any  moment  when  it  may  be  our  pleasure 
to  do  so. 

The  day  has  gone  when  you  can  say 
^'We  cannot  afford  to  have  reciprocal  leg- 
islation for  Missouri  and  New  Jersey,  be- 
cause a  man  can  go  to  the  schools  in 
Illinois  and  come  home  to  us  and  get  in 
easier  than  if  he  had  stayed  at  home  and 
studied."  That  is  one  of  the  arguments 
that  is  used.  I  want  to  destroy  that  feel- 
ing here;  for  that  am  I  here.  You  must 
rise  above  this  question  of  possible  injury, 
to  the  higher  question  of  what  is  desirable 


for  us  not  Ja  ojie  particular  state  but  for 
us  as  a  nation.  Though  you  may  suffer 
today  in  the  profession  in  New  York  state 
or  other  Eastern  states  by  the  operation 
of  such  defective  laws  in  some  of  the 
Western  states,  the  ultimate  outcome  will 
I)e  such  as  to  work  out  everywhere  the 
salvation  of  the  profession.  We  need 
further  the  possibility  of  exchange  be- 
tween other  nations  and  ourselves,  and 
we  therefore  demand  that  what  we  grant 
shall  be  granted  to  us.  Those  are  the 
three  essential  points  that  must  be  con- 
sidered in  all  legislation  that  shall  be 
framed  by  the  agency  of  this  body  for  the 
good  of  the  profession  everywhere,  and 
then  we  shall  have  in  the  dental  profes- 
sion perfect  altruism. 

At  this  point  the  chairman  of  the  sec- 
tion. Dr.  William  Carr,  resumed  the 
chair. 

The  Chairman.  Gentlemen,  we  have 
been  honored  also  with  the  presence  of 
Dr.  Godon  of  Paris,  and  it  gives  me  great 
pleasure  to  introduce  to  you  Dr.  Godon 
at  this  time.     He  will  speak  for  France. 

Dr.  Ch.  Godon,  Paris,  France.  Ex- 
cuse me  if  I  do  not  reply  to  all  that  the 
speakers  have  said,  because  I  did  not  un- 
derstand all  of  it.  I  was  much  pleased 
that  Dr.  Anema  raised  the  question  in 
his  paper,  because  you  know  I  am  presi- 
dent of  the  International  Dental  Federa- 
tion. One  of  the  questions  in  Dr. 
Anema's  paper  was  the  protection  of 
practitioners  in  different  countries  from 
the  encroachments  of  foreigners.  I  be- 
lieve in  the  liberty  of  the  profession  and 
that  equal  privileges  should  be  accorded 
to  all.  I  am  not  one  who  would  prosecute 
a  dentist.  I  would  not  prosecute  any  den- 
tist in  any  country,  because  I  am  a  friend 
of  liberty.  When  I  attended  the  con- 
OTess  in  Chicaffo  in  1893  I  was  a  victim 
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of  the  law,  and  we  were  obliged  to  give 
up  professorships  in  the  dental  schools 
of  Paris  because  we  were  against  the  law. 
At  that  time  I  declined  to  join  the  society 
whose  object  was  to  prosecute  dentists. 
Sometimes  it  is  wrong  to  prosecute  den- 
tists; I  have  given  my  support  and  pro- 
tection to  many  of  those  who  were  prose- 
cuted. I  have  heard,  I  think,  that  in 
your  country  many  societies  prosecute 
dentists  who  are  not  in  perfect  accord 
with  the  laws  of  the  country.  Again,  we 
must  treat  this  question  from  its  in- 
ternational aspect.  There  must  be  re- 
ciprocity between  each  country;  it  is 
what  we  may  call  the  doctrine  of  free 
trade  or  protection  in  dental  education. 
This  phase  can  only  be  handled  by  the 
International  Federation.  We  have  ap- 
pointed a  committee  of  which  your  presi- 
dent, our  honored  and  esteemed  confrere, 
is  a  member.  This  committee  will  urge 
reciprocity  upon  the  dental  faculties  of 
each  nation,  and  perhaps  it  will  be  pos- 
sible to  prevent  unjust  discrimination. 
The  committee  will  study  the  question 
from  an  international  point  of  view,  and 
I  am  ready  to  give  it  my  hearty  support. 
(Applause.)  I  must  say  that  we  have 
some  unjust  laws  in  my  own  country, 
but  it  is  not  I  who  made  the  laws,  as  you 
know.  1  have  fought  for  twenty-five 
years  to  obtain  reforms  in  dentistry. 

Oonsul-Greneral  Worman.  The  French 
are  truly  the  friends  of  all.  But  for 
this  spirit  of  generosity  in  the  breast 
of  the  French,  the  American  revolution 
would  never  have  been  carried  to  success, 
and  with  the  help  of  generous  France  we 
shall  accomplish  much  on  the  continent 
of  Europe  for  American  dentistry  and 
international  comity.  Let  me  say  also 
that  that  same  spirit  of  generosity  pre- 
vails not  only  in  France  but  in  Germany 
and    elsewhere    on    the    continent.      On 


this  floor  this  afternoon,  in  another  por- 
tion of  this  house,  sits  Dr.  Jenkins,  one 
of  the  most  illustrious  of  American  den- 
tists in  Germany.  He  was  with  me 
when  I  was  at  the  ministry  in  Prussia, 
in  Saxony,  and  in  the  Foreign  Ofhce  of 
Germany,  and  he  will  tell  you  that  I 
never  had  more  cordial  words  spoken  to 
me  of  approbation  for  the  work  that  I 
have  done  in  Germany  or  a  warmer  ten- 
der to  second  my  efforts  than  from  the 
Cultus  Minister  of  Prussia,  who  is  Iji 
this  particular  instance  the  highest  au- 
thority in  the  land.  He  put  his  two 
hands  over  mine  and  said,  "Mr.  Worman, 
I  am  glad  to  have  given  you  half  an 
hour,  and  I  am  grateful  that  you  came. 
We  never  understood  the  question  as  you 
present  it,  and  we  see  no  difficulties  in  the 
way  of  international  exchange."  I  lell 
you  if  we  will  do  what  is  right  at  home 
and  unite  for  that  purpose,  we  can  get 
what  we  want,  and  we  v/ill  get  it  not  only 
for  ourselves  but  we  will  have  the  satis- 
faction of  having  cleared  away  the  preju- 
dices of  ages,  and  will  make  many  na- 
tions act  as  one. 

The  Chairman.  After  listening  to 
Mr.  Worman  and  Dr.  Godon  we  can  only 
feel  very  much  encouraged  on  this  great 
subject  of  reciprocity.  I  would  like  to 
ask  Dr.  Grevers  to  speak  a  word  on  the 
laws  of  Holland  as  related  to  the  question 
of  reciprocity. 

Dr.  John  Grevers,  Amsterdam,  Hol- 
land. I  would  rather  speak  on  the  paper 
of  Dr.  Anema.  Of  course,  I  have  some- 
thing to  say  about  this  question  of  reci- 
procity, because  the  law  of  Holland  is 
fairly  strict  in  regard  to  admitting  for- 
eign dentists.  Foreigners  can  practice, 
but  they  must  comply  with  the  first  re- 
quirement, and  that  is  to  speak  the  lan- 
guage of  the  country.  Now  as  far  as 
reciprocity   is   concerned,  permit  me   to 
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saj  tliiit  I  have  been  a  member  of  the 
board  of  examiners  for  over  thirteen 
years^  and  have  found  it  not  only  very 
difRcult  but  unfair  to  examine  in  their 
own  language,  foreigners  who  come  there 
to  practice.  Now  although  I  speak  Eng- 
lish, French,  and  German  fairly,  yet  I 
do  not  think  it  is  fair  to  compel  a  native 
examiner  to  examine  in  a  foreign  lan- 
guage. It  is  very  difficult  to  speak  on 
this  subject  of  reciprocity  in  a  country 
where  the  Dingley  and  McKinley  tariff 
laws  are  in  force.  With  us  it  is  the  lan- 
guage that  bars  a  great  many  foreigners 
from  coming  to  my  country.  My  govern- 
ment has  done  something  in  this  by 
recognizing  a  few  reputable  colleges.  It 
has  recognized  Harvard  and  also  the  Uni- 
versity of  Pennsylvania,  but  no  private 
schools.  We  are  hrought  up  in  the  belief 
that  universities  and  not  private  schools 
are  the  places  for  scientific  studies.  I 
think  it  would  tend  to  bring  about  a  uni- 
versal recognition  if  private  schools  were 
abolished  and  universities  only  were  to 
take  up  the  teaching  of  dentistry.  I  do 
not  mean  to  say  by  this  that  we  want  the 
dental  student  to  he  a  medical  man,  but 
that  each  university  should  have  a  dental 
department  and  educate  a  dentist  for  the 
profession  of  dentistry.  That  is  what  I 
mean  by  a  university  course. 

'Now,  bearing  upon  that  question  of 
reciprocity,  Holland  gives  the  students  of 
different  countries  advanced  standing, 
but  they  all  have  to  comply  with  the  re- 
quirement for  a  practical  examination. 

I  still  want  to  say  a  few  words  on  the 
paper  of  Dr.  Anema,  as  I  am  afraid  I 
have  not  understood  my  friend  and 
countryman  in  what  he  said.  Dr.  Anema 
said  that  in  a  certain  country  they  were 
about  to  publish  a  dental  journal,  and  it 
was  proposed  that  it  be  made  broad 
enough  to  include  the  public  interest  in 


general,  for  the  benefit  of  the  public,  and 
it  was  voted  against  unanimously.  1 
think  my  friend  misstates  the  case.  1  be- 
lieve that  a  dental  journal  is  for  the  den- 
tist and  not  for  the  public.  I  do  not 
believe  the  Dental  Cosmos  or  any  other 
dental  journal  is  read  by  the  public  at 
large.  You  don't  find  newsboys  on  the 
street  selling  a  dental  journal  for  five 
cents.  The  dental  journal  my  friend 
alluded  to  is  published  for  and  by  den- 
tists. I  take  it  the  dental  journal  is  pulj- 
lished  for  the  dentist  and  not  for  the 
public  at  large;  so  I  do  not  see  that  this 
example  that  Dr.  Anema  gave  of  class 
interest  was  a  fortunate  one. 

Dr.  Godon  has  spoken  on  this  subject 
for  France,  and  I  want  to  add  that  be- 
fore 1892  there  was  no  dental  law  in 
France.  Dentistry  was  free — they  over- 
looked it  before  that  time,  in  the  year 
1892,  when  a  new  medical  law  was 
introduced.  There  Avas  a  law  pertaining- 
fo  dentistry  from  1699  and  1768,  but  by 
a  mistake  dentistry  was  forgotten,  and 
after  that  time  everybody  could  practice 
dentistry.  Even  the  village  blacksmith 
could  practice  dentistry  without  having 
any  knowledge  of  dentistry;  he  could 
practice  in  Paris  and  there  was  nobody 
to  hinder  him.  Then  in  1892  the  present 
law  was  passed,  and  I  am  very  glad  that 
the  law  was  passed,  because  ever  since 
1892  dentistry  in  France  has  risen  and 
is  taking  the  place  again  that  it  had  be- 
fore this  omission  occurred.  Ever  since 
that  law  was  omitted  our  art,  which  had 
its  birthplace  in  France,  went  to  the  dogs 
in  France.  Kow  see  what  this  law  has 
done  in  this  short  time  for  the  profession 
in  France.  Notwithstanding  Dr.  Anema, 
I  think  we  must  have  a  law;  it  is  called 
for  in  the  public  interest;  the  public  is 
protected  by  a  law  that  regulates  the 
practice  of  dentistry. 
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Consul-General  J.  H.  AVorman.  To 
•explain  the  differences  between  these 
gentlemen  and  myself,  we  are  all  in  per- 
fect accord.  There  is  still  freedom  of 
trade  in  Germany,  but  you  cannot  take 
np  medical,  dental,  or  veterinary  prac- 
tice, and  call  yourself  a  doctor,  because 
by  that  title  you  convey  to  the  public  the 
impression  that  you  are  academically 
fitted  for  the  profession  and  legitimately 
entitled  to  practice,  while  the  other  may 
or  may  not  have  academic  training,  does 
not  possess  the  status  or  approbation, 
and  is  in  short  simply  a  free  trader.  ISTovf, 
in  France  and  in  Holland,  also  in  some 
other  countries,  this  species  of  free  trade 
has  fortunately  been  done  away  with,  and 
I  am  the  last  man  to  protest.  I  am  for 
a  law  for  Germany  that  shall  do  away 
with  free  trade  and  make  the  profession 
a  recognized  profession  whose  duly  li- 
censed and  authorized  practitioners  shall 
perform  the  service  to  which  their  life 
study  entitles  them.  I  am  for  that  and 
nothing  else;  but  we  must  recognize  the 
fact  that  in  seeking  these  laws  we  must 
at  the  same  time  regard  each  other's  in- 
terests and  work  together  so  that  our 
laws  shall  be  applicable  to  all  countries. 
When  I  said  that  I  want  American  den- 
tistry to  stand  at  the  head,  I  meant  that 
these  gentlemen  them'selves  will  have  to 
acknowledge  that  by  so  achieving  we  do 
not  take  from  them  the  opportunity  of 
equaling  us  or  surpassing  us  if  they  can. 
They  are  to  join  us  so  that  we  may  be 
welded  together  as  one  profession  the 
world  over.  Then  dentistry  will  be  like 
medicine — respected  the  world  over  as  a 
profession  of  which  it  is  an  integral 
part,  in  the  gentility  of  the  nations. 

The  Chairman.  It  gives  me  great 
pleasure  to  call  upon  the  honorable  mem- 
ber from  Switzerland,  Dr.  Bryan. 

Dr.  L.  C.  Bryan^  Basel,  Switzerland. 


As  a  delegate  to  this  meeting  from  the 
National  Association  of  Dentists  in  Swit- 
zerland, composed  of  about  120  members 
(of  which  fifty  are  American  graduates), 
and  as  the  representative  of  the  D.D.S. 
Society  in  Switzerland,  and  also  of  the 
German  D.D.S.  Association,  I  think  I 
can  speak  pretty  generally  for  the  feeling 
all  over  Europe — in  Germany  and  Svvit- 
zerland  at  least,  and  through  the  center 
of  Europe  and  the  adjoining  countries, 
v/hieh  are  very  similar  in  their  legislation. 
I  will  speak  first  in  regard  to  Switzer- 
land. There  the  last  law  that  was  framed 
was  evidently  framed  to  keep  out  for- 
eigners— Germans  and  French,  and  first 
and  last,  Americans.  I  had  the  former 
president  of  the  dental  and  medical  ex- 
amining board  of  Switzerland  with  me 
one  day,  and  thought  I  could  impress 
him  with  the  necessity  of  allowing  some 
advantages  to  those  who  had  qualified 
themselves  in  America,  giving  them  a 
chance  to  pass  the  examinations  in  Swit- 
zerland. It  now  takes  about  seven  years 
for  a  man  to  get  through  who  is  a  gradu- 
ate from  a  high  school  in  America  and 
the  dental  department  of  a  university  in 
America.  They  make  him  pass  every- 
thing, from  his  high-school  studies  right 
down  to  the  examination  time,  and  then 
they  put  him  to  work  on  dissecting,  and 
everything  in  the  universities  there  for 
dentists.  Well,  I  thought  I  would  get 
a  good  word  in  for  the  American  degree ; 
so,  Avith  this  gentleman  I  invited  to  dine 
with  me  an  influential  friend  of  the  pres- 
ident. I  thought  we  could  make  the 
president  see  he  was  doing  an  injustice 
to  America.  After  dinner  I  said,  "Now, 
don't  you  think.  Professor,  that  you  are 
doing  an  injustice  to  America?  Our 
young  men  came  over  here  in  former 
days  and  practiced  dentistry  when  there 
was  no  modern  dentistry  in  Switzerland, 
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when  there  was  no  mean.s  of  getting  a 
dental  education  except  with  another 
dentist.  Your  young  men  have  gone  to 
America^  secured  a  degree  and  have  come 
back  to  establish  themselves.  Practi- 
tioners from  America  have  started  here 
and  educated  the  people;  one  or  two  in 
every  city  of  Switzerland  have  educated 
a  high  class  of  practice — a  high  class  of 
patients — up  to  an  appreciation  of  go;>'J 
dentistry,  and  they  have  taught  them  to 
pay  for  it,  and  your  young  men  are 
profiting  by  that.  You  have  every  reason 
to  be  grateful  to  America,  and  I  don't 
see  that  we  have  ever  done  you  any  harm. 
Where  one  American  dentist  has  started 
a  practice  here,  ten  of  your  native  men 
M'ho  are  graduated  in  America  settled 
down  and  prospered.  There  is  leaven  in 
this  American  element  which  has  raised 
the  whole,  and  made  it  a  prolific  field  for 
the  native  practitioner."  I  thought  I 
was  impressing  him  seriously,  and  asked, 
"Don't  you  think  you  have  done  an  in- 
justice to  America  in  your  exclusion 
laws?"  "Why,"  said  he,"  "That  is  our 
MeKinley  bill"  (laughter) — and  I  could 
not  get  a  single  concession  out  of  him  in 
any  way  or  manner  whatever.  Said  he, 
"You  have  built  up  a  Chinese  wall  around 
your  country  in  the  matter  of  protection ; 
with  your  economic  bill  you  have  shut 
out  our  ribbons  and  St.  Gall  embroidery, 
and  we  are  doing  this  as  a  kind  of  retalia- 
tion." (Laughter.)  Now  it  may  be  a 
feeling  of  retaliation  or  it  may  be  simply 
a  desire  to  hold  the  country  in  the  inter- 
ests of  the  native  practitioner,  which  is 
noticeable  in  every  European  state. 

If  we  can  bring  to  the  authorities  of 
Switzerland  some  reciprocal  proposition 
which  they  can  accept,  and  will  have  to 
accept,  we  will  do  something  toward 
progress,  and  T  liope  that  something  in 
that  rlirection  niav  he  done  at  this  meet- 


ing. J  interviewed  the  pre.-^nt  president 
of  the  exiimimng  board  just  before  leav- 
ing Switzerland.  'J1ie  medical  faculty 
have  charge  of  dental  affairs.  There  are 
no  dentists  on  it.  The  dentists  this  year 
have  applied  for  a  representative  on  that 
l>oard.  The  president  said,  "Yes,  we  are 
doing  something  here  in  educating  den- 
tists. We  are  giving  a  good  medical  edu- 
cation and  Ave  have  one  professor  at  the 
university  who  gives  lectures  on  dentistry. 
We  know  very  well  that  we  do  not  edu-. 
cate  our  young  men  up  to  the  standard  in 
America,  so  we  send  them  to  America  to 
get  their  finishing  touches  as  dentists." 
Our  work  is  recognized  over  there;  our 
schools  are  recognized  and  I  hope  that  at 
this  great  congress  with  2000  representa- 
tives from  all  countries  of  the  world — 
from  Japan  to  Norway — we  will  come  to 
a  mutual  understanding  by  which  there 
will  be  made  at  least  a  first  step  toward 
reciprocity. 

The  Chairman.  I  will  now  call  upon 
Dr.  Barrett  of  Massachusetts. 

Dr.  T.  J.  Barrett,  Worcester,  Mass. 
The  instructive,  well  written,  and  very 
intelligent  papers  of  Dr.  Carr  and  Dr. 
Anema  have  interested  and  enlightened 
me,  and  have  held  the  close  attention  of 
this  great  number  of  gentlemen  present. 
The  discussion  of  the  papers  has  brought 
to  light  much  that  is  new  to  me.  It 
has  revealed  to  us  all  a  condition  of 
things  that  most  of  us  never  knew  existed 
in  Europe.  This  is  a  subject  that  I  have 
given  little  thought  to.  To  be  perfectly 
candid,  it  is  new  matter  to  me,  but  I 
have  heard  so  much  of  it  both  on  my  way 
to  St.  Louis  and  since  arriving  here  that 
I  now  feel  fairly  well  informed  on  it.  I 
believe  it  is  one  of  the  most  important 
subjects  that  this  congress  could  deal 
with.  The  gentleman  from  Munich, 
who  has  sacrificerl  so  miieh  of  his  energy 
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and  time  in  his  five  years  of  untiring 
labor  in  the  interests  of  American  dentis- 
try, lias  described  to  us  eloquently  the 
condition  of  affairs  abroad,  and  is  deserv- 
ing of  our  deepest  gratitude.  He  has 
also  outlined  a  method  to  change  all  that 
is  now  inimical  both  in  this  country 
and  the  old.  He  has  concluded  by  de- 
scribing a  condition  of  affairs  that  would 
be  ideal,  and  result  in  the  adoption  of  a 
universal'standard  of  dental  qualification, 
should  it  be  brought  about.  I  should 
like  nothing  better  than  to  have  a  voice 
and  a  vote  in  adopting  resolutions  on  a 
line  with  his  remarks.  But,  gentlemen, 
that  condition  is  so  far  ahead  of  us  that  I 
doubt  if  any  of  us  here  will  ever  live  to 
see  it  enacted.  We  have  been  striving  in 
this  country  for  a  number  of  years  for 
the  unification  of  our  various  state  laws, 
but  we  have  not  reached  it  and  it  will  be 
years,  if  ever,  before  we  do.  Our  friend 
from  Munich  -has  told  us  how  all  this 
can  be  brought  about,  and  that  too  very 
shortly.  I  hope  that  if  all  this  state,  na- 
tional, and  international  dental  legisla- 
tion that  will  bring  about  this  ideal  con- 
dition can  be  so  readily  and  easily  ac- 
complished, I  may  live  to  see  it. 

Permit  me  to  say  a  word  about  dental 
legislation  in  this  country.  In  all  the 
states  of  this  Union  where  we  have  dental 
laws  we  have  never  enacted  a  law  that 
was  unfair  toward  any  man.  The  laws 
of  this  country  have  ever  been  fair  and 
just  toward  all  men,  no  matter  from  what 
state  or  country  they  hailed.  Dental  poli- 
ticians did  not  create  or  enact  the  laws, 
nor  do  the  laws  offer  or  afford  them  any 
protection.  The  laws  in  this  country  are 
solely  for  the  protection  of  the  people 
against  incompetents.  No  clique  of  den- 
tists, no  organization  of  dentists,  can  in- 
spire or  enact  legislation  in  this  country 
to  keep  out  competent  men  from  other 


countries.  Legislation  that  strongly  sa- 
vors of  that  has  been  enacted  in  other 
countries  whose  representatives  are  with- 
in hearing  of  my  voice.  We  allow  any 
man  in  this  free  country  who  comes  up 
to  the  standard  of  the  state  in  which  he 
seeks  registration,  to  come  before  the 
board  and  take  his  examination,  and  that 
examination  is  alike  for  all  men.  If  he 
comes  up  to  the  standard  of  that  state's 
requirements  he  is  then  and  there  allowed 
to  take  his  place  among  us  as  a  registered 
practitioner  of  dentistry,  entitled  to  all 
the  protection  of  the  laws  regulating  its 
practice. 

But  what  are  the  requirements  from 
Americans  seeking  registration  abroad? 
I  submitted  this  question  to  the  represen- 
tative of  one  of  the  European  countries 
last  night,  viz,  "What  would  you  require 
of  a  man  from  this  country  seeking  regis- 
tration before  your  national  board  of  ex- 
aminers, the  applicant  being  a  graduate 
of  a  high  school  with  a  four-year  course, 
a  graduate  of  a  re^Dutable  dental  college, 
and  with  eighteen  years  of  successful  den- 
tal practice  to  his  credit?"    A  man  with 
that  knowledge  and  experience  I  claim  can 
practice  in  any  community  without  doing 
harm  to  its  people,  and  should  be  able 
to  pass  any  reasonable  examination  that 
is  intended  to  deal  with  all  that  is  re- 
quired of  a  dentist  in  general  practice  to 
know.     The  answer  was^,  "The  applicant 
is  first  required  to  take  his  preliminaries 
in  our  language,  no  matter  what  diploma 
or  degree  he  holds,  as  we  give  no  recogni- 
tion to  any  of  your  schools,  colleges,  or 
universities.     If  he  pass  the  prelimina- 
ries successfully  he  will  then  be  admitted 
to  our  dental  colleges,  where  he  must  tlien 
take  a  two-year  course,  no  matter  what 
his  experience  or  skill.     He  will  at  the 
end  of  his  two-year  course  be  examined, 
and  if  found  qualified,  he  is  registered." 
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Plave  wc  in  tliis  country  ever  enacted  a 
law  like  that?  iSTo,  gentlemen,  never. 
A  law  like  that  could  not  find  a  place  in 
our  statute  books.  The  people  of  this 
country  would  not  allow  a  law  so  unfair 
as  that  ever  to  l)e  enacted. 

At  the  meeting  of  the  N'ational  Asso- 
ciation of  Dental  Examiners,  just  closed, 
we  have  adopted  resolutions  that  tend  in 
a  degree  to  meet  the  conditions  here  de- 
scribed. Dr.  Oarr  gave  us  the  l)enefit 
of  his  study  and  research  in  this  subject, 
and  much  credit  is  due  him  for  his  work 
as  well  as  for  the  advice  given  as  to  tlie 
wisdom  of  adopting  the  resolutions. 

Let  me  say  one  thing  more,  as  a  mem- 
ber of  the  Massachusetts  state  board. 
What  has  been  the  action  of  our  board 
toward  foreigners  coming  before  us  seek- 
ing registration  in  our  state?  A  young 
man  would  come  and  say,  or  have  it 
said  for  him,  "I  do  not  speak  your  lan- 
guage, and  I  certainly  cannot  write  it 
intelligently,  but  if  you  will  give  me  an 
oral  examination  perhaps  I  can  satisfy 
you  that  I  know  my  business."  We  have 
been  so  kind  to  him  that  we  have  made 
an  exception  of  him,  given  him  an  oral 
examination,  and  exacted  a  written  one 
from  our  own  boys.  Undei-  the  resolu- 
tion adopted  by  the  IvTational  Association 
of  Dental  Examiners,  we  now  demand, 
and  it  is  not  unfair,  that  the  candidates 
seeking  registration  in  this  country  be 
aible  to  read,  write,  and  speak  intelligently 
the  English  language.  We  also  request 
that  any  candidate  seeking  matriculation 
at  a  dental  college  in  this  country  be  able 
to  do  the  same  before  he  is  matriculated. 
We  have  never  exacted  that  from  young 
men  from  foreign  countries.  We  have 
allowed  them  to  come  here,  done  the  best 
we  could  for  them,  and  have  given  them 
recognition  when  they  were  on  a  par  with 
our  own  young  men. 


Dr.  OoDON".  May  I  tell  you  that  I 
wish  for  reciprocity  to  permit  a  dentist 
to  exercise  his  profession  in  any  country. 
The  laws  of  each  country  are  different. 
This  is  an  international  congress,  and  we 
have  appointed  a  committee  to  examine 
into  that  question  and  try  to  remedy  it. 

Dr.  Bkyax.  I  hope  that  Dr.  Godon 
will  not  feel  worried  about  the  way  we 
are  discussing  these  things  here  in  Amer- 
ica. You  know  we  are  just  on  the  eve  of 
a  presidential  election,  and  you  must  re- 
member that  there  is  nothing  personal  in 
this  to  him  or  to  his  country. 

The  CiiAipaiAx.  I  would  like  to  call 
upon  a  gentleman  from  Xew  York,  Dr. 
Wm.  Jarvie,  who  served  for  nearly  thirty 
years  on  our  state  board,  and  he  is  thor- 
oughly qualified  to  speak  upon  this  sub- 
ject. I  know  Dr.  Jarvie  has  given  a  great 
deal  of  thought  to  the  matter. 

Dr.  Wm.  Jarvie,  'New  York,  X.  Y. 
This  subject  is  one  of  much  interest  to 
me.  I  may  differ  somewhat  from  some 
of  the  gentlemen  who  have  preceded  me, 
inasmuch  as  I  consider  that  the  address 
of  the  p]-esident  of  the  section,  the  pa- 
pers presented,  and  also  most  of  the  re- 
marks which  have  been  made  are  in  har- 
mony, and  in  a  line  which  is  leading  up 
to  something  practical,  which  I  hope  may 
be  the  outcome  of  the  afternoon's  meet- 
ing. 

There  has  been,  and  very  properly,  I 
think,  great  freedom  in  the  discussions, 
and  reference  has  especially  been  made  to 
the  conditions  existing  in  France.  I  am 
sure  the  speaker  did  not  for  one  moment 
think  of  criticizing  the  laws  of  France  or 
the  offieials  of  the  French  government. 
He  might  just  as  well  have  referred  to 
conditions  existing  in  England  or  Ger- 
many in  instancing  conditions  wliieh 
must  l)e  considered  in  any  effort  to  be 
made  to  procure  nnivci-sal  recognition  of 
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dental  liet'li.ros  issued  bv  any  one  of  the 
countries  represented  at  this  congre&s. 
I  sincerel}'  hope  that  our  respected  mem- 
ber, Dr.  Godon  of  Paris,  will  not  be 
offended  at  anything  which  has  been  said. 
It  has  all  been  intended  with  the  utmost 
courtesy  and  free  from  any  fault-finding 
or  captious  spirit,  and  we  all  have  the 
utmost  respect  for  the  government  and 
the  laws  of  France. 

I  deem  it  most  fortunate  that  in  the 
opening  address  Dr.  Carr  presented  the 
subject  of  dental  legislation  in  a  paper 
which  was  largely  statistical — a  paper 
which  set  forth  very  fully  the  particulars 
of  the  laws  of  the  various  states  in  this 
country  and  in  the  countries  throughout 
the  world.  The  paper  which  followed 
claimed  that  many  of  the  laws  regulating 
the  practice  of  dentistry  had  been  con- 
ceived in  a  selfish  spirit  and  had  been 
created  in  the  interest  of  the  members 
of  the  dental  profession  alone  rather  than 
in  the  interest  and  for  the  protection  of 
the  people.  I  am  not  prepared  to  indorse 
all  the  statements  contained  in  that 
paper,  for  I  know  that  much  of  the  legis- 
lation concerning  dentistry  has  been  con- 
ceived for  the  protection  of  the  people 
against  the  impositions  of  incompetent 
quacks,  and  only  incidentally  has  such 
legislation  benefited  the  dental  prof  ession. 
Any  law  which  requires  that  dental  serv- 
ices shall  be  performed  by  intelligent  and 
competent  practitioners  cannot  but  help 
to  raise  the  standard  of  dental  attain- 
ment. 

Consul-General  Worman  very  ably  and 
strongly  urged  that  laws  of  such  a  char- 
acter be  framed  and  enacted  in  the  differ- 
ent countries  that  those  licensed  under 
them  could  have  their  licenses  recognized 
in  England,  France,  Crermany,  Holland, 
Italy,  Spain,  and  America — and  in  fact 
throughout  the  world. 


If  we  can  bring  about  such  a  condition 
of  affairs  it  will  be  highly  desirable, 
and  while  there  are  difficulties  in  the  way, 
as  has  been  stated  by  the  gentleman  from 
Massacliusetts,  I  think  they  are  not  in- 
surmountable, and  if  they  cannot  be  sur- 
mounted today,  I  feel  confident  that  they 
will  be  in  the  near  future,  and  that  it 
will  not  be  long  ere  licenses  granted  in 
this  country  and  by  the  universities  of 
France,  Germany,  England,  and  the  other 
countries,  will  all  confer  the  right  to 
practice  in  any  one  of  the  civilized 
countries. 

To  bring  about  such  a  greatly:  de- 
sired consummation  is  a  very  proper 
work  for  an  international  dental  congress 
and  an  international  federation,  and  I 
should  like  to  see  some  measures  taken 
for  its  commencement. 

Consul-General  Worman.  I  assure 
you  that  the  day,  the  millennial  day,  is 
here.  Eight  here  in  this  congress  we  are 
able  to  do  it  if  we  will.  "The  way  to  re- 
sume," as  Horace  Greeley  said,  "is  to  re- 
sume,'^ and  so  it  is  with  us.  We  must  not 
sit  idly  by.  It  is  a  conception  in  which 
the  great  minds  of  Europe  are  fully  in 
harmony  with  us,  in  perfect  accord  with 
the  ambition  of  the  members  here  for  a 
law  that  shall  consider  and  adjust  the 
rights  of  all.  The  great  difficulty,  gen- 
tlemen, is  this — we  do  not  quite  under- 
stand each  other's  institutions;  we  must 
learn  to  understand  each  other.  In  Ger- 
many they  do  not  recognize  our  colleges 
because  they  say  they  are  private  institu- 
tions. They  do  not  understand  that  in 
America  state  and  church  have  nothing 
in  common,  and  that  the  school  is  a  pri- 
vate foundation  for  public  good.  Make 
that  plain  to  them,  and  they  will  work 
with  us.  They  say  that  the  seal  of  the 
stajte  must  give  its  approval  to  the  act  of 
the  individual.     How  is  that  to  be  ac- 
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eomplished?  By  just  sucli  lijgi.slatioii  as 
I  have  suggested,  making  our  laws  uni- 
forin  in  the  different  states,  so  that  the 
central  government  c:an  put  its  seal  of 
approval  upon  it  and  the  foreign  nations 
recognize  us  as  working  in  unity.  You 
say  it  is  not  possible  today.  I  will  prove 
to  you  the  contrary  hj  a  single  fact,  and 
all  discussion  will  cease  in  an  instant. 
The  United  States  government  owns  a 
little  territory  called  ithe  Philippines. 
You  had  yesterday  a  representative  on 
the  stage  who  lielped  frame  a  law  that 
carries  with  it  the  right  to  exercise  the 
profession  of  dentistry  in  that  country, 
the  right  to  use  the  academic  title  of  a 
reputable  alma  mater,  and  precludes  the 
use  of  fraudulent  diplomas  and  worthless 
titles.  Here  is  a  law  of  the  United  States 
government  establishing  certain  privi- 
leges. For  the  first  time  in  the  history 
of  the  United  States,  the  national  govern- 
ment has  indorsed  and  put  its  seal  upon 
a  law  of  the  kind  we  need  for  universal 
practice — for  international  exchanges. 
That  law  is  just  as  possible  of  enactment 
in  one  state  as  in  another  state  of  the 
Union.  Study  that  law  and  you  vs^ill  see 
that  the  millennial  day  is  near,  if  not 
already  here. 

The  Chairman.  It  gives  me  great 
pleasure  to  call  upon  Dr.  Roussel  of 
Paris. 

Dr.  George  A.  Roussel,  Paris,  France. 
After  the  speech  just  delivered  by  Dr. 
Godon  I  do  not  have  anything  to  add,  as 
he  expressed  his  regrets  for  the  non- 
observance  of  professional  courtesy  toward 
the  American  practitioners  in  our  coun- 
try. If  a  certain  group  of  French  den- 
tists have  acted  contrary  to  the  laws  of 
any  code  of  ethics,  though  this  body 
claims  by  their  constitution  and  by-laws 
that  they  follow  the  rules  of  the  code  of 
ethics  aflopied  by  all  the  professional  so- 


cieties in  AjHcrica,  there  are  others,  Mr. 
President,  who  give  the  right  credit  and 
are  full  of  admiration  for  your  country- 
men on  our  side.  My  appointment  to 
your  section  is  the  proof  of  what  I  set 
forth,  and  the  best-qualified  men  in  our 
country  have  not  to  bear  the  responsibil- 
ity for  what  has  happened,  as  Dr.  Godon 
pleaded,  and  no  douljt  he  will  do  his 
utmost  to  carry  out  the  wishes  of  the  den- 
tal profession  in  that  respect. 

It  was  indeed  too  bad  in  the  cases  al- 
luded to  and  that  have  been  so  much 
talked  about,  that  men  who  had  devoted 
their  time,  their  energy,  and  had  given 
material  support  for  the  benefit  of  French 
students  should  1)e  treated  in  this  way. 
Let  us  hope  it  was  a  misunderstanding, 
as  the  body  which  has  taken  such  steps 
is  mostly  composed  of  the  pupils  of  these 
gentlemen  so  worthy  of  consideration, 
and  also  that  in  the  future  reputable  men 
in  the  different  countries  will  be  treated 
in:  accordance  with  the  rules  of  the  code 
of  ethics. 

Dr.  Jarvie.  I  do  not  suppose  that  as 
a  section  we  should  take  any  action  which 
might  in  any  way  embarrass  the  main 
body  of  the  congress,  but  that  something 
practical  may  result  from  the  discussions 
of  the  afternoon  I  move  that  it  be — 

Eesolved,  That  it  be  the  sense  of  this  sec- 
tion that  a  committee  be  appointed  by  the 
congress  to  be  composed  of  one  member  from 
each  country  represented  at  the  congress,  to 
formulate  and  report  a  plan  by  which  licenses 
to  practice  dentistry  issued  by  the  authorities 
of  one  country  shall  be  of  such  a  character  as 
to  permit  the  licensees  to  practice  in  any 
other  country. 

The  Ci-iAiRMAisr.  I  will  state  for  Dr. 
Jarvie's  information  that  the  Federation 
Dentaire  Internationale  has  already  es- 
tablished a  new  commission  that  will  un- 
questionably take  that  topic  up,  and  I  am 
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looking  for  assistance— for  fortunately 
or  unfortunately  I  have  been  appointed 
chairman  of  that  eommittee,  and  it  is 
my  duty  to  look  it  up. 

Dr.  GoDON.  Excuse  me  one  minute, 
and  I  will  say  that  the  committee  exists 
now,  yet  I  think  that  this  section  can 
pass  a  resolution  which  would  be  sub- 
mitted to  the  Committee  on  Eesolutions 
of  the  congress. 

The  Chairman.  If  there  be  no  ob- 
jection the  plan  embodied  in  the  motion 
suggested  by  Dr.  Jarvie  of  New  York 
will  be  carried  out  and  submitted  to  the 
congress. 

Dr.  S.  W.  Wherry,  Ogden,  Utah.  1 
would  like  to  offer  an  amendment  to  that, 
that  it  is  the  sense  of  this  meeting  that 
the  subject  of  legislation  be  recommended 
as  a  subject  for  proper  discussion  in  the 
congress.  I  will  put  my  motion  in  this 
form: 

Resolved,  That  it  be  the  sense  of  this 
meeting  that  the  siibject  of  legislation  be 
recommended  for  proper  discussion  in  the 
congress. 

The  Chairman.  I  do  not  believe  it 
would  be  possible,  in  view  of  the  work 
that  has  been  laid  out,  and  I  doubt  if  it 
would  be  possible  to  have  an  open  dis- 
cussion of  this  subject  before  the  congress. 
The  time  of  the  congress  is  limited ;  there 
are  many  papers  of  a  scientific  character, 
and  these  will  occupy  every  moment  of 
the  three  days  yet  remaining.  In  addi- 
tion to  this,  we  have  a  large  clinic.  I  can 
■assure  you,  however,  that  the  committee 
that  has  been  appointed  by  the  Federa- 
tion, Avith  the  resolution  of  Dr.  Jarvie, 
will  have  all  the  weight  necessary  to  carry 
the  matter  through  in  accordance  with 
the  wishes  of  this  meeting. 

Consul- General  Worman.  I  would 
second  that  motion,  as  I  believe  it  is  of 


the  highest  importance  at  this  time,  when 
we  have  so  much  difficulty  in  Europe, 
and  I  recognize  it  as  the  question  of  the 
hour. 

The  Chairman.  You  must  remember 
that  the  committee  has  already  been  ap- 
pointed, and  you  must  also  recognize  the 
fact  that  as  this  congress  has  met  for 
specific  purposes,  which  have  been  ad- 
vertised, it  would  be  impossible  to  do  this 
subject  justice  before  the  full  congress. 
However,  your  chairman  will  see  that  it 
is  brought  before  the  Committee  on  Eeso- 
lutions or  the  Committee  of  Arrange- 
ments, if  possible. 

Dr.  J.  ]Sr.  Crouse,  Chicago,  111.  There 
is  one  point  in  this  question  of  legislation 
and  of  the  qualification  of  the  practi- 
tioner of  dentistry  in  this  country  that 
has  not  been  touched  upon,  and  that  is, 
that  the  courts  have  already  ruled  that  a 
man  is  entitled  to  an  examination  before 
any  board.  No  matter  whether  he  has  a 
diploma  or  where  he  got  his  education 
that  board  will  be  bound  to  grant  him 
the  required  papers  to  practice  in  what- 
ever state  he  wants  to  if  he  can  stand  that 
examination.  That  is  the  ruling  of  the 
courts  already  in  this  country.  And  one 
other  point  we  have  lost  sight  of  in  this 
discussion,  and  because  I  have  denounced 
it  I  am  called  the  enemy  of  the  college : 
the  trouble  in  this  country  has  been  that 
the  boards  of  examiners  have  been  the 
tools  of  a  lot  of  peculiar  guides,  and  their 
influence  is  such  that  the  boards  of  edu- 
cation are  the  power  behind  the  throne  to 
decide  who  shall  practice  dentistry. 

Dr.  Jarvie.     Examiners,  you  .mean. 

Dr.  Crouse.  Yes,  boards  of  exami- 
ners, according  to  the  court's  ruling  in 
this  country,  are  the  power  behind  the 
throne.  Now  in  regard  to  the  college 
faculties'  association,  they  have  passed  a 
lot  of  legislation  and  changed  it  two  or 
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three  months  afterward,  and  they  don't 
know  where  they  are.  On  the  other  hand, 
the  boards  of  examiners  are  not  compe- 
tent; in  some  states  the  laws  are  not 
what  they  ought  to  be.  Now  what  is 
necessary  is  for  tlio  members  of  the  den- 
tal profession  to  band  themselves  to- 
gether, and  then  it  becomes  a  political 
power.  We  have  the  political  power 
if  we  band  together.  The  medical  men 
are  doing  that  now  and  they  would  be 
glad  to  unite  with  us.  We  have  started 
the  movement  in  Illinois. 

My  friend  Consul-Greneral  Worman  talks 
about  the  shame  of  the  state  of  Illinois 
in  not  putting  a  man  in  the  penitentiary 
who  has  lost  his  health  and  who  has  a 
family  depending  on  him.  He  is  entirely 
out  of  the  way  of  any  mischief.  When 
the  Hon.  Mr.  Worman  came  with  his 
mass  of  evidence,  and  we  got  it  into  the 
state  attorney's  office,  they  threw  it  out. 

I  think  the  dental  profession  should 
take  an  interest  in  politics  so  that  politi- 
cians will  recognize  that  we  are  a  power 
in  politics.  We  have  had  the  hardest 
kind  of  a  time  with  our  last  governor 
until  a  few  months  ago.  He  was  going 
to  appoint  on  the  commission  a  fellow 
that  ran  horses — a  horse-racer — who  had 
contributed  to  his  campaign  fund,  and 
we  had.  a  great  time  to  keep  him  from 
putting  him  on.  So  that  politics  has  got 
to  come  into  play. 

The  Chairman.  It  gives  me  great 
pleasure  to  call  on  Dr.  Aguilaf  of  Spain, 
who  has  recently  come  into  the  room. 

Dr.  Floeestan  Aguilae^  Madrid, 
Spain.  Mr.  President  and  gentlemen, 
I  am  very  sorry  that  I  did  not  hear  the 
papers  read,  as  it  is  a  matter  of  great 
interest  to  me,  but  if  reciprocity  is  the 
question  treated  in  the  paper,  I  under- 
stand you  wish  to  know  the  legislation 
in  Spain  regarding  that  question. 


Legislation  is  such  in  Spain  that  the 
teaching  of  all  the  professions  is  con- 
trolled by  the  government.  It  is  not  as 
in  America,  where  the  teaching  of  medi- 
cine, law,  history,  etc.,  is  given  by  private 
institutions,  which  though  of  very  high 
educational  standard  are  not  controlled 
by  the  government.  In  most  of  the  Eu- 
ropean countries  the  teaching  of  all  pro- 
fessional studies  is  given  by  the  state,  and 
the  state  provides  for  the  fees  of  the  pro- 
fessors, expenses,  etc.,  and  receives  all  the 
matriculation  fees  from  the  students. 
Now  the  question,  I  will  not  say  of  reci- 
procity, but  of  allowing  students  from 
foreign  colleges  of  high  standing  to  prac- 
tice in  Spanish  territory,  was  brought  up 
not  very  long  ago,  and  raised  a  great 
deal  of  discussion  in  the  educational  cen- 
ters of  the  medical  and  the  dental  pro- 
fessions; and  it  was  decided  that  Spain 
could  not  recognize  the  medical  or  dental 
degrees  coming  from  American  countries 
because  it  had  been  demonstrated  that 
some  private  institutions  in  America 
gave,  sold,  or  distributed  medical  or  den- 
tal degrees  to  persons  who  had  no  in- 
struction. It  is  very  easy  for  you  gentle- 
men here  in  America  to  distinguish  be- 
tween good  and  bad  diplomas,  but  for  an 
official  department  in  a  country  far  away 
like  Spain,  it  is  not  easy  to  distinguish 
if  that  parchment  comes  from  a  real  uni- 
versity or  from  some  bogus  institution, 
or  was  written  by  some  person  who  has 
sold  it  for  twenty  dollars,  perhaps.  For 
that  reason,  means  have  to  be  adopted  in 
order,  first;,  to  prevent  the  issuing  of  false 
diplomas,  and  the  prosecution  of  all  those 
who  issue  them ;  and  when  that  has  been 
accomplished — when  there  has  been  an 
agreement  as  to  the  requisite  education 
for  the  admission  of  dental  students — the 
question  of  reciprocity  could  then  be  ap- 
proached, and  perhaps  it  would  be  right 
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to  establish  reciprocity  between  all  rep- 
utable institutions  in  different  parts  of 
the  world.  Eeciprocity  exists  today  in 
Spain  for  the  German  medical  diplomas. 
A  Spaniard  may  go  to  Germany^  and  he  is 
allowed  to  practice;  or  a  German  physi- 
cian may  come  to  Spain  and  he  is  allowed 
to  practice  in  Spain  on  the  strength  of  his 
German  diploma  exclusively.  Eeciprocity 
exists  also  for  medical  and  dental  degrees 
between  Spain  and  Portugal,  and  when  a 
Portuguese  comes  to  Spain,  or  a  Spanish 
physician  goes  to  Portugal,  he  may  prac- 
tice without  any  requirement  whatever. 
Reciprocity  exists  also  with  Nicaragua 
and  with  the  United  States  of  Colombia. 
Each  one  of  those  dispensations  has  been 
made  by  a  special  treaty  like  the  treaties 
of  commerce  which  have  been  entered  into 
by  the  representatives  of  both  nations. 

I  say  that  while  reciprocity  already 
exists  between  some  countries,  it  would  be 
difhcult  for  European  countries  to  estab- 
lish reciprocity  with  dental  institutions 
in  America  until  the  American  authori- 
ties demonstrate  that  it  is  impossible  that 
any  diploma  coming  from  America  be  a 
spurious  one — until  they  demonstrate 
that  in  America  they  are  not  issuing  any 
bogus  diplomas. 

The  Chairman.  May  I  ask  the  gen- 
tleman who  has  just  spoken  whether  the 
basis  of  this  suggested  reciprocity  would 
be  placed  largely  upon  primary  educa- 
tion, and  will  you  kindly  state  (because 
Spain  is  the  only  country  from  which  I 
have  not  already  succeeded  in  getting  re- 
ports) what  you  require  as  a  pre- 
liminary education,  as  a  prerequisite  for 
dental  education. 

Dr.  Aguilar.  The  system  of  den- 
tal study  in  S])ain  has  been  very  re- 
cently reorganized.  Five  years  ago  the 
requirements  for  practice  in  Spain  were 
only  that  the  candidate  should  come  up 


l)efore  the  board  of  examiners  at  the  med- 
ical department  of  the  University  of 
Madrid,  and  there  prove  proficiency  in 
anatomy,  physiology,  and  the  elements  of 
medicine,  and  of  course  in  dentistry.  We 
made  a  movement  in  Spain  toward  es- 
tablishing dental  teaching  in  the  Univer- 
sit}-,  because  there  was  only  an  examining 
board  but  not  a  teaching  body ;  and  five 
years  ago  the  congress  provided  sufficient 
funds  for  the  establishment  of  a  dental 
department  in  the  University  of  Madrid, 
and  created  the  chairs  of  operative  dentis- 
try, prosthetic  dentistr}^,  and  assistant 
]H"ofessors  of  these  chairs,  and  the  re- 
({uirements  are  exactly  the  same  as  for 
medical  studies — that  is  to  say  the  stu- 
dent before  commencing  university  stud- 
ies must  be  a  Bachelor  of  Arts.  For  this 
six  years  of  study  are  required,  which 
comprise  the  elements  of  science  and  lit- 
erature, French  and  German,  or  English, 
geography,  history  (history  of  Spain), 
chemistry,  etc.  Then  when  the  student 
lias  this  preliminary  education,  which  is 
the  same  as  is  required  for  entering  upon 
the  studies  of  law,  of  medicine,  or  any 
other  university  profession,  he  enters  the 
medical  school,  where  he  studies  during 
three  years  before  passing  into  the  dental 
department;  and  in  those  three  years  he 
studies  the  same  courses,  the  same  sub- 
jects, as  the  medical  student.  At  the 
end  of  the  three  years  the  dental  student 
goes  from  the  medical  class  to  the  dental 
department,  and  there  his  studies  are  con- 
fined exclusively  to  dental  subjects.  Be- 
fore that  he  takes  the  medical  studies — • 
physiology,  histology,  microscopy,  dissec- 
tion, and  general  pathology;  and  when 
those  have  been  passed,  he  enters  the 
dental  department.  Therefore,  from  five 
years  ago  until  the  present  time  all  the 
students  of  dentistry  have  been  practi- 
callv  medical  students. 
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Consul-Gc'iici-al  Wokmax.  1  would 
like  to  reply  to  the  address  of  the  gentle- 
man from  Spain  who  has  so  admirably 
detailed  to  us  the  laws  and  conditions  of 
Spain^  regarding  our  swindling  institu- 
tions :  They  are  things  of  the  past ! — and 
I  hope  tlie  members  from  foreign  coun- 
tries will  go  away  convinced  that  they 
are  things  of  the  past^  and  that  new 
legislation — ^and  that  is  why  I  talk  again 
— will  be  of  a  character  to  prevent  the 
possibility  of  a  fraudulent  college  in 
America. 

Dr.  Grouse — who,  I  am  sorry  to  say. 
is  not  here — made  a  statement  that  is 
not  true.  The  fact  is,  the  American 
courts  have  not  thrown  out  the  evidence 
regarding  the  case  in  question,  and  the 
conviction  should  be  carried  out,  even  if 
the  man  were  on  a  dying  bed,  in  order  to 
have  justice  prevail — and  then  let  mercy 
speak  a  word,  as  loud  as  she  pleases.  We 
want  to  convince  the  world  that  legisla- 
tion in  America  is  just  as  good  as  legisla- 
tion elsewhere.  I  furnished  the  evidence 
upon  which  tliat  man  can  be  convicted. 
I  have  it  in  my  possession,  and  it  is  in 
the  possession  of  the  courts.  The  courts 
ruled  that  it  would  not  only  be  accepted, 
but  it  was  a  strong  point  in  his  own  de- 
fense and  he  had  to  acknowledge  on  the 
stand  that  he  had  committed  the  forgery. 
This  evidence  I  myself  furnished,  and  no 
one  else,  not  the  committee  on  prosecu- 
tion. T  furnished  it — and  I  am  glad  I 
did  so — because  I  came  to  wipe  the 
stain  from  our  American  institutions. 

Dr.  M.  F.  FiNLEY,  Washington,  D.  C. 
Mr.  Chairman,  I  would  like  to  ask  just 
one  question  of  these  foreign  delegates, 
and  that  is,  When  Congress  shall  estab- 
lish commissioned  rank  for  dentists  in 
both  the  army  and  the  navy  of  the  United 
States,  will  the  standing  thus  given  to  the 
American  dental   dogreo  have  any  effect 


upon  foreign  countries  in  creating  a 
standard  that  could  possibly  be  accepted 
as  approacliing  their  own — their  institu- 
tions all  being  national  institutions,  while 
ours  are  state  and  private? 

Consul-General  Wokmax.  It  would 
not  satisfy  the  European  governments,  I 
am  sorry  to  say,  so  far  as  I  have  been  in 
touch  with  them,  and  for  this  reason. 
that  you  cannot  got  the  stamp  of  the 
state,  not  only  for  these  particular 
jjranches,  but  for  the  institution  as  such, 
and  they  desire  to  get  .such  knowledge 
from  the  states  and  then  from  the  nation. 

Dr.  Aguilar.  Answering  Dr.  Finley's 
question,  I  will  say  that  no  reciprocity 
could  be  obtained  until  a  national  di- 
ploma existed.  If  the  national  diploma 
existed,  it  would  be  .sufficient.  The  na- 
tional diploma  does  not  exist  in  America. 
Till  a  national  diploma  exists  in  America 
there  w^ould  be  no  reciprocity.  In  the 
army,  it  would  represent  a  national  recog- 
nition of  the  capacity  of  the  dentist :  the 
army  is  not  the  affair  of  one  state  or  of 
another,  but  it  is  a  national  affair.  If 
that  would  constitute  a  national  recogni- 
tion of  a  dentist's  capacity,  it  would  be 
a  step  toward  establishing  reciprocity,  be- 
cause it  is  a  national  title;  but  I  think 
that  until  a  national  diploma  exists  in  the 
United  States  the  question  of  reciprocity 
would  be  a  very  difficult  one  to  deal  with. 

Dr.  C.  R.  Taylor,  Streator,  111.  I  be- 
lieve the  first  thing  necessary  for  reci- 
procity is  the  spirit  of  the  desire  for  it; 
then  everyone  from  every  country  will 
work  for  the  consummation  of  that  spirit 
and  that  desire.  My  own  judgment  is^ — 
and,  belonging  to  a  board,  the  ^NTational 
Association  of  Dental  Examiners,  I  in- 
troduced a  resolution  which  they  thought 
was  premature,  to  work  through  the  State 
Department  of  the  United  States  to  fur- 
tlior  this  plan   of  action — and  I  believe 
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that  we  must  reach  this  through  the 
arm  of  dijDloniacv  and  by  the  reciprocal 
action  of  the  government  of  the  United 
States  with  other  governments.  I  be- 
lieve that  we  have  to  act  in  the  sinrit  of 
fair  interchange,  be  honest  in  it,  show 
to  the  governments  of  the  world  that  we 
are  glad  to  have  any  honest  and  necessary 
restriction  in  reference  to  this  profes- 
sional education,  and  show  that  it  is  for 
the  best  interests  of  the  peoj^le  of  the 
country,  and  not  simply  for  the  benefit  of 
the  dental  profession,  and  get  the  men 
who  have  the  interest  of  the  United 
States,  as  well  as  of  the  world  at  heart, 
thoroughly  imbued  with  the  idea  that  we 
are  honest,  that  we  are  sincere,  and  that 
we  want  the  best  for  all  the  world  and  for 
our  profession — and  we  will  get  it. 

The  Chairman.  Dr.  Anema  will 
please  close  the  discussion. 

Dr.  Anema  (closing  the  discussion). 
On  the  question  of  reciprocity,  in  my 
personal  opinion  I  do  not  think  it  is  so 
very  idealistic.  Take  Holland,  for  in- 
stance; we  have  no  real  reciprocity  with 
different  countries,  but  we  recognize  the 
diplomas  from  Germany,   from   Prance, 


from  Switzerland,  and  also  from  four 
American  colleges;  men  coming  from 
those  colleges  may  come  up  for  the  last 
and  practical  examination.  Yet,  of 
course,  this  may  be  extended  farther.  I 
think  this  is  a  practical  starting-point  in 
reciprocity,  and  if  other  nations  could 
follow  the  example  of  Holland  in  this 
direction,  that  might  be  the  first  step  to 
an  extended  international  reciprocity. 

Gentlemen,  I  thank  you  very  much  for 
the  attention  you  have  given  to  my  paper. 

The  subject  was  then  passed. 

The  Chairman.  Gentlemen,  I  feel 
that  we  must  all  be  encouraged  at  the 
interest  which  has  been  displaj-ed  in  the 
discussion  this  afternoon,  and  I  trust  it 
may  be  possible  for  you  to  attend  to- 
morrow, when  we  shall  listen  to  papers 
by  Dr.  Finley,  Dr.  Coyle,  and  Dr.  Du- 
Ijeau.  I  trust  that  you  will  give  the  mat- 
ter some  thought,  so  that  we  may  enter 
into' the  discussion  with  the  same  earn- 
estness that  characterized  the  meeting 
and  discussion  today.  I  thank  you  for 
3^our  presence,  and  declare  the  meeting 
adjourned. 
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SECTION   X— Continued 


THIRD   DAY— Wednesday,  August  3 1st. 


The  Chairman  called  the  section  to  or- 
der at  8.30  P.M.,  and  called  upon  Dr. 
M.  F.   FiXLEY,  Washington,  D.   C,  for 


his  paper,  entitled  "Some  Thoughts  on 
Legislation." 

Tlie  pa])ei-  was  as  follows : 


Some  Thoughts  on  Legislation. 


By  M.  F.  FINLEY,  D.D.S.,  Washington,    D.  C. 


Legislation  is  as  necessary  in  the 
control  of  professions  as  in  the  control 
of  society.  There  are  dishonest  and  evil- 
minded  individuals  who,  gaining  access 
through  a  little  learning  to  the  threshold 
of  a  profession,  work  incalculable  injury 
to  the  progress  of  ethical  or  honest  pro- 
cedures, and  make  dark  spots  on  the  shield 
of,  honor  of  those  callings.  Honesty,  in  its 
most  comprehensive  meaning,  is  the  pre- 
requisite to  a  proper  fulfilment  of  the 
career  of  an  individual  hoping  to  enter 
the  profession  of  dentistry,  if  he  desires 
to  escape  the  pressure  of  some  legal  re- 
straint upon  the  boundaries  of  his  desires. 
Honesty — take  its  synonyms  integrity, 
probity,  uprightness,  trustiness,  faithful- 
ness, honor,  justice,  fairness,  candor, 
plain  dealing,  veracity,  each  of  these  adds 
a  shade  of  meaning  to  honesty,  which 
should  enter  into  the  make-up  of  the 
character  of  an  irleal  dentist.  Why  should 


we  speak  of  ideals?  They  are  necessary 
to  a  proper  working  out  of  standards  in 
the  make-up  of  what  shall  eventually  con- 
trol men  in  their  relations  with  their 
fellow-men.  The  function  of  colleges  is 
to  disseminate  knowledge,  but  with  that 
knowledge  should  be  imparted  as  much 
wisdom  as  possible.  "A  little  learning 
is  a  dangerous  thing,"  "And  with  all  thy 
getting  get  understanding,"  were  never 
more  genuinely  true  and  applicable  than 
in  our  own  professional  work.  Dr.  Angeli, 
president  of  the  University  of  Michigan, 
in  his  recent  baccalaureate  address  to  the 
classes  going  out  from  that  institution, 
differentiated  between  knowledge  and 
wisdom  as  follows:  "By  knowledge,  I 
mean  the  possession  by  the  mind  of  facts 
and  principles,  scientific,  historical,  philo- 
sophical, literary — an  acquaintance  with 
ideas,  the  perception  of  truths.  By  wis- 
dom, I  mean  the  power  and  the  disposi- 
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tion  to  make  a  right  and  effective  use  of 
our  faculties  and  our  knowledge,  a  tiappy 
adaptation  of  ourselves  and  our  resources 
to  our  circumstances.  Knowledge  may 
be  regarded  as  the  sum  of  our  intellectual 
attainments.  Wisdom  has  an  intellec- 
tual, but  also  a  moral  element.  It  not 
only  measures  our  relations  to  our  envi- 
ronment, but  with  a  high  purpose  and 
pure  spirit  and  discreet  temper  adjusts 
our  personality  to  our  surroundings  to 
secure  the  largest  result." 

The  test  of  the  impartation,  reception, 
and  assimilation  of  knowledge  by  exam- 
ination conducted  by  others  than  those 
who  give  instruction  is  the  wisest  control 
of  the  fitness  of  the  individual  for  en- 
trance upon  professional  work. 

Open  and  clear  manifestation  that 
knowledge  has  been  acquired  should  be 
given.  For  instance,  evidence  of  proper 
preliminary  qualifications  to  enter  upon 
the  study  of  dentistry  should  be  shown  in 
the  use  of  proper  words,  properly  spelled, 
when  the  candidate  for  practice  answers 
questions  in  an  examination.  A  lack  of 
that  ability  should  be  a  disqualifying 
point  in  such  examination.  The  test  of 
acquisition  of  knowledge  upon  the  sub- 
ject of  sterilization,  which  is  but  cleanli- 
ness carried  to  its  finality,  should  be  man- 
ifest in  the  appearance  of  the  individual 
as  he  presents  himself  ready  for  operation 
in  the  mouths  of  patients.  "Unclean  linen 
and,  far  worse,  hands  and  finger-nails 
indicating  the  failure  to  use  soap  and 
water  and  nail-cleaners,  show  a  disquali- 
fying point  to  be  seriously  considered. 
Instruments,  however  carefully  sterilized, 
in  such  hands  are  dangerous,  for  the  in- 
fection is  quickly  transferred  to  them. 
More  illustrations  might  be  given,  but  I 
hope  you  grasp  my  meaning  in  this  effort 
to  establish  a  principle  that  is  essential 
for  those  who  expect  to  make  a  success  in 


the  practice  of  this  profession,  that  each 
step  should  be  thoroughly  and  honestly 
taken,  that  at  no  time  carelessness  or  lax- 
ity may  be  charged  or  that  any  departure 
may  be  taken  from  the  straight  and  nar- 
row path.  Make  each  operation  an  ideal 
one.  Get  into  the  habit  at  the  threshold 
of  the  profession  of  being  honest  and 
faithful. 

The  aim  of  associated  effort,  such  as 
we  are  gathered  here  for  this  week,  is  to 
elevate  the  profession  by  elevating  the 
individual,  but  how  slow  almost  to  stag- 
nation will  'be  that  upward  progress  un- 
less more  care  be  exercised  than  is  used 
today  in  receiving  material  into  schools 
for  the  purpose  of  molding  it  into  pro- 
fessional character  and  ability !  This 
condition  of  affairs  is  clearly  manifest 
in  the  work  of  examining  boards  whose 
efforts  are  conscientious.  Having  been 
engaged  in  such  service,  these  lamentable 
conditions  have  been  forcibly  presented  to 
me. 

Again,  the  effort  now  being  made  by 
the  National  Dental  Association  through 
its  committee,  supported  by  educational 
institutions,  to  secure  dental  positions  in 
the  army  and  navy  on  a  basis  of  commis- 
sioned rank,  is  about  to  be  consummated, 
in  that  the  authorities  of  those  two  de- 
partments have  agreed  to  this  demand, 
which  gives  us  an  ideal  basis  upon  which 
to  stand.  This  gives  us  an  opportunity 
of  placing  our  men  beside  the  men  of 
other  professions  under  government  con- 
trol and  inspection  on  an  equal  founda- 
tion, and  that  they  will  not  suffer  in  com- 
parison is  the  hope  and  belief  of  us  all. 

Quoting  from  the  remarks  of  a  distin- 
guished professor,  "We  hear  much  in  our 
day  about  selfishness  or  self-seeking  ver- 
sus altruism ;  of  individualism  versus  so- 
cialism— as  if  these  words  stood  for  op- 
posing tendencies  between  which  it  was 
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necessary  to  make  a  choice.  Our  moralists 
preach  the  duty  of  self-sacrifice,  and 
while  they  mean  the  right  thing,  they 
sometimes  seem  to  imply  that  it  is  a 
man's  duty  to  sacrifice  his  real  self,  his 
happiness  and  welfare  to  the  demands  of 
a  mysterious  but  terribly  insistent  cor- 
poration called  Society,  as  if  we  were 
somehow  required  by  the  eternal  power 
that  makes  for  righteousness  to  be  contin- 
ually taking  bitter  pills  for  the  good  of 
mankind  at  large.  But  this  is  not  so. 
The  work  that  we  do  as  social  beings,  the 
work  that  we  will  do  in  the  conscientious 
pursuit  of  our  chosen  vocation,  or  in  the 
furtherance  of  any  good  cause  that  may 
commend  itself  to  our  judgment,  does  not 
come  under  the  head  of  self-sacrifice,  but 
of  self-realization.  And  just  in  propor- 
tion as  we  do  it  reluctantly,  and  with  a 
feeling  that  we  are  really  sacrificing  our- 
selves, will  it  be  apt  to  be  ineffectual  a? 
social  service.  What  is  called  self-sac- 
rifice is  taking  sides  with  the  Avider  so- 
cial self  against  the  narrower  material 
self. 

When  a  gentleman  gives  his  seat  to  a 
lady,  he  does  not  sacrifice  himself — let 
us  hope — but  takes  the  part  of  his  chival- 
rous social  self  against  the  old  Adam.  He 
does  not  do  the  thing  for  her  sake,  but 
for  his  own,  though  he  probably  has  an 
illusion  to  the  contrary.  His  act  makes 
him  "'feel  better"^ — feel  more  of  a  man; 
and  if  it  did  not,  he  would  not  do  it. 

Now,  ethical  merit  is  the  progressive 
realization  of  the  social  self,  the  substitu- 
tion of  the  higher,  that  is,  wider  tribunal 
for  those  of  petty  jurisdiction. 

To  bring  about  a  consummation  such 


as  is  dosij'ed  and  such  as  1  iiave  tried  to 
indicate,  would  be  somewhat  more  easy  if 
the  colleges  engaged  in  giving  instruction 
were  upon  a  financial  foundation  which 
would  place  them  beyond  the  necessity  of 
depending  upon  the  fees  of  matriculates. 
If  our  philanthropists  in  and  out  of  the 
profession  will  lend  their  efforts  to  this 
millennial  ideal,  we  may  hope  to  see  such 
a  consummation  within  our  generation. 
Failing  in  this  makes  the  necessity  for 
such  broad  laws  in  every  state  as  are  now 
on  the  statute-books  of  the  state  of  New 
York,  and  the  conscientious  carrying  out 
of  the  spirit  of  those  laws  by  those  en- 
trusted with  their  enforcement,  not  for 
the  purpose  of  crushing  the  weak  neces- 
sarily, but  by  letting  it  be  thoroughly 
knowTi  what  are  the  requirements,  what 
is  expected,  so  that  those  who  have  any 
doubt  of  their  ability  or  determination  to 
succeed  will  be  deterred  from  making  the 
attempt  lest  they  cannot  fulfill  the  ulti- 
mate purpose  of  approaching  near  enough 
to  an  ideal  to  become  good  practitioners. 

Dr.  H.  C.  Browx,  Columbus,  0.  Mr. 
Chairman,  I  move  you  that  the  discus- 
sion of  Dr.  Finley's  paper  be  dispensed 
with  until  Dr.  Keefe  presents  his  paper, 
and  that  the  two  be  discussed  together. 

Dr.  M.  S.  Merchant,  Giddings,  Texas. 
I  second  the  motion. 

The  Chairman.  That  method  will  be 
followed.  Dr.  Keefe's  paper  is  a  short 
paper  on  "Eeciprocity,"'  and  I  now  take 
pleasure  in  introducing  Dr.  Keefe. 

Dr.  D.  F.  Keefe^  Providence,  R.  1., 
tlien  read  his  paper,  as  follows: 
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Reciprocity. 


By  D.  F.  KEEFE,  D.D.S.,  Providence,  R.  I. 


So  much  has  been  talked  about  the 
subject  of  interstate  reciprocity  and  the 
benefits  that  will  be  bestowed  on  the 
members  of  the  dental  profession  when 
such  a  condition  shall  have  been  brought 
about,  that  it  is  almost  impossible  to 
present  to  you  any  new  phase  of  the  situa- 
tion. 

I  trust  some  day  we  shall  have  unifica- 
tion of  state  dental  laws,  but  how  soon 
depends  entirely  on  the  energy  displayed 
by  dental  examiners,  deans  of  the  dental 
colleges,  and  the  members  of  the  dental 
profession  as  a  whole. 

In  the  past,  while  many  attempts  have 
been  made  to  bring  about  this  state  of 
affairs,  our  efforts  have  been  in  vain  and 
to  my  mind  the  chief  cause  is  our  lack  of 
energy. 

Interstate  reciprocity  will  tend  to  har- 
monize the  members  of  the  dental  profes- 
sion and  place  our  science  on  a  much 
broader  and  higher  plane. 

If,  as  some  say,  the  time  has  not  yet 
come  when  we  can  do  this  in  our  country, 
state  laws  being  so  different,  then  let  us 
make  a  beginning  and  take  sections  made 
up  of  a  half-dozen  states  where  the  stand- 
ard is  about  equal,  apply  to  the, legisla- 
ture for  a  reciprocal  clause,  get  these  states 
started  in  the  right  direction,  and  in  a 
few  years  with  hard  work  we  will  attain 
the  end  desired.  A  few  years  ago  we 
came  together  in  New  England  with  the 
idea  that  we  could  have  a  modified  form 
of  reciprocity,  but  after  several  meetings 
I  believe  that  is  impossible,  as  in  all  the 


Xew  England  laws  (with  the  exception 
of  New  Hampshire)  you  must  examine 
the  candidate  for  registration ;  but  with 
a  reciprocal  clause,  I  think  the  desired 
end  could  be  accomplished,  and  it  seems 
to  me  that  with  very  little  difficulty  such 
a  clause  could  be  added  to  our  laws. 

Then  let  us  make  a  beginning,  and 
when  our  legislatures  meet  make  an  effort 
at  least  to  see  what  we  can  do  in  this 
direction. 


Discussion. 

The  Chairman.  This  subject  of  reci- 
procity is  an  extremely  interesting  and 
important  one,  and  I  trust  that  you  will 
discuss  the  matter  with  the  enthusiasm 
which  it  deserves.  We  shall  be  pleased 
to  hear  from  Dr.  Sanger  on  this  subject. 

Dr.  E.  M.  Sanger,  East  Orange,  N.  J. 
This  subject  is  a  very  broad  one,  and  the 
desirability  of  interchange  is  not  ques- 
tioned, yet  the  difficulties  in  the  way 
seem  at  first  glance  to  be  insurmountable. 
It  is  possible,  however,  and  I  believe  the 
time  is  coming  when  reciprocity  will  be 
an  accomplished  fact  between  most  of  the 
states  of  the  Union  and  the  foreign  coun- 
tries having  a  standing  equal  to  their 
own.  This  must  come  by  progression,  as 
Dr.  Keefe  has  suggested.  The  battle,  I 
believe,  is  being  fought  along  proper 
lines,  as  indicated  in  the  papers  read  be- 
fore us.     That  is,  interchange  must  be 
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brought  about  by  a  proper  and  uniform 
preliminary  standard,  as  I  think  we  will 
agree  that  the  collegiate  standard  is  prac- 
tically uniform  today.  This  will  be 
purely  interstate  interchange,  however, 
and  must  be  completed  before  interna- 
tional interchange  can  be  considered  seri- 
ously. Meanwhile,  I  believe  it  is  the  duty 
of  every  man  to  place  himself  in  line  and 
endeavor  to  secure  the  adoption  of  the 
proper  standard  by  his  state — this  stand- 
ard 'to  be  determined  by  his  own  opinion 
of  that  adopted  by  the  state  which  he 
considers  to  be  a  model  in  this  respect. 
To  this  end,  it  appears  to  me  that  papers 
along  the  lines  of  those  heard  today,  read 
before  such  bodies  as  this,  will  do  much 
to  educate  us  to  our  duty  in  the  mattei-. 

Dr.  Louis  Ottofy^  Manila,  P.  I.  I 
listened  with  great  interest  to  the  papers 
of  Dr.  Finley  and  Dr.  Keefe.  As  far  as  we 
are  concerned  in  the  Philippine  Islands, 
we  naturally  will  reciprocate  with  you  at 
any  time,  and  hope  that  you  will  do  like- 
wise with  us.  When  our  law  was  passed, 
which  by  the  way,  was  the  result  of  con- 
siderable work,  extending  over  two  and 
one-half  years,  I  included  in  the  original 
draft  the  recognition  of  the  jSTational 
Association  of  Dental  Facilities  and  the 
JSTational  Association  of  Dental  Exam- 
iners of  the  United  States,  and  as  this 
was  allowed  to  stand  it  is  so  embodied  in 
the  law. 

The  Chairman.  That  is  the  status 
now,  is  it? 

Dr.  Ottofy.  That  is  the  status  at  the 
present  time.  In  the  preliminary  dis- 
cussion of  the  bill,  the  question  arose 
whether  we  should  accept  diplomas  of 
recognized  schools  or  examine.  In  the 
draft  I  had  put  in  the  word  "or,"  so 
as  not  to  create  too  much  opposition ; 
some  wanted  examination,  though  others 
thought  that  a  diploma  would  be  suffi- 


cient. While  it  seemed  that  we  could  not 
agree,  I  suggested  that  the  word  "or"  be 
stricken  out  and  replaced  by  the  word 
"and,"  which  was  done,  so  that  on  that 
point  our  law  is  as  good  as  that  of  any 
of  the  states,  and  now  it  requires  diploma 
and  examination  to  engage  in  dental 
practice  in  the  Philippine  Islands. 

Our  standard,  in  some  respects,  is  not 
as  high  as  yours;  but  that  is  purely  a 
local  matter.  Thus,  our  law  has  a  pro- 
vision that  anyone  who  has  received  the 
title  of  "Cirujano  Ministrante"  (minis- 
tering surgeon)  from  the  University  of 
St.  Thomas  of  Manila,  which  is  granted 
at  the  end  of  a  course  extending  over  two 
years,  covering  the  fundamentals  of  medi- 
cine and  surgery,  and  makes  of  the  re- 
cipient a  first-class  nurse,  is  entitled  to 
practice  as  a  dentist  after  four  months' 
study  of  dentistrv,  altliough  only  in  prov- 
inces where  no  other  dentists  are  located ; 
and  inasmuch  as  there  are  no  dentists 
located  anywhere  outside  of  the  city  of 
Manila  and  three  or  four  towns,  the  prov- 
inces are  open  to  men  of  this  class,  their 
certificates  si>ecifying  the  locality  to  which 
they  must  confine  their  practice.  The 
masses  know  nothing  of  dentistry,  and  we 
shall  have  to  send  these  men  out  at  first 
with  a  limited  education,  to  educate  the 
people,  and  create  a  demand  for  dental 
services.  As  rapidly  as  consistent  the 
standard  will  be  raised. 

The  Chairman.  I  would  like  to  call 
upon  Dr.  Grossman  of  Hawaii,  and  ask 
him  in  discussing  this  question  to  please 
give  some  attention  to  the  preliminary 
lequirements  necessary  as  a  prerequisite 
to  dental  education. 

Dr.  M.  E.  Grossman,  Honolulu, 
Hawaii.  In  speaking  of  dental  legisla- 
tion and  reciprocity  I  will  state  that  prior 
to  1(S93  there  wa^  no  law  in  the  Hawaiian 
Ishinds  regulating  the  practice  of  den- 
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tistry.  At  that  time  Hawaii  was  a 
monarchy.  As  early  as  1885  myself  and 
others  endeavored  to  procure  some  proper 
legislation,  but  our  efforts  were  of  no  avail 
until  about  1892,  when  we  were  successful 
in  having  a  law  passed,  or  rather  an 
apology  for  a  law,  which  simply  required 
a  diploma  from  a  college,  and  compelled 
us  to  issue  licenses  to  practice  to  anyone 
holding  a  diploma  irrespective  of  where 
it  came  from.  Those  not  holding  a  di- 
ploma were  required  to  pass  an  examina- 
tion before  our  examining  board,  and  if 
successful  were  issued  licenses  to  practice. 
Our  examining  board  at  the  time  was 
composed  of  two  dentists  and  one  physi- 
cian and  we  had  a  hard  fight  to  procure 
even  this  concession.  What  they  wanted 
was  two  physicians  and  only  one  dentist. 
We  finally  compromised  on  two  dentists 
and  one  physician.  We  considered  that 
a  fair  start  from  which  we  could  build. 
and  after  over  ten  years'  effort  on  the  part 
of  our  profession  in  legislature  after 
legislature,  we  have  managed  to  have  a 
law  enacted  that  I  think  is  a  good  one,  a 
law  that  protects  the  masses  as  well  as 
our  profession. 

One  of  our  principal  stumbling-blocks 
in  endeavoring  to  procure  dental  legisla- 
tion was  with  the  Hawaiian  or  native 
legislators.  They  were  very  clannish  and 
imagined  that  such  a  law  would  work  a 
great  hardship  upon  their  own  race.  At 
that  time  there  were  several  native  youths 
at  work  in  different  offices  and  one  who 
was  in  practice ;  his  experience  had  been 
gained  in  the  office  of  one  of  our  old  prac- 
titioners. The  cry  went  up  among  our 
native  legislators  that  such  a  law  would 
work  a  great  hardship  to  their  own  boys, 
as  we  had  no  dental  colleges  in  Hawaii, 
and  those  who  were  then  working:  in 
offices  and  others  who  may  come  later 
would  be  denied  an  opportunity  of  mak- 


ing a  living  at  their  chosen  profession, 
but  must  go  to  America  and  there  attend 
universities  for  years  before  being  able  to 
practice;  that  would  cost  money  and 
therefore  was  only  for  the  rich.  Such  a 
law  would  shut  out  a  poor  boy  entirely. 

jSTotwithstanding  this  opposition  we 
managed  to  have  a  form  of  law  passed.  I 
do  not  wish  you  to  infer  from  my  remarks 
that  out  in  our  part  of  this  great  United 
States  that  we  are  a  lot  of  uneducated 
people.  Far  from  this,  we  are  a  cosmo- 
politan territory,  and  our  people  are 
broadminded  and  well  educated.  There 
is  hardly  a  university  of  any  prominence 
in  the  states,  from  the  Pacific  to  the  At- 
lantic, that  has  not  upon  its  rolls  repre- 
sentatives from  Hawaii  and  graduates 
from  our  high  school  and  Oahu  College, 
and  I  do  not  know  of  one  who  has  ever 
failed  to  gain  admission  into  any  univer- 
sity. We  have  our  boys  at  Harvard,  Yale, 
Princeton,  Williams,  Cornell,  University 
of  California,  Stanford,  and  Ann  Arbor, 
and  I  know  from  reports  and  records  that 
they  manage  to  pass  through  their  col- 
lege lives  very  creditably  to  themselves 
and  to  the  country  they  represent. 

The  Hawaiian  people  as  a  race  are  well 
educated,  and  from  an  educational  point 
of  view  will  compare  more  than  favorably 
with  any  race  of  people.  I  know  that  I 
am  safe  in  asserting  that  there  are  not 
ten  per  cent,  of  the  Hawaiian  people  who 
cannot  read  and  write  the  English  lan- 
guage, and  not  more  than  two  per  cent. 
who  cannot  read  and  write  their  own  lan- 
guage. So  you  can  see  that  there  is  very 
little  illiteracy  among  our  people,  and  I 
doubt  if  such  a  record  can  be  claimed  for 
any  other  state  or  territory,  to  say  noth- 
ing of  other  nations. 

On  the  25th  of  last  April,  after  over        ^ 
ten  years   of  effort  upon  our  part,   we 
managed  to  procure  a  law  which  is  upon 
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proper  lines  and  one  that  will  compare 
favorably  with  any.  It  is  not  perfect,  but 
we  hope  to  mal^e  it  so.  The  requirements 
now  are  that  one  must  be  a  graduate  of  a 
reputable  and  recognized  dental  college 
and  pass  a  satisfactory  examination  be- 
fore our  board  of  dental  examiners  before 
he  can  receive  his  certificate  of  license  to 
practice,  and  our  board  is  now  composed 
of  three  dentists  appointed  by  the  gov- 
ernor upon  the  recommendation  of  our 
dental  society.  I  am  sorry  that  we  were 
unable  to  manage  to  have  "only  diplomas 
accepted  from  such  colleges  as  are  recog- 
nized by  the  National  Board  of  Dental 
Examiners,"  but  we  will  manage  to  get 
that  in  at  some  future  time. 

There  is  nothing  particularly  original 
about  our  law.  It  is  made  up  of  parts  of 
the  different  laws  in  the  states  adapted  to 
our  conditions.  I  drafted  it  myself  after 
reading  every  dental  law  on  our  statute 
books,  and  afterward  took  the  draft  to  a 
lawyer  to  be  put  in  shape.  And  after 
that,  to  make  certain  I  took  it  to  another 
lawyer,  one  of  the  leaders  of  our  bar,  to 
put  the  finishing  touches  to  it,  and  I 
think  we  now  have  a  law  that  will  stand 
the  test  of  courts.  It  is  not  perfect,  but 
it  is  a  step  in  advance,  and  in  a  short 
time  we  will  have  it  equal  to  any. 

Another  thing  that  we  have  to  contend 
with  in  our  territory  that  I  do  not  think 
any  other  board  has  had  to  contend  with, 
is  the  examination  of  candidates  in  their 
own  languages.  I  think  our  board  has 
had  more  applications  and  been  asked 
to  examine  more  people  in  more  lan- 
guages than  any  other  board.  We  have 
had  them  in  Chine'se,  Japanese,  Portu- 
guese, German,  Spanish,  French,  and 
English.  I  do  understand  a  little  of  the 
English  language,  but  hardly  a  word  of 
the  others,  and  just  imagine  how  we  were 
handicapped!      Our   law    \'irlnally   com- 


pelled us  to  examine  them  in  any  lan- 
guage. We  had  to  resort  to  interpreters; 
sometimes  they  were  horse  doctors,  once  a 
jjrofessional  coach,  and  at  others  we  were 
fortunate  in  having  the  services  of  a 
graduate  of  medicine  who  kindly  assisted 
us,  but  we  could  never  tell  who  answered 
or  passed  the  examination,  the  applicant, 
the  horse  doctor,  or  the  coach.  \Ye  the.u 
decided  in  future  not  to  examine  except 
in  the  English  language,  and  so  notitied 
foreign  consuls,  as  did  also  the  medical 
board.  That  drew  a  hornet's  nest  about 
us  and  there  were  numerous  protests,  but 
in  conversations  with  several  of  the  for- 
eign consuls,  who  were  patients  of  mine, 
and  in  asking  if  upon  my  going  to  their 
country  they  would  extend  to  me  the 
same  courtesy  and  examine  me  in  the 
English  language,  they  saw  the  right  of 
it  and  the  matter  was  dropped.  But  in 
our  new  law  we  specifically  mentioned 
that  all  examinations  must  take  place  in 
the  English  language,  which  created  a 
howl — ^so  much  so,  through  outside  influ- 
ence, that  the  law  was  endangered,  and  we 
then  transposed  the  wording  and  through 
a  little  scheming  managed  to  pass  it, 
worded  differently  but  meaning  the  same. 
In  regard  to  reciprocity  I  trust  that  we 
will  soon  see  the  time  when  it  will  be 
universal.  I  will  state  here,  as  president 
of  our  examining  board,  that  I  am  willing 
to  accord  all  the  courtesy  possible  to 
everyone — all  the  courtesy  that  will  be 
extended  to  me  or  to  any  American  if  we 
go  to  a  foreign  country,  and  not  one  iota 
more,  and  I  trust  that  every  other  board 
will  do  the  same — examine  applicants  in 
the  language  of  our  country  just  as  we 
arc  compelled  to  pass  in  the  language  of 
the  country  if  we  go  to  Prance,  Germany, 
Spain,  South  America,  or  anywhere  else. 
Be  we  ever  so  able  in  our  profession  they 
throw  every  obstacle  in  our  way.     They 
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compel  us  to  pass  examination  in  their 
language,  which  is  impossible  for  many 
of  ns  to  do  without  remaining  several 
years  in  their  country  to  perfect  ourselves 
in  the  language.  No  liberal  allowances 
are  made  to  us ;  why,  then,  to  them  ? 

I  think  we  are  working  along  the 
proper  lines,  and  a  move  was  taken  in  the 
right  direction  when  the  National  Board 
of  Dental  Examiners  the  other  day 
adopted  as  a  prerequisite  to  admission 
into  a  dental  college,  a  high-school  pre- 
liminary education.  This  is  along  the 
lines  we  must  work — higher  standard  for 
our  educational  institutions,  and  that  will 
bring  us  to  our  goal.  Through  a  few 
freak  advertising  bodies  guaranteeing  the 
D.D.S.  degree  at  so  much  per  head,  for 
foreign  use  (these,  I  am  happy  to  say, 
have  been  wiped  out  of  existence),  and 
also  through  the  kindly  action  of  many 
of  our  colleges  toward  foreigners  hold- 
ing foreign  degrees,  in  admitting  them 
as  advanced  students  in  our  senior  classes, 
these  returning  to  their  own  country 
in  a  short  time  with  the  D.D.S.  degree, 
the  latter  has  come  into  ill-repute. 

Now  in  regard  to  young  men  coming 
from  foreign  institutions,  I  think  our 
honored  confrere  from  Paris,  in  his  re- 
marks yesterday,  is  correct.  Let  every 
person  be  put  on  the  same  footing,  the 
same  as  is  done  with  American  boys  in 
our  colleges.  Show  neither  more  nor  less 
courtesy,  and  compel  them  to  pass  the 
same  examination  in  the  same  language 
as  our  own  boys,  and  they  will  graduate 
with  honor  to  the  American  dental  col- 
lege. 

We  cannot  entirely  blame  foreign 
countries  for  not  paying  the  respect  that 
is  due  the  degree  of  D.D.S.  when  we  ac- 
cept a  young  foreigner  who  probably  is 
a  graduate  of  some  college  at  home  of 
absolutely  no  standing;  he  comes  here. 


cannot  speak  two  dozen  words  of  our  lan- 
guage, and  is  graduated.  This  has  been 
done  in  my  own  alma  mater,  and  how 
they  did  it  is  a  mystery  to  me  when 
American  boys  had  a  hard  time  to  pass. 
This  should  cease,  and  I  think  this  body 
should  place  itself  on  record  in  a  way  that 
will  be  understood.  I  think  the  sugges- 
tion of  Dr.  Finley  of  Washington,  D.  C, 
a  very  good  one  and  one  to  be  followed 
up.  Let  us  insist  and  work  for  such 
legislation  as  will  place  our  profession  in 
the  army  and  navy  not  as  contract  dental 
surgeons,  but  on  the  same  footing  as  the 
M.D.  Then  our  country  places  her  offi- 
cial seal  on  our  profession  and  officially 
recognizes  it  and  the  world  must  follow 
suit. 

For  general  reciprocity  at  home  my  re- 
marks are  equally  applicable.  Raise  our 
standard  of  education,  raise  our  prelimi- 
nary requirements,  and  see  that  our  col- 
leges have  a  proper  curriculum  and  that 
they  live  up  to  it,  or  drop  them  from  the 
indorsement  of  the  National  Board  of 
Dental  Examiners.  Endeavor  to  have  the 
standards  in  every  state  as  nearly  similar 
as  conditions  will  allow.  Then  we  are 
working  along  the  proper  lines.  This 
cannot  be  done  in  a  day,  but  if  we  hope 
to  accomplish  anything  we  must  all  put 
our  shoulders  to  the  wheel  and  work.  We 
will  meet  stumbling-blocks,  but  the  object 
is  worth  the  price. 

I  am  happy  to  see  that  several  of  the 
states  have  extended  reciprocity,  and  hope 
to  see  more  in  the  near  future.  In  my 
territory  our  law,  as  it  now  stands,  does 
not  permit  us  to  do  so,  but  upon  my  re- 
turn home  I  shall  bring  this  matter  be- 
fore our  board  and  we  shall  endeavor  to 
change  our  law  so  that  it  will  admit  of 
our  board  extending  reciprocity.  But  I 
assure  you  as  a  member  of  the  board  from 
Hawaii,  that  if  any  reputable  practitioner 
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comes  to  Hawaii  with  the  recommenda- 
tion and  indorsement  of  his  boards  pro- 
vided that  his  state  board  is  composed 
of  men  qualified  and  appointed  for  their 
qualifioations  and  not  through  politics, 
he  will  meet  all  the  consideration  that 
any  man  wants.  As  I  have  stated,  our 
law  does  not  allow  us  to  extend  reci- 
procity ;  but  let  him  eome  with  the  proper 
credentials  and  I  will  agree  that  it  will 
not  take  him  more  than  a  month  or  two 
to  qualify  himself,  just  so  long  as  I  am 
a  member  of  the  board,  or  any  present 
associates. 

The  Chairman.  We  are  indeed  glad 
to  have  with  us  today  a  gentleman  from 
Spain;  I  will  call  upon  Dr.  Losada  of 
Madrid,  to  speak  to  us  upon  the  subject 
of  reciprocity  and  preliminary  education. 

Dr.  Jaime  D.  Losada,  Madrid,  Spain. 
I  was  veiy  much  pleased  to  hear  my  con- 
frere from  Hawaii  give  his  thoughts  on 
the  subject.  I  agree  with  him  in  every- 
thing he  has  said ;  especially  about  speak- 
ing the  language.  I  think  that  is  one  of 
the  first  requirements  for  a  man  who  de- 
sires to  practice  in  a  foreign  country.  He 
may  not  speak  the  language  well — he  may 
have  a  foreign  accent — that  has  nothing 
to  do  with  it ;  but  he  must  be  able  to  read, 
and  write,  and  speak  fluently  in  the  coun- 
try where  he  is  going  to  practice,  or  wants 
to  be  able  to  practice,  because  I  don't 
know  how  a  dentist  can  get  along  in  his 
profession  without  understanding  what 
the  patient  wants,  what  he  feels;  still 
some  men  seem  to  be  able  to  do  it. 

And  about  the  examinations,  I  think  it 
is  quite  right  that  they  should  be  passed 
in  the  language  of  the  coimtry,  and  a 
man  should  not  come  for  examination 
until  he  knows  the  language  thoroughly. 
That  is  one  thing.  The  second  thing  is 
to  establish  practical  reciprocity  upon  a 
basis  of  ec|uivalents,  because  we  are  not 


going  to  admit  in  Spain  anybody  whose 
standard  of  education  is  much  lower  than 
we  require  from  the  Spanish.  I  think 
that  would  not  be  fair.  We  will  treat 
foreigners  the  best  we  can,  but  we  must 
not  treat  them  better  than  we  treat  our 
own  people.  Charity  begins  at  home. 
Now,  unfortunately,  there  have  been 
Americans  who  went  to  Spain  whose  di- 
plomas were  procured  I  don't  know  how, 
because  we  knew  very  little  about  most  of 
them ;  some  of  them  learned  after  arriv- 
ing there,  but  most  of  them  didn't  know 
much  about  dentistry.  I  suppose  they 
could  not  apply  in  their  own  country  and 
they  tried  to  impose  upon  us  as  if  we  were 
a  half-savage  race.  Against  that  practice 
I  would  strongly  protest,  because  .  they 
could  benefit  nobody  but  themselves, 
and  it  lowers  the  standing  of  the  Ameri- 
can dentist  all  over  the  world.  In  Europe 
they  have  a  very  poor  idea  of  most  of  the 
American  dentists,  because,  as  the  gentle- 
man said,  those  that  have  gone  to  Europe 
are  not  the  best  of  your  people.  Of 
course,  I  quite  agree  that  the  best  den- 
tists as  a  rule  are  in  America.  I  know 
that  very  well,  but  those  good  dentists  do 
not  go  over  there ;  they  stay  here,  and  be- 
cause we  want  to  protect  ourselves  against 
that,  the  law  of  Spain  is  that  to  be  a  den- 
tist you  must  be  an  A.B.  in  one  of  the 
universities.  To  be  an  A.B.  requires  3^ou 
to  pass  examinations  in  about  fifteen,  or 
sixteen,  or  seventeen  matters — I  don't 
know  how  many  now,  because  when  I 
passed  mine  there  were  fourteen  or  fif- 
teen; that  was  many  years  ago,  but  now 
they  have  changed  it,  and  have  made  the 
examination  harder.  I  think  in  no  coun- 
try are  the  requirements  for  entrance 
higher  or  even  equivalent.  Besides,  when 
you  get  your  A.B.  you  must  pass  an  en- 
trance examination  before  the  Faculty  of 
Medicine,  which  is  the  same  as  though 
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you  were  going  to  be  a  medical  man.  Tliat 
takes  on  an  average  one  year.  Tlien  you 
have  to  put  in  two  years  studying  anat- 
omy, histology,  physiology,  and  chemis- 
try with  the  students  of  medicine,  and 
you  pass  your  examinations  the  same  as 
if  you  were  going  to  be  a  medical  man, 
intending  to  get  through  that  board. 
Then  you  have  to  take  at  least  one  year 
or  two  in  the  special  branches  of  den- 
tistry. I  know  that  one  year  is  not 
enough  to  learn  dentistry.  The  law 
stands  that  way  in  Spain.  We  are  doing 
our  best,  and  we  hope  we  will  make  it  at 
least  two  years,  so  then  we  will  be  able 
to  train  men  almost  as  well  as  they  do  in 
other  countries,  though  perhaps  it  is  not 
so  good  as  3^ou  get  in  America ;  the  theory 
is  as  good  as  you  can  get  anywhere  in  the 
world,  because  every  one  of  the  profes- 
sors we  have  is  well  known  here.  Dr. 
Aguilar  tries  his  very  best  to  teach  his 
students  American  theories,  and  we  have 
some  of  the  American  books  translated 
into  Spanish.  We  have  three  journals, 
giving  monthly  everything  new  and  good 
in  dentistry  all  over  the  world,  and  espe- 
cially in  America,  so  that  the  student  has 
chances  to  get  along  all  right,  perhaps 
not  so  well  as  if  he  were  here,  but  as  I 
said  the  other  day,  each  man  must  stand 
on  his  own  merit.  I  can  only  say  about 
myself,  that  I  received  an  average  of  97 
out  of  100  at  the  University  of  Pennsyl- 
vania, and  that  I  am  a  fair  sample  of 
what  a  Spaniard  can  do  if  he  wants  to. 
We  want  equivalents  because  it  would  be 
very  sad  for  us  to  have  men  going  to 
another  country,  say  Morocco,  or  Turkey, 
or  India,  in  that  way  securing  a  diploma 
— and  on  the  strength  of  that  diploma 
to  try  'to  practice  his  profession.  We  do 
not  want  that.  We  will  allow  a  man  to 
practice  in  Spain  if  he  has  a  diploma  that 
is  equivalent  to  ours.     I  have  very  little 


use  for  a  Spaniard  ignorant  of  dentistry 
undertaking  to  go  to  your  country,  get  a 
diploma  in  about  six  months,  and  come 
back  to  Spain.  We  want  to  protect  our- 
selves. 

The  Chairman.  That  is,  doctor,  you 
will  not  recognize  his  diploma,  but  you 
will  grant  him  a  license  for  examination? 

Dr.  LosADA.  He  has  to  be  able  to 
jjraetice  legally — for  we  have  two  ways 
of  practicing.  You  may  jDractice  without 
any  diploma  whatever  until  you  are 
caught — 

The  Chairman.    Oh,  yes. 

Dr.  LosADA.  And  then  you  have  the 
right  to  proceed  to  pass  an  examination 
equivalent  to  your  state  board  here;  but 
to  pass  that  examination  you  must  have 
a  diploma — foreign  diploma  of  a  reput- 
able school — and  you  must  have  been  in 
legal  practice  six  years  any  wa}^,  six  years 
in  actual  practice  after  leaving  college. 
That  is,  now ;  unfortunately  it  was  not  so 
at  that  time,  nor  until  these  Americans 
I  am  talking  about  came.  I  under- 
stand that  the  feeling  all  over  Europe  is 
what  I  am  telling  you  gentlemen.  There 
is  a  gentleman  here  from  France;  I  am 
sure  he  will  say  just  the  same.  It  is  a 
pity  that  you  have  had  schools  in  America 
that  will  give  a  diploma  for  $30  or  $50,  1 
don't  know  which,  and  then  those  people 
come  back  to  Europe,  styling  themselves 
'^American  dentists,''  and  do  more  harm 
to  dentistry  and  to  the  American  people 
than  can  be  told. 

The  Chairman.  We  have  a  distin- 
guished member  of  the  section  present 
from  Canada — from  Montreal — who  will 
kindly  read  us  a  paper  entitled  "Dental 
Laws  and  Educational  Methods  in  Can- 
ada." With  your  permission,  we  will  ask 
the  gentleman  to  read  his  paper,  and  as 
it  is  practically  along  the  same  lines  as 
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those  of  Drs.  Finley  and  Keefe,  we  will 
discuss  the  three  together.  I  take  great 
pleasure  in  introducing  to  you  Dr.  Du- 
beau  of  JFontrcal,  who  will  now  read  his 


paper,  entitled  "Dental  Laws  and  Educa- 
tion in  Canada." 

Dr.  EuDOEE  DuBEAU,  Montreal,  Can- 
ada, then  read  his  paper,  as  follows: 


Dental  Laws  and  Education  in  Canada. 

By  EUDORE  DUBEAU,  D.D.S.,  Montreal,  Canada. 


Canada,  with  a  population  of  five 
millions  consists  of  seven  provinces,  each 
having  its  dental  law,  viz,  Ontario,  Que- 
bec, New  Brunswick,  Nova  Scotia,  Brit- 
ish Columbia,  Prince  Edward  Island, 
Manitoba,  and  the  Northwest  Territories. 
Only  two  provinces  have  dental  colleges, 
Ontario  and  Quebec. 

Ontario  has  a  fine  college,  well 
equipped,  giving  a  dental  education  to 
one  hundred  and  fifty  students  annually. 
It  is  affiliated  with  Toronto  University, 
and  is  known  as  the  Eoyal  College  of 
Dental  Surgeons  of  Ontario.  Trinity 
University  also  gives  a  dental  degree  to 
students  presenting  credentials  showing 
that  they  have  completed  a  dental  course 
in  a  reputable  college. 

The  province  of  Quebec  has  two  dental 
colleges,  the  Laval  University  Dental 
School,  where  the  tuition  is  given  in 
French,  and  the  Dental  Department  of 
McGill  University,  where  the  course  is 
given  in  English.  Those  two  schools, 
though  established  this  year,  have  practi- 
cally existed  for  eleven  years,  as  they  are 
the  continuation  of  the  Dental  College  of 
the  Province  of  Quebec,  which  was  estab- 
lished in  1893,  giving  lectures  both  in 
French  and  English. 

The  course  in  the  Province  of  Quebec 
extends  over  a  period  of  four  years,  and 
we  are  going  to  keep  it  as  it  is,  notwith- 
standing the  action  of  other  colleges. 
Moreover,  a  student  unsuccessful  in  his 


final  examination  at  the  Laval  School  is 
obliged  to  take  a  fifth  year  in  order  to 
present  himself  for  the  degree  of  D.D.S. 

McGill  University  gives  the  degree  of 
M.D.S.  at  the  end  of  the  course,  and  the 
degree  of  D.D.S.  on  presentation  of  a 
thesis  after  a  year's  practice  or  more.  As 
to  the  length  of  the  course  in  Toronto, 
I  am  not  in  a  position  to  say  whether 
the  course  will  remain  at  four  years  or  be 
reduced  to  three. 

As  I  have  said  before,  the  other  prov- 
inces have  no  dental  colleges.  British 
Columbia,  Prince  Edward  Island,  Mani- 
toba, and  the  Northwest  Territories  ac- 
cept for  examination  to  practice  gradu- 
ates from  reputable  dental  colleges.  New 
Brunswick  and  Nova  Scotia  do  the  same, 
but  in  addition  require  a  matriculation 
examination. 

In  the  province  of  Quebec,  a  student 
who  intends  to  practice  there  must  pre- 
viously pass  the  matriculation  examina- 
tion, which  is  very  high,  and  subsequently 
take  the  whole  course. 

Two  years  ago  the  Canadian  Dental 
Association  was  established.  It  com- 
prises the  dentists  of  the  whole  Dominion 
of  Canada,  and  its  object  is  to  create  a 
council  which  would  issue  a  license  giv- 
ing the  right  to  its  owner  to  practice  all 
over  Canada.  The  second  meeting  of  this 
association  will  be  held  in  Toronto  next 
week. 

As  far  as  discipline  is  concerned  Que- 
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bee  and  Ontario  have  the  best  two  laws. 
In  the  province  of  Quebec  a  law  was 
passed  four  years  ago  to  prevent  a  dentist 
from  advertising  more  than  his  name, 
address,  and  profession,  the  space  for 
such  advertisement  being  limited  to 
twenty  lines.  A  dentist  who  does  not 
pay  his  annual  tax  to  the  dental  associa- 
tion, after  a  sixty  days'  notice,  is  sus- 
pended from  practice,  and  sued  for  illegal 
practice  if  he  disregards  his  suspension. 
We  have  had  much  trouble  in  obtaining 
such  a  law  and  in  putting  it  into  effect, 
but  we  have  succeeded.  Until  yesterday 
I  thought  we  were  the  only  province  pro- 
hibiting advertisements,  but  I  was  in- 
formed that  Ontario  has  the  same  power, 
and  is  actually  gradually  enforcing  it. 

I  wish  that  all  the  other  provinces, 
states,  and  countries  of  the  world  would 
follow  this  example,  and  then  quackery 
would  have  seen  its  good  days. 

I  should  have  liked  to  go  more  into 
details,  but  lack  of  time  has  not  per- 
mitted me  to  do  so. 

Now  as  to  reciprocity,  if  you  will  allow 
me  to  say  a  few  words.  Personally,  my 
confreres,  I  am  disposed  to  exchange  with 
any  province,  state  or  country  which  has 
privileges  as  large  as  we  have.  Our  ex- 
amination is  pretty  good.  Our  examina- 
tion is  one  in  science  and  letters,  and  in 
order  to  pass  the  applicant  must  obtain 
sixty  per  cent,  on  each  subject.  Person- 
ally I  would  like  to  see  my  country  meet 
with  other  countries  Avith  high  standards. 


Discussion. 

Dr.  A.  E.  Webster,  Toronto,  Canada. 
I  wish  to  say  a  few  words  on  the  question 
of  reciprocity  in  Canada.  An  effort  has 
been  made  for  the  past  thirty  years  to 
harmonize  the  dental  laws  of  Canada  so 


that  we  could  have  but  one  licensing  body. 
These  efforts  have  met  with  but  meager 
results  until  recently  and  I  believe  now 
that  all  the  provinces  have  the  power,  or 
soon  will  have  it,  of  accepting  candidates 
to  practice  without  further  examination. 
The  candidate  of  course  must  present 
the  proper  credentials.  I  mean  such 
credentials  as  may  be  acceptable.  The 
several  boards  having  agreed  upon  a 
standard  and  all  complying  with  that 
standard  will  have  all  the  rights  granted 
no  matter  from  what  province  or  county 
the  applicant  may  come. 

In  Canada  there  are  greater  difficulties 
in  organizing  a  single  national  diploma 
than  in  the  United  States,  because  of  the 
treaty  of  Paris  of  1763,  by  which  the  re- 
ligion and  education  of  the  French  were 
to  be  under  their  own  control.  In  1867 
when  all  the  provinces  were  united 
into  one  Dominion,  each  province  was 
given  control  of  its  own  educational  and 
religious  affairs.  Thus  you  see  there  can 
be  no  power  given  the  Dominion  Parlia- 
ment to  pass  a  national  dental  act  unless 
the  British  North  America  act  is  changed, 
and  this  cannot  be  changed  without  the 
consent  of  the  French  government  with 
whom  the  treaty  was  made  in  1763. 
Though  this  is  a  great  obstacle,  there  is 
still  a  possibility  of  working  out  an  inter- 
change of  licenses  by  voluntary  agree- 
ment. Very  shortly  this  will  be  carried 
into  effect. 

There  is  another  aspect  of  dental  law 
in  Canada  which  is  worthy  of  notice  in 
this  connection.  The  dental  acts  as 
passed  by  the  legislatures  give  the  profes- 
sion some  control  over  their  members. 
Most  of  the  acts  state  that  the  board  or 
council  may  discipline  its  members. 
Until  recently  no  by-laws  had  been  passed 
defining  what  is  meant  by  discipline.  In 
most  of  the  provinces  at  the  present  time 
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members  cannot  do  anything  that  will 
tend  to  lower  the  dignity  or  professional 
standing  of  dentistry  without  incurring 
the  risk  of  losing  their  license.  In  On- 
tario there  have  been  a  few  prosecutions 
under  the  new  by-laws  resulting  in  a 
rather  wholesome  effect  on  many  others. 
The  main  object  is  to  protect  the  public 
against  dishonest  practices. 

The  Chairman.  In  this  connection  I 
would  like  to  call  upon  a  gentleman  from 
France,  Dr.  Roussel  of  Paris,  who  will 
speak  to  us  on  reciprocity. 

Dr.  George  A.  Eoussel,  Paris,  France. 
Before  coming  to  the  subject  of  reci- 
procity I  would  like  to  explain  in  a  few 
words  the  condition  of  the  dental  laws  in 
France.  I  am  going  to  read  to  you  a 
paragraph  from  our  body  which  we  sent 
to  the  Association  of  Dental  Faculties  in 
1901 :  "One  entitled  to  practice  dentis- 
try in  France  must  liave  a  diploma  of 
French  M.D.  or  a  diploma  of  Surgeon- 
Dentist."  The  degree  of  M.D.  is  re- 
quired, without  any  special  knowledge 
of  dentistry;  any  doctor  of  medicine  is 
entitled  to  practice  dentistry  in  France. 
Second,  we  have  a  diploma  of  Chirurgien 
Dentiste  given  by  the  Faculty  of  Medi- 
cine. The  requirements  to  get  this  di- 
ploma may  be  divided  into  three  different 
steps.  The  first  one  is  the  preliminary. 
This  preliminary  examination  is  passed 
before  the  Sorbonne  when  the  candidate 
has  not  a  diploma  of  Bachelor  (French 
Bachelor).  This  diploma  he  gets  at 
the  Sorbonne;  it  is  called  the  certificat 
d'Hudes.  When  a  student  has  passed 
these  examinations  he  is  entitled  to  ma- 
triculate in  a  dental  school;  we  have 
three.  The  certificate  is  rather  difficult 
for  a  foreigner  to  get.  The  examination 
is  composed  of  two  parts — written  and 
oral.  The  written  one  consists  of  a  com- 
position in  French  and  a  translation  into 


French  from  a  foreign  language.  The 
composition  of  800  to  1200  words  must 
be  on  a  subject  announced  at  the  time  of 
examination.  Three  hours'  time  is  al- 
lowed. The  composition  is  graded  with 
reference  to  thoughts  expressed,  the  ar- 
rangement, the  general  plan  and  arrange- 
ment of  the  subject,  and  also  correct 
knowledge  of  the  common  use  of  words 
and  spelling,  and  even  of  paragraphing. 
The  translation  must  be  in  correct 
French,  and  a  selection  of  about  200 
words  taken  from  a  standard  author  in 
one  of  the  following  languages,  at  the 
option  of  the  candidate:  German,  Eng- 
lish, Italian,  or  Spanish.  For  this  trans- 
lation about  two  hours'  time  is  allowed. 
The  oral  examination  embraces  the  fol- 
lowing subjects:  French  literature,  ele- 
ments of  arithmetic,  elements  of  algebra, 
German,  chemistry,  zoology,  and  botany. 
After  a  student  passes  that  examination 
he  is  entitled  to  matriculate  in  the  den- 
tal college.     This  is  the  second  step. 

We  have  in  France  three  dental  col- 
leges. They  have  not  exactly  the  same 
standing,  but  legally  they  have  the  same 
rights.  After  the  student  has  spent  his 
three  3^ears  at  the  college  he  may  come 
up  before  the  board  of  the  Faculty  of 
Medicine  without  having  to  pass  any  ex- 
amination in  the  school  where  he  has 
followed  the  three  3'ears'  course.  The 
studies  consist  mostly  in  theoretical  work. 
N^ow,  after  having  passed  that  time  in  a 
school,  the  third  part  of  the  curriculum 
is  for  the  examination  at  the  Faculty  of 
Medicine,  which  is  divided  into  three 
parts.  ISTo  practical  examination  except 
one  extraction  and  a  clinic. 

The  examining  board  is  constituted  of 
medical  men  only  for  the  first  and 
second  examinations.  For  the  third  it 
consists  of  a  medical  man  and  two  den- 
tists   (two   dentists  connected  with  the 
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hospitals).  After  the  student  has  passed 
that  examination  successfully  he  receives 
a  diploma  of  Surgeon-Dentist  (which  is 
the  only  diploma  given  in  France)  and  a 
government  diploma  entitling  him  to 
practice  dentistry,  to  give  anesthesia,  and 
formulate  prescriptions. 

Xow,  Mr.  Chairman,  to  come  back  to 
the  question  of  reciprocity.  It  has  been 
our  endeavor  for  the  last  six  months,  with 
two  other  members  of  the  advisory  board 
of  the  National  Association  of  Dental 
Faculties,  to  study  the  matter  of  reci- 
procity and  to  compare  the  French  exami- 
nations and  the  French  diplomas. 

In  regard  to  the  position  of  an  Ameri- 
can dentist  in  our  country.  The  Ameri- 
can dentist  who  wishes  to  practice  is 
bound  to  go  through  the  elementary  ex- 
aminations. In  France,  a  foreigner  com- 
ing into  the  countr}''  must  speak  fluently 
the  language  and  have  a  thorough  knowl- 
edge of  French  literature,  and  prove  that 
he  has  a  scientific  knowledge  sufficient  to 
practice  our  profession.  This  cannot  be 
avoided  by  any  stranger  coming  into 
France.  The  second  part  of  the  dental 
requirements  concerns  advanced  stand- 
ing given  in  our  schools  to  foreigners. 
Formerly  we  gave  two  years'  credit  to  the 
foreigners  who  came  into  our  country. 
N'oAv  we  have  reduced  it  to  one  year's 
advanced  standing,  and  the  student 
who  comes  into  our  country  has  to  pass 
through.  If  he  is  an  American  dentist  he 
must  spend  two  years  in  one  of  these 
institutions.  We  had  a  few  years  ago  a 
very  good  man  from  your  country  come 
to  France.  He  was  an  A.B.  from  Williams 
College.  No  equivalents  whatever  were 
given  for  the  preliminary  examination, 
and  he  was  required  to  go  through  a 
two  years'  course  in  the  dental  college. 
The  first  examination  cannot  be  avoided, 
but  I  think  the  standing  in  the  colleges 


can  be  somewhat  more  liberally  allowed 
to  American  practitioners,  as  Dr.  Godon 
stated  the  other  day.  Of  course,  in  our 
country  a  foreigner  has  to  show  what 
he  can  do  in  the  professional  line.  A  year 
might  be  sufficient  to  see  if  a  man  be  fit 
to  go  up  for  the  final  examination  be- 
fore the  Faculty  of  Medicine.  The  gen- 
tleman whom  I  just  mentioned  is  one 
of  those  of  whom  we  are  very  proud  in 
our  country.  He  had  to  waste  two  years 
of  his  time  in  an  institution  where  no 
practical  work  is  done.  This,  we  hope, 
will  be  changed.  These  are  j^oints  that 
ma}^  be  altered  to  advantage. 

As  to  the  third  examination,  which 
is  the  final  examination.  This  is  gen- 
erall}^  rather  easy  for  Americans,  as  they 
all  have  sufficient  knowledge  of  medicine, 
surgery,  and  dentistry,  and  as  the  exami- 
nation is  passed  almost  entirely  on  the 
medical  and  surgical  ground,  the  candi- 
dates are  only  examined  on  medicine  and 
surgery,  and  only  one  extraction  and  the 
clinical  examination  is  required.  So  this 
is  very  easy  for  the  foreigner.  The  diffi- 
culty is  the  amount  of  time  he  has  to 
spend  in  the  dental  school.  The  first 
part  of  the  dental  studies  in  France  can- 
not be  avoided  in  any  way  by  the  for- 
eigner. The  second  part,  the  time  the 
foreigner  has  to  pass  now  in  the  dental 
school — it  is  too  long  when  the  man  is 
well  qualified.  As  to  the  final  examina- 
tion, the  foreigner,  particularly  an  Ameri- 
can, is  not  at  all  afraid  to  pass  that  ex- 
amination to  get  the  final  diploma,  as  it 
is  in  accordance  with  the  curriculum  and 
the  studies  in  the  American  colleges. 

Now,  Mr.  Chairman,  I  wish  we  could 
make  it  as  easy  as  possible  for  Ameri- 
cans who  may  desire  to  come  over  to 
France;  much  has  been  done  by  those 
who  are  already  in  our  country  to  raise 
the  standard  of  the  profession. 
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The  CifAiUMAN.  I  will  call  upon  a 
gentleman  wlio  is  tlie  chairman  for  the 
lime  being  of  one  of  the  largest  delega- 
tions to  this  congress  and  who  lives  in  the 
largest  state — I  call  upon  Dr.  David  of 
Texas  'to  give  us  a  word  on  reciprocity 
and  tell  us  wliat  Texas  tliinks  of  reci- 
procity. 

Di'.  J.  \\.  David^  Corsicana,  Texas.  I 
do  not  think  there  is  any  hope  for  reci- 
procity as  long  as  our  examining  boards 
pass  men  who  are  undergraduates.  When- 
ever we  have  laws  that  will  require  a  man 
to  ])C'  a  graduate  before  he  can  come  up 
for  examination,  then  we  may  look  for- 
ward to  reciprocity  in  the  true  sense  of 
the  word;  but  as  it  is  in  our  own  state,  we 
have  a  larger  proportion  of  undergradu- 
ates who  come  up  for  examination  than 
of  those  with  diplomas,  and  as  long  as 
that  condition  exists  we  cannot  expect 
reciprocity  as  it  sliould  be.  "We  have  only 
in  recent  years  had  a  dental  law  in  Texas. 
Our  state  has  been  a  dumping-ground  for 
the  various  states  of  the  Union,  and  1 
hope  in  a  few  years  that  conditions  will 
be  improved. 

The  Chaikman.  Xow  we  will  hear 
from  Dr.  Merchant  of  Texas. 

Dr.  M.  S.  Merchant,  Giddings,  Texas. 
As  Dr.  David  has  told  you,  we  have  only 
had  a  law  for  a  few  years  and  our  law  is 
a  defective  one  in  that  it  does  not  require 
graduation  before  the  candidate  can  come 
before  the  board  of  examination.  Several 
years  before  this  law  was  passed  our  state 
association  drafted  a  bill  and  had  it  intro- 
duced in  the  legislature,  requiring  grad- 
uation from  a  reputable  dental  college  as 
a  prerequisite  for  examination.  That  bill 
was  defeated  by  the  opposition  of  the 
dentists  of  the  state.  When  the  present 
law,  which  makes  the  board  recognize  di- 
plomas from  reputable  colleges  went  into 
effect,  giving,  however,  the  right  to  dis- 


criminate and  say  what  colleges  shall  be 
recognized  as  reputable,  one  of  the  pro- 
visions of  the  law  was  that  all  dentists 
who  had  vested  right.s — that  is  who  had 
been  in  regular  practice  or  practicing 
dentistry  for  a  certain  number  of  years 
previous  to  the  passage  of  the  act — 
should  be  licensed  by  the  board.  So  we 
were  compelled  at  our  first  meeting  to 
licen.se  six  hundred  dentists,  although 
probably  a  very  meager  part  of  that 
number  were  graduates.  That  is  the  rea- 
son we  have  such  a  large  percentage  of 
undergraduates  in  the  legal  practice  of 
dentistry  in  the  state  of  Texas.  Since 
our  board  has  had  charge  of  the  examina- 
tions we  have  been  making  examinations 
harder  each  year.  While  we  are  required 
to  examine  any  man  who  applies  to  us, 
regardless  of  the  kind  of  training  he  has 
had,  or  whether  he  has  ever  been  to  col- 
lege, we  have  each  year  made  the  exami- 
nation harder  and  harder,  until  now  not 
nearly  50  per  cent,  of  even  second- 
year  students,  that  is,  men  who  have  at- 
tended two  years  at  the  be.st  colleges,  get 
by  the  board,  and  we  hope,  as  Dr.  David 
has  said,  that  we  will  have  a  better  law 
and  as  nearly  as  possible  examine  only 
graduates. 

As  to  reciprocity,  our  board  will  be 
as  charitable  in  that  as  the  other  states 
and  will  recognize  as  nearly  as  we  can 
graduates  who  have  passed  such  boards 
as  those  of  Pennsylvania  and  Xew  York, 
that  is,  we  will  recognize  them  as  far  as 
we  can.  The  examination  will  not  be  so 
severe. 

As  to  reciprocity  of  the  United  States 
with  foreign  countries,  I  think  that  our 
Xational  Examiners  have  passed  a  wise 
rule  directing  that  foreigners  shall  be 
examined  in  English,  and  requiring  about 
the  same  things  that  those  foreign  states 
require  of  us.     I  do  not  think  that  reci- 
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proeit}^  is  practicable  as  yot.  biit  liope  the 
time  will  come  when  this  body  will  be  able 
to  make  some  suggestions  that  will  enable 
all  coimtries  to  recognize  certain  stand- 
ards, and  finally  that  a  degree  of  D.D.S. 
will  be  an  honorable  degree  recognized  in 
all  countries  of  the  world. 

Allow  me  to  make  an  announcement, 
JMr.  Chairman.  There  is  another  com- 
mittee which  will  have  a  meeting  to- 
morrow afternoon,  I  believe  at  four 
o'clock,  in  the  committee  room  of  the 
Hotel  Jefferson,  to  which  all  parties  in- 
terested in  the  promotion  of  dental  sur- 
geons, with  commissioned  rank,  in  the 
armies  and  navies  of  the  world.  All 
who  are  interested  in  that  question  we 
hope  will  be  present  at  that  meeting.  All 
are  specially  invited. 

The  Chairman.  I  will  call  upon  Dr. 
Hetrick  of  Kansas  to  speak  on  reci- 
procity. 

Dr.  F.  0.  Hetrick,  Ottawa,  Kansas. 
I  am  glad  to  hear  this  discussion  and 
these  papers,  but  I  hope  we  will  bear  in 
mind  that  dentistry  is  as  yet  a  baby.  It 
is  in  its  infanc}-,  and  while  I  believe  that 
desirable  conditions  will  come  about,  let 
us  be  patient,  hoping  that  in  this  process 
of  evolution  the  best  may  come  forth. 
When  I  studied  dentistry  the  degree  of 
D.D.S.  did  not  count  for  very  much.  A 
man  could  get  it  by  standing  around  in 
front  of  the  dental  college  a  few  hours 
each  day  and  going  to  a  few  lectures ;  but 
I  recognized  that  the  preliminary  educa- 
tion was  more  desirable  to  me,  and  conse- 
quently I  stayed  in  school.  It  was  possi- 
ble in  those  days  to  get  an  education  in 
dentistry  very  easily.  Great  changes  have 
occurred  since  then,  and  on  the  whole  I 
believe  that  dental  teachers  are  doing  the 
best  they  can  to  eliminate  the  troubles, 
but  they  cannot  overcome  them  in  a  short 
time. 


When  the  dental  college  is  as  it  should 
be,  when  the  proper  authorities,  be  it  the 
government  of  the  United  States  or  the 
state  governments,  set  their  seal  to  the 
standards,  it  won't  be  necessary  for  the 
state  boards  to  examine  candidates.  That 
is  one  point  I  want  to  make.  Another  is 
in  the  matter  of  reciprocity.  I  can  speak 
only  from  hearing  the  gentlemen  from 
abroad,  Dr.  Bryan  and  others,  and  I  do 
]iot  think  that  they  have  taken  a  very 
unreasonable  position.  It  has  been  pos- 
sible in  times  past  for  students  to  come 
from  Europe  to  America,  get  diplomas, 
and  return  in  a  very  short  time.  Their 
standards  of  education  are  very  high,  and 
I  do  not  see  that  they  are  making  an 
unreasonable  protest.  That  should  not 
concern  us  as  much  as  raising  the  stand- 
ards in  the  states  on  this  side  of  the 
water.  I  was  very  much  pleased  with 
what  the  gentleman  from  Toronto  said  in 
regard  to  the  reciprocity  they  have.  I 
think  they  have  thrown  it  just  a  little 
wide  open.  Not  all  of  the  state  boards 
require  the  same  standard;  but  I  believe, 
gentlemen,  that  the  keynote  to  the  entire 
dental  educational  problem  is  the  pre- 
liminary requirement,  because  when  a 
man  reaches  that  stage  in  education  he  is 
not  satisfied.  If  he  is  the  kind  of  a  man 
lie  should  be,  he  is  satisfied  with  nothing 
less  than  the  best.  And  as  for  our  good 
friend  from  Texas,  I  disagree  with  him. 
It  would  be  good  for  reciprocity  with 
states  who  examine  men  that  are  not 
graduates,  for  this  reason :  As  yet  in  the 
matter  of  dental  education  the  line  has 
not  been  drawn  closely  ..enough,  although 
it  is  gradually  being  drawn  closer ;  not  as 
to  how  a  man  gets  his  knowledge,  but  that 
he  has  it  now,  basing  that  on  the  pre- 
liminary .education.  Grentleman,  as  I 
said  the  other  da}'-,  you  may  polish,  and 
polish,  and  polish,  but  if  the  finish  is 
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not  coniploU'  vou  will  luivcnii  iiiconiplctc 
finish;  and  a  man  witlunit  llic  prelim- 
inary ediu-atioii ! —  in  our  slate  ixmrd  this 
year,  I  do  not  hesitate  to  say  to  yon. 
goutkMnen,  I  threw  out  two  men  ali- 
solivtely  Iteeause  their  |(i'eliminaiv  edii- 
eatiou  was  so  ahominahle  that  thev  eouM 
not  si)ell  very  many  words  wilh  two 
sylhibh^s,  and  their  grammar  and  iheir 
Englisli  was  simply — 

Pr.  Meiu'iiant.    Fierce. 

Dr.  Hetrick.  There  was  hardly  a 
word  in  the  Englisli  lan,u,nai;-e  that  they 
coukl  pronounce.  1  did  not  care  to  go 
anyfarther.  1  pronoiuucd  them  un(niali- 
tied  to  praetiee  dentistry  until  they  knew 
more  ol'  their  mother  tongue,  and  con- 
sequently 1  concede  the  point  that  this 
gentleman  from  Fraiiee  makes,  that  one 
who  would  praetiee  dentistry  in  France, 
Switzerland,  and  Spain  sliould  know  the 
language  of  the  country.  It  is  a  per- 
fectly reasonable  recpiest. 

Now  as  to  the  point  that  Dr.  Finlcy  of 
Washington  made.  Would  it  make  a 
dift'erence  when  our  government  recog- 
nizes the  profession?  I  think  it  wonld. 
But,  gentlemen,  until  the  government  of 
the  United  States  or  the  state  government 
puts  its  seal  of  approval  upon  the  product 
of  her  scliools,  it  is  unreasonable  to  ask 
European  countries  to  accept  a  diploma 
as  j)rima  facie  evidence  of  qualification. 
I  su])pose  some  of  these  men  never  heard 
of  Kansas,  but  we  have  a  state  university, 
i\mt  is,  the  state  sets  its  seal  of  rpproval 
upon  a  school  in  that  state.  Our  friend 
from  Switzerland  might  say  to  his  gov- 
ernment, "This  has  the  stamp  of  the  seal 
of  the  state  of  Kansas  upon  it,  and  I 
know  that  it  is  not  below  what  we  would 
require.  Tiet  them  leai'ti  the  language 
and  practice  deidisti-y."  I  don't  believe 
one  could  ask  them  for  any  more,  nnd  il 
miffht  come  from  the  I'niled  Slates  gov- 


I'lnment.  So  that  I  I'eel  heartily  in  sym- 
pathy with  reciprocity  with  ('anada  and 
with  our  own  stai(^s,  and  believe  that  in 
the  riL;lit  time,  when  the  standards  are 
i-ighl,  we  will  have  no  trouble  about  reci- 
))i'ocity  with   Europe. 

I  )r.  ( i  i:i)i;(ii.;  A.  KoussKL,  Paris,  France. 
Mr.  Chairman,  I  would  like  to  add  a 
word.  We  have  the  obligation  in  Franco 
of  military  service,  and  when  that  (pu;s- 
tion  of  reciprocity  was  put  forward  in 
France  it  was  claimed  that  the  l"'rench- 
man  must  postpone  his  dental  studies  on 
account  of  his  military  service.  All  the 
French  people  have  io  speiul  three  years 
— at  all  eveids  dentists  have  to  sperul 
three  years  in  the  regiment  bcl'on!  thoy 
can  practice  or  finish  their  denial  studies, 
and  I  think  that  is  one  of  the  reasons 
why  they  have  nnide  that  the  law^that 
the  Americans  liave  to  sjicnd  longer  time 
in  dental  schools.  It  jiuts  the  French 
student  in  a  less  favorable  position  than 
the  foreigners,  who  come  to  France  and 
can  commence  practice  at  once  while  the 
natives  are  delayed  for  at  h^ast  three- 
years. 

Dr.  H.  C.  Brown,  Cohnnbus,  0.  The 
question  of  dental  legislation,  reciprocity, 
and  higher  education  is  essentially  an 
exceedingly  live  issue,  and  one  that 
sliould  receive  hearty  co-operation  and 
united  assistanic  toward  its  solution  by 
the  leading  men  of  the  ]ir(d"ession  of  the 
various  countries  here  represented.  When 
we  recognize  that  dentistry  as  a  profes- 
>ion  is  in  its  infaiu^y  we  should  congratu- 
late oni'si'lves  thai  llie  ailvance  has  boon 
i'a|)i(l,  and  this  slioidd  act  as  a  stiuudus 
Id  inerease  our  elTorls  for  gi'caler  achieve- 
menls  in  the  fuliire.  llo\vev(>r,  in  the 
fiiee  of  these  recent  ai I va lU'cnient s  siicli 
as  |ireliminar\'  edncalional  rc(piiremeiits, 
I  he  college  en  rricii hi ni,  anil  last  Init  not, 
IcMsl,  Ici-islal  ion,  whieli  has  been  a  potiMit 
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factor  in  all  this,  I  desire  to  call  atten- 
tion to  the  abnormal  increase  in  our  pro- 
fession as  compared  with  theology,  law, 
and  medicine.  Eecently  in  reviewing 
statistics  compiled  by  our  government 
for  the  decade  ending  in  1900,  I  found 
the  increase  of  the  four  professions  to 
which  I  refer,  as  follows :  Theology, 
12  per  cent.;  law,  13  per  cent.;  med- 
icine, 20^  per  cent.,  and  dentistry, 
•41  per  cent.  This  to  me  is  evidence 
of  a  misconception  on  the  j)art  of 
young  persons  desiring  to  prepare  them- 
selves for  a  useful  and  remunerative 
future,  and  to  some  extent  accounts  for 
so  many  "dental  parlors''  and  "cheap 
joints"  whose  tendency  is  to  degrade  in- 
stead of  elevate  the  profession  and  neces- 
sarily to  lessen  the  confidence  of  the  pub- 
lic in  our  profession  by  gross  misrepresen- 
tations. Eecent  investigations  show  that 
the  various  dental  colleges  in  the  United 
States  graduated  more  than  2000  persons 
in  1903,  and  no  doubt  further  evidence 
could  be  produced  to  show  that  perhaps 
200  or  300  more  passed  various  state  ex- 
aminingboards  as  undergraduates.  Thus, 
it  is  apparent  that  the  increase  for  the 
present  decade  will  equal,  if  not  surpass 
that  of  the  past. 

It  is  not  a  question  of  more  dentists, 
but  better  qualified  ones  who  will  as  den- 
tists become  students  and  aid  in  any  ad- 
vanced movement,  such  as  is  before  us 
today.  Broadly  speaking,  education 
should  not  be  confined  entirely  to  our 
profession  in  order  to  accomplish  the  best 
results  for  our  clientele  and  ourselves. 
The  public  have  only  a  limited  knowledge 
of  us  as  a  profession,  and  frequently  less 
of  the  character  of  the  organs  which  we 
are  called  upon  to  treat.  They  should 
not  be  censured,  but  have  our  sympathy, 
as  glaring  advertisements,  with  various 


claims  of  superior  abilit}^,  painless  den- 
tistry, and  the  usual  twenty-year  guaran- 
tee are  frequently  all  that  they  see  rela- 
tive to  our  profession.  Articles  prepared 
by  men  of  reputation  and  ability,  and 
published  in  the  leading  magazines  of  the 
day  with  the  idea  of  educating  the  public, 
are  within  the  province  of  education  from 
a  dental  viewpoint  and  will  accomplish 
much  good.  What  23ercentage  of  parents 
recognize  that  the  first  molar  is  a  perma- 
nent tooth?  I  refer  to  this  as  only  one 
of  the  instances  where  ignorance  exists. 
Dental  hygiene  should  be  taught  in  our 
public  schools,  and  much  accomplished 
there  from  an  educational  standpoint, 
even  though  this  teaching  be  limited  in 
its  nature. 

In  order  to  obtain  the  full  benefits  of 
reciprocity  in  the  United  States  we  must 
first  have  more  uniform  legislation  in  the 
various  states  and  we  should  work  with 
the  view  of  securing  the  highest  possible 
standard.  To  secure  such  legislation  will 
require  strong  professional  support  and 
time ;  but  why  delay  the  beginning  of 
this  important  step?  I  am  in  full  sym- 
pathy with  any  movement  that  will  ac- 
complish this  result,  and  will  support  it 
with  all  the  energy  and  influence  at  my 
command. 

The  Chairman.  Gentlemen,  we  have 
one  other  paper  here  that  we  would  like 
to  have  read,  then  we  will  askDr.  Worman 
to  speak  on  reciprocity.  We  would  also 
like  to  hear  from  Dr.  Bryan  still  further.. 

This  is  a  short  paper  entitled  "Righi 
Legislation  a  Blessing  to  All  Mankind." 
Will  the  secretary  please  read  the  paper; 
it  is  by  Dr.  Patterson  of  Boise  City, 
Idaho. 

The  secretary  here  read  the  paper  pre- 
pared by  Dr.  H.  G.  Patterson,  Boise 
City,  Idaho,  as  follows : 
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Right  Legislation  a  Blessing  to  All  Mankind. 

By  H.  G.  PATTERSON,  D.D.S.,  Boise  City,  Idaho. 


We  have  dental  legislation  in  every 
state  in  our  Union,  and  as  our  laws  now 
exist  it  works  a  hardship  on  the  legal 
practitioners  of  dentistry.  The  hardship 
is  worked  in  this  way:  It  makes  no 
difference  how  well  qualified  or  how  long 
A  has  been  practicing  in  any  one  of  our 
states,  when  he,  by  reason  of  poor  health 
of  himself  or  family  must  move  to  some 
other  state  to  practice  his  profession  of 
dentistry,  the  first  thing  that  h^  must  do 
is  to  appear  before  a  board  of  dental  ex- 
aminers for  an  examination,  to  see  if  he 
is  competent  to  practice  dentistry. 

jSTow,  if  a  is  competent  to  jjractice 
dentistry  in  one  state,  why  is  he  not  com- 
petent to  practice  in  any  state?  When  he 
passed  the  board  and  received  his  certifi- 
cate, it  stated  that  A  has  passed  a  satis- 
factory examination  and  is  well  qualified 
to  practice  in  any  state;  but  as  our  laws 
now  exist  they  compel  him  to  take  an 
examination  for  each  and  every  state  in 
which  he  may  desire  to  practice. 

My  idea  on  the  subject  of  dental  legis- 
lation is  this:  Pass  laws  in  all  of  the 
states  to  the  effect  that  we  may  inter- 
change our  certificates  ;  also  pass  national 
laws,  at  the  same  time  providing  for  a 
national  board  of  dental  examiners,  the 
latter  to  be  made  up  of  one  dentist  from 
each  state  of  the  Union.  The  said  board 
should  charge  a  fee  of  fifty  dollars,  more 
or  less,  and  meet  once  a  year  at  any 
place  thought  proper.  Then  if  A  takes 
an  examination  and  is  successful,  he  may 
practice  in  any  state  he  chooses  without 


undergoing  the  ordeal  of  another  exami- 
nation every  time  he  wishes  to  change  his 
location. 

To  show  the  unfairness  of  some  of  our 
state  boards,  I  have  in  mind  now  where 
twenty-one  applicants  (I  think  they  were 
all  graduates)  came  before  the  board  I 
am  thinking  of  for  an  examination,  and 
there  was  just  one  successful  out  of  the 
twenty-one.  One  can  scarcely  believe 
that  twenty  out  of  twenty-one  of  these 
candidates  were  incompetent  men.  This 
board  either  did  not  want  to  see  any  more 
dentists  in  their  state  or  they  were  at 
outs  with  the  college,  for  nearly  all  were 
graduates  of  their  own  state  college. 

I  can  easily  see  that  if  we  have  a  na- 
tional board  of  dental  examiners  all  this 
trouble  will  be  done  away  with.  I  believe 
that  the  right  dental  law  is  the  law  that 
will  do  the  most  good  to  the  most  people.. 

A  number  of  years  ago  I  spoke  of  this 
plan  to  one  of  the  profession,  who  said, 
"That  would  never  do,  for  then  as  soon 
as  a  man  received  a  certificate  from  a 
national  board  to  practice  dentistry  he 
would  stop  his  study.''  This  is  a  mistake, 
for  never  would  a  man  stop  his  study 
under  those  circumstances.  A  man  must 
study  as  long  as  he  wishes  to  practice 
dentistry.  When  he  does  not  study,  then 
he  must  stop  his  practice,  for  in  a  short 
time  he  will  become  a  back  number,  and  be 
compelled  to  drop  out  of  line,  and  make 
room  for  a  studious,  widc-aw  alec,  up-to- 
date  man. 

When  we  can  get  an  international  law, 
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and  have  a  national  board  of  dental  exam- 
iners, it  is  then  that  we  will  feel  that  we 
have  done  a  great  deal  of  good  for  onr 
profession,  something  that  is  right,  just, 
and  equitable. 


Discussion. 

The  Chairman.  We  will  now  hear 
from  Dr.  Worman  on  reciprocity. 

Consul-General  J.  H.  Worman.  Mr. 
Chairman,  I  have  pretty  well  exhausted 
my  subject.  I  might  in  connection  with 
this  paper  take  the  liberty  of  saying  that 
I  do  not  believe  it  is  possible  for  us  ever 
to  come  to  the  suggested  ideal  standard 
of  a  national  board.  It  is  not  within  the 
scope  of  our  institutions,  and  not  in  har- 
mony with  the  spirit  of  our  state  organi- 
zations. These  are  absolutely  independ- 
ent of  each  other.  The  only  thing  that 
we  can  hope  to  do  is  by  agreement,  just  as 
we  have  done  on  national  organizations, 
bring  together  the  representatives  of  the 
various  state  bodies,  and  thus  create  an 
harmonious  whole.  I  believe  that  these 
suggestions  might  thus  be  brought  into 
harmony  with  the  spirit  of  our  institu- 
tions, that  is  to  say,  into  harmony  with 
the  laws  under  which  we  live.  I  believe 
that  the  organization  of  the  army  and 
navy  boards  will  help  materially,  but 
those  who  believe  that  these  bodies  will 
ultimately  establish  a  standard  upon 
which  the  government  will  put  its  seal  as 
an  action  of  the  states,  are  very  much 
mistaken.  The  government  of  the  United 
States  will  never  lend  itself  to  any  such 
an  act;  it  cannot  give  any  such  attesta- 
tion. It  can  only,  upon  the  request  of 
the  state,  through  the  State  Department 
as  its  spokesman,  certify  to  the  accuracy 
of  the  attestations  and  the  asseverations 
of  the  various  states. 


Dr.  Hetrick.  That  is  what  I  mean, 
doctor. 

Consul-General  Worman.  But  in 
the  paper  that  has  just  been  read  there 
are  suggestions  made  that  seem  to  me  to 
be  out  of  harmony  with  the  whole  charac- 
ter of  our  educational  and  state  organi- 
zations. I  do  think  we  have  touched  this 
subject  from  almost  every  side,  and  now 
ought  to  see  clearly  what  is  possible  and 
what  is  attainable. 

I  would  like  to  say  one  word  more,  if 
agreeable  to  you,  namely  that  on  the  line 
of  reciprocity  between  the  states  you  are 
at  present  perhaps  too  radical  in  your 
course,  and  most  erratic  when  seen  from 
the  standpoint  of  the  European.  In  Ger- 
many the  approbation  given  in  the  King- 
dom of  Bavaria  is  just  as  forceful  and 
just  as  effective  in  the  Grand  Duchy  of 
Baden  as  it  is  in  the  Kingdom  of  Prus- 
sia, and  yet  their  methods  and  their  work- 
ings are  altogether  different.  It  is  a  prin- 
ciple on  the  soil  of  the  Germans,  of  the 
French,  and  the  English,  that  whatever 
is  done  by  one  authority  under  their  rule 
must  go  everywhere  in  that  realm.  I 
think  we  can  profit  by  a  study  of  foreign 
nations,  and  I  do  hope  that  the  banding 
together  of  the  boards  of  dental  exam- 
iners of  the  various  states  may  lead  to 
this,  that  you  shall  agree  to  uniformity 
of  practice  and  interstate  reciprocity. 
The  next  step  to  international  reciprocity 
Avill  then  be  an  easy  and  I  am  sure  a  suc- 
cessful one. 

The  Chairman.  Dr.  Bryan,  the  audi- 
ence is  small,  but  the  records  will  always 
be  here.  We  would  like  to  hear  from  you 
again. 

Dr.  L.  C.  Bryan,  Basel,  Switzerland. 
In  the  line  of  remarks  of  Dr.  Worman, 
and  one  other  member  who  spoke,  I 
should  like  to  call  attention  to  the  fact 
that  many  of  the  underlying  principles  of 
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the  government  of  America  were  brought 
from  Europe.  We  started  in  the  forma- 
tion of  our  constitution  by  a  study  of 
European  constitutions.  Having  these 
precedents  to  follow,  and  having  im- 
proved on  them  at  the  time,  our  constitu- 
tion is  recognized  as  one  of  the  greatest 
state  documents  in  the  history  of  the 
world.  We  are  constantly  taking  sugges- 
tions from  foreign  countries,  and  our 
laws  are  often  quoted  and  copied  in  for- 
eign countries,  so  that  we  are  not  going 
more  to  foreign  countries  to  get  points  of 
law  than  they  are  coming  to  us. 

In  the  matter  of  interstate  reciprocity, 
or  governmental  supervision,  or  govern- 
mental recognition  of  the  diplomas  of  the 
colleges  or  the  acts  of  the  examining 
boards  of  the  different  states,  I  think  the 
cantons  of  Switzerland  might  give  us  a 
basis  to  work  on  and  suggestions  which 
we  might  adopt;  and  I  will  give  you  a 
little  sketch  of  their  systems.  The  can- 
tons are,  like  our  states,  wholly  competent 
and  are  ansious  to  maintain  their  state 
rights,  and  fully  capable  of  doing  any- 
thing they  wish  within  their  limits,  but 
the  general  government  has  a  certain  con- 
trol over  them  as  in  the  United  States. 
Eor  instance,  in  the  matter  of  the  prac- 
tice of  dentistry,  each  canton  has  its  laws ; 
it  can  make  such  laws  as  it  chooses;  it 
can  let  all  of  us  or  any  one  practice  den- 
tistry, and  some  cantons  of  Switzerland 
do  not  require  any  qualification.  But 
most  cantons  have  accepted  a  recommen- 
dation by  the  general  government  in  Bern 
to  require  a  national  or  federal  diploma. 
The  national  diploma  is  the  basis  for  a 
license  to  practice,  or  may  be  the  license, 
in  any  canton,  and  they  have  gradually 
given  up  their  cantonal  dental  examina- 
tion laws,  and  have  simply  in  most  can- 
tons or  states  of  the  federation  adopted 
this  national  diploma  as  the  only  qualifi- 


cation to  practice,  and  the  federal  di- 
ploma is  accepted  in  all  cantons.  This  is 
a  law  passed  by  the  congress,  making 
such  federal  diploma  good  in  all  can- 
tons. 

The  national  diploma  is  secured 
in  the  following  way :  The  student  pur- 
sues a  certain  course  which  is  specified 
by  the  general  government  in  a  law  of 
congress.  This  law  specifies  exactly  what 
the  course  of  study  shall  be  and  what  the 
examination  shall  consist  of.  This  course 
is  followed  out  first  in  the  medical  schools 
of  the  universities,  and  then  studies  in 
dentistry  are  taken  at  one  of  the  two  den- 
tal schools  which  supplement  the  medical 
college  course.  With  the  certificates  of 
two  preliminary  university  examina- 
tions (1)  in  science  (physics,  chemistry, 
botany,  zoology)  and  (2)  the  fundamen- 
tal medical  subjects  (anatomy,  histology, 
embryology,  physiology)  together  with 
the  certificate  of  attendance  on  the  pre- 
scribed curriculum  of  the  dental  schpol 
(the  practical  part  of  which  may  be  sup- 
plemented by  a  preceptor's  certificate) 
the  candidate  applies  for  his  state  exami- 
nation before  the  local  boards.  There  are 
five  of  these  in  the  twenty-two  cantons  of 
Switzerland,  and  these  are  situated  in 
the  university  towns  where  dentistry  is 
taught.  Formerly,  all  cantons  used  to 
have  state  examining  boards,  but  most  of 
these  have  been  dispensed  with,  as  the 
five  cities  where  the  government  examina- 
tions are  held  are  so  easily  accessible. 
The  Department  of  the  Interior  appoints 
for  each  of  these  boards  a  representative 
of  the  government  who  is  a  supervisor  or 
superintendent  of  the  medical,  dental, 
and  pharmaceutical  examinations  of  the 
local  boards,  he  being  generally  a  local 
medical  man.  He  does  not  examine  the 
students,  but  he  is  there  to  see  that  the 
laws  are  carried  out  and  that  the  exam- 
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iners  give  the  student  a  fair  chance  and 
at  the  same  time  give  him  a  thorough 
examination,  and  they  are  there  to  see 
that  the  examinations  are  carried  on  thor- 
oughly by  the  state  boards  and  just  liovv 
they  are  done.  After  the  examination 
he  reports  to  the  Department  of  the  In- 
terior, at  Berne,  that  certain  candidates 
have  passed  the  examination,  and  then 
they  receive  a  license  to  practice  dentis- 
tr}^,  which  entitles  them  to  practice  any- 
where in  Switzerland. 

jSTow  it  seems  to  me  that  this  mode  of 
procedure  could  be  adopted  in  America, 
thus  modifying  and  unifying  the  laws  of 
the  country.  It  does  not  seem  that  our 
state  boards  would  object  to  having  their 
examinations  for  national  diplomas  re- 
ceive the  approval  of  the  United  States 
government  through  a  local  supervisor  of 
their  own  state  appointed  through  the 
President.  If  we  could  get  some  such 
general  recognition  of  the  state  board's 
work  through  the  general  government  at 
Washington,  represented  by  such  a  com- 
missioner, it  would  solve  the  great 
problem  of  harmonizing  state  laws.  It 
would  do  more — it  would  give  our  li- 
censes and  diplomas  a  standing  in  foreign 
countries  which  they  do  not  now  have. 
How  can  we  expect  a  foreign  government 
to  recognize  our  licenses  and  diplomas 
when  one  state  does  not  recognize  those 
of  another  in  our  Union  ?  Why  could  not 
a  government  representative  supervise  the 
college  examinations  for  the  diploma  of 
D.D.S.  ?  This  might  be  done  by  the  state 
superintendent  of  education,  and  such 
diplomas  should  allow  the  holder  to  prac- 


tice in  any  state,  and  it  would  go  far  to 
secure  the  recognition  of  his  diploma  in 
a  foreign  country,  which  is  the  object  that 
we  in  Europe  are  seeking  to  accomplish, 
and  any  change  in  legislation  in  the  states 
should  keep  in  view  our  standing  and  the 
value  of  American  diplomas  and  licenses 
abroad. 

The  Chairman.  Is  there  any  other 
gentleman  who  would  like  to  speak? 

Dr.  Hetrick.  We  are  a  democratic 
people,  each  state  being  a  government 
unto  itself,  each  county  a  government 
unto  itself,  all  governed  by  general  laws, 
or  local  laws,  and  I  believe  the  matter  of 
reciprocity  will  work  out.  I  believe  that 
it  is  a  good  suggestion  to  work  through 
the  state  simply.  As  the  gentleman  over 
here.  Dr.  Worman,  has  said,  the  state  au- 
thorities could  certify  that  the  standard 
of  education  in  a  certain  state  is  so-and- 
so  ;  that  is  all  in  my  judgment  that  would 
l)e  necessary.  I  do  not  think  we  could 
have  a  law  in  which  national  examination 
of  candidates  would  l)e  by  government 
officials,  but  it  might  be  under  govern- 
ment insjDection. 

Dr.  Bryan.  Let  it  be  under  govern- 
ment inspection — or  some  government 
recognition. 

Dr.  Hetrick.  It  would  result  in 
recognition  finally  by  the  United  States 
government. 

A  paper  by  Dr.  George  Habeeb  Ar- 
beely  of  Damascus,  Syria,  entitled  "The 
iseed  of  Dental  Legislation  in  Syria," 
was  submitted  to  the  section,  and  read  by 
title.     The  paper  here  follows  : 
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The  Need  of  Dental  Legislation  in  Syria. 

By  GEO.  HABEEB  ARBEELY,  D.D.S.,  Damascus,  Syria. 


GeiVTLEMEN,  I  have  the  honor  to  ad- 
dress you  as  a  member  of  your  great  body 
and  as  the  first  and  the  only  Syrian  den- 
tist in  the  state  of  New  York.  I  am  glad 
to  be  given  the  opportunity  to  speak  to 
you  of  the  need  of  a  law  to  enforce  the 
study  of  dental  surgery  in  the  schools  of 
Syria. 

I  take  it  for  granted  that  every  mem- 
ber of  the  Fourth  International  Dental 
Congress  will  be  interested  in  glancing  at 
the  methods  in  use  in  the  old  country. 

But  before  giving  details,  I  would  call 
attention  to  the  fact  that  however  limited 
may  be  the  Syrian's  knowledge  of  dentis- 
try, his  ignorance  cannot  be  attributed 
either  to  lack  of  intellect  or  to  lack  of 
good-will. 

These  oriental  people  are  intelligent, 
quick  to  seize  ideas,  and  athirst  for  learn- 
ing; and  all  that  they  need  is  freedom 
to  study  and  to  assimilate  instruction. 
It  is  the  Turkish  Empire  that  alone  is 
to  blame.  It  alone  is  responsible  for 
the  fact  that  there  is  no  Turkish 
law  making  the  study  of  dental  surgery 
compulsory. 

Syria  lacks  American  and  European 
skill  because  she  is  absolutely  ignorant  of 
American  and  European  methods.  The 
medical  board  of  Constantinople  does  not 
know  that  to  neglect  dentistry  is  to  neg- 
lect an  important  branch  of  medicine. 
In  countries  like  Turkey,  where  climatic 
conditions  militate  against  close  and  ac- 
tive application  to  delicate  details,  a  law 
is  needed  to  protect  the  people  against 


the  charlatan.  Nothing  but  law  can  en- 
force the  study  required  as  a  precaution- 
ary measure.  Thousands  upon  thousands 
of  the  people  of  the  East  suffer  from  dis- 
eases of  the  teeth  and  jaws,  yet  no  medi- 
cal man  of  Syria  has  drawn  from  that 
all-too-evident  fact  the  inference  impel- 
ling him  to  suggest  the  need  of  schools 
where  would-be  dentists  can  learn  how  to 
treat  diseases  of  the  teeth. 

In  Syria,  the  dentist  as  a  dentist  can 
do  but  two  things ;  he  can  pull  teeth  and 
make  rubber  plates.  Generally  speaking, 
the  Mohammedan  sacrifices  his  teeth  at 
the  first  hint  of  pain.  His  tooth  may  be 
fiawless — no  matter — let  a  nerve  tingle, 
and  out  comes  the  tooth!  In  Syria  the 
men  who  make  a  business  of  "dentistry" 
are  the  barbers.  I  call  them  barber-sur- 
geons (or  surgeon-barbers)  because  they 
are  authorized  to  employ  dry  and  wet 
cups  for  bloodletting,  to  vaccinate,  to 
blister,  to  use  means  for  the  generation 
and  production  of  an  issue,  or  pus,  by 
them  considered  useful  for  the  accomplish- 
ment of  certain  results  accessory  to  the 
peculiar  practice  of  the  so-called  dentists 
of  that  far-off  land.  These  barber-sur- 
geons make  use  of  two  instruments  in 
their  treatment  of  teeth:  a  key-forceps, 
and  a  stout  string  or  thread;  but  they 
extract  teeth  with  the  first  tool  that  comes 
to  hand,  be  it  clean  or  unclean.  If  it  is 
clean,  so  much  the  better.  If  it  is  un- 
clean— if  it  engenders  disease — so  much 
the  worse  for  the  patient.  Cases  of  blood- 
poisoning  and  cases  of  fractured  jaws  are 
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of  daily  occurrence.  The  doctors  report 
them,  and  the  board  of  health  pigeon- 
holes the  record.  I  need  not  call  atten- 
tion -to  the  fact  that  the  pigeonhole  is  a 
univertal  product,  in  evidence  in  Syria 
as  in  the  more  advanced  West. 

The  oriental  knows  the  uses  of  anes- 
thetics; when  he  is  to  have  a  tooth  pulled 
he  benumbs  his  senses  with  spirituous 
liquor,  and  being  drunk  and  incapable  of 
indicating  the  afflicted  tooth,  he  leaves  it 
to  the  dentist  to  take  his  choice.  The 
operator  applies  a  string  or  forceps  hap- 
hazard, now  and  then  uprooting  a  good 
tooth,  and  leaving  the  bad  tooth  hard  at 
work  at  the  old  stand.  I  remember  such 
a  case.  A  man  had  a  pain  in  his  upper 
riofht  first  molar.  He  went  to  the  den- 
tist,  who  extracted  three  lower  teeth, 
and  the  patient  went  home.  Soon  after  he 
returned,  still  in  agony.  The  dentist 
made  a  search  and  found  the  tooth— but 
too  late.  Inflammation  had  set  in,  in 
both  jaws.  The  dentist  declared  that 
there  was  but  one  way  out  of  the  affair. 
"Have  them  all  out!"  said  he;  "The  way 
is  simple,  but  it  is  sure  !  When  your  teeth 
are  all  out  they  cannot  ache,  or  if  they  do 
ache,  you  will  not  know  it !" 

A  barber's  fee  for  extractions  is  from 
two  to  ten  cents  per  tooth.  In  some  cases 
barbers  extract  the  teeth  of  their  cus- 
tomers free  of  charge.  Some  of  the  men 
authorized  to  pull  and  fill  teeth  were 
watchmakers  and  jewelers  before  they  be- 
came dentists.  They  call  themselves  den- 
tists, and  it  is  supposed  in  Syria  that  they 
are  graduates  from  European  colleges. 
These  men  give  a  tooth  a  summary  treat- 
ment and  then  crowd  into  it  either  ce- 
ment or  amalgam.  They  know  nothing 
of  the  anatomy  or  the  pathological  condi- 
tions of  the  jaws ;  therefore  it  cannot  be 
said  that  they  have  ever  properly  "filled" 
a  tooth.     When  a  tooth  aches  after  the 


cement  or  amalgam  has  been  put  in  its 
cavity,  the  dentist's  action  is  simple — he 
extracts  the  tooth,  cement  and  all. 

Gold  as  a  filling  is  not  used.  Crown 
and  bridge  work  are  not  known  in  Syria. 
Prosthetic  work  is  limited  to  the  making 
of  rubber  plates;  plaster  of  Paris  is  not 
used.  The  only  material  used  in  taking 
impressions  is  a  molding  compound.  In 
Syria,  before  a  dentist  succeeds  in  taking 
one  impression  the  victim  is  forced  to 
enter  the  chair  from  three  to  five  different 
and  distinct  times.  The  plate  thus  ac- 
quired is  rough,  of  oppressive  weight,  so 
sharply  edged  as  to  bruise  the  tongue,  or 
so  ill-fitting  that  its  use  is  painful.  I 
have  known  men  and  women  who  having 
provided  themselves  with  such  plates, 
carried  them  in  their  pockets,  to  avoid 
the  torture  attendant  upon  an  attempt  to 
carry  them  in  their  mouths. 

In  Syria,  dentists'  charges  for  extrac- 
tion range  from  five  to  twenty-five  cents 
(approximately).  Fillings  cost  from 
fifty  cents  to  one  dollar  (approximately). 
Rubber  plates,  upper  and  lower,  cost 
from  five  to  twenty  dollars  (approxi- 
mately). The  tools  handled  by  the  den- 
tists are  of  the  ancient  form.  Patients 
are  treated  seated  in  barbers'  chairs,  or 
chairs  with  movable  head-rests.  iSTot  long 
ago  I  received  a  letter  from  a  man  in 
Damascus  who  wished  me  to  buy  a  chair 
for  his  Syrian  office.  The  chair  was  to 
be  of  the  most  approved  and  improved 
American  pattern.  He  impressed  it  upon 
me  that  1  was  to  buy  him  the  best  chair 
in  the  market,  and  he  warned  me  not  to 
pay  more  than  thirty-five  dollars  for  it. 
His  plan  was  to  open  an  ollice  just  oppo- 
site the  office  of  the  man  in  whose  office 
he  had  learned  his  art.  His  ambition  was 
to  start  out  on  the  most  advanced  Ameri- 
can plan.  I  answered  that  my  time — the 
time  required  for  his  commission — would 
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cost  more  than  the  amount  offered  by  him 
for  a  chair;  and  1  told  him  that  the  chair 
used  by  American  barbers  costs  consider- 
ably more  than  the  outlay  that  he  had 
projected.  I  cite  this  incident  to  show 
how  little  the  dentist  of  Syria  knows  of 
modern  dentistry,  or  of  the  cost  of 
modern  American  instruments.  It  is  easy 
to  become  a  dentist  in  Turkey,  for  in  that 
country  there  is  no  law  compelling  a  man 
to  study  his  art  before  he  practices  it.  1 
have  known  young  men  who  having 
studied  a  short  time  in  dentists'  offices, 
decorated  their  rooms  with  gilded  signs 
like  those  used  in  our  dental  parlors.  In 
Syria,  any  man  possessing  physical  force 
enough  to  draw  a  tooth  out  of  a  human 
jaw  is  free  to  set  himself  up  as  a  den- 
tist, and  thereafter  "to  make  or  to  mar" 
as  occasion  offers. 

The  Turkish  government  will  forward 
an  official  authorization  to  practice  dental 
surgery  to  any  man  who  will  pay  from 
three  to  five  dollars  (approximately)  for 
such  "diploma." 

Kow,  gentlemen,  if  you  consider  the 
points  advanced  in  this  paper,  you  must 
conclude  that  the  dentistry  of  Syria  de- 
mands a  law  enforcing  the  education  of 
men  who  aspire  to  fit  the  Syrian  jaw  for 
the  work  apportioned  to  it  by  nature's 
laws.  I  believe  that  the  medical  colleges 
of  Syria  would  welcome  the  admission  of 


so  important  a  branch  of  the  science  of 
medicine.  It  is  beyond  question  that  all 
serious  thinkers  would  acclaim  a  law  to 
cniorec  the  study  of  dental  surgery, 
as    ()b\i()usly    inipoilant    for   the    public 

Tile  Turkish  government  alone  has 
power  to  make  such  a  law.  A  year  ago 
a  Syrian  paper  of  New  York  reported 
in  "Kaukab"  that  his  Majesty  the  Sultan 
was  about  to  compel  all  dentists  to  show 
their  diplomas  in  the  county  clerks' 
offices  of  the  towns  in  which  they  exer- 
cised their  professions;  but  that  order,  if 
confirmed,  did  not  take  effect. 

There  are  one  hundred  and  fifty  thou- 
sand Syrians  scattered  over  the  United 
States,  and  there  are  seven  Arabic  news- 
papers in  iSTew  York  and  Boston.  All 
these  people  and  all  the  men  who  repre- 
sent the  Arabic  newspapers  are  in  favor 
of  the  establishment  of  schools  of  dentis- 
try in  the  mother  country.  I  know  that 
the  editors  of  the  Syrian  journals  would 
be  glad  to  publish  translations  of  any 
suggestions  or  instructions  bearing  upon 
this  matter. 

A  paper  by  Dr.  John  H.  Coyle, 
Thomasville,  Ga.,  entitled  "Higher  Pre- 
liminary Education,"  was  presented  to 
the  section  and  read  by  title. 

The  paper  here  follows : 


Higher  Preliminary  Education, 


By  JOHN   H.  COYLE    D.D.S.,  Thomasville,  Ga. 


In  the  operation  of  natural  law,  noth- 
ing remains  stationary.  There  must  be 
either  progression  or  retrogression.  This 
law  applies  to  all  life,  whether  vegetable 


the  rule.  Whether  engaged  in  commerce 
or  any  of  the  professions,  there  must  be 
constant  adjustment  to  the  ever-changing 
conditions  in  order  to  reap  the  reward  of 


or  animal,  and  man  is  no  exception  to      highest  success.     The  methods  and  at- 
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tainments  of  our  forefathers  seem  very 
crude  in  this  day  of  progress  and  could 
cut  no  figure  in  the  present  fierce  com- 
petition in  all  the  vocations  of  life.  This 
is  specially  true  as  to  dentistry.  In  the 
early  days  the  only  requisite  to  a  success- 
ful practice  was  the  possession  of  a  cer- 
tain amount  of  mechanical  skill.  Educa- 
tional attainments  were  not  considered, 
because  there  was  little  actual  need  for  it. 
The  present  status  of  the  profession,  how- 
ever, demands  a  very  different  prepara- 
tion for  those  entering  its  ranks.  The 
question  of  questions  with  us  now  is, 
What  shall  be  done  to  elevate  the  stand- 
ard of  dental  education?  Disclaiming 
any  intention  of  being  dogmatic,  I  will 
suggest  that  the  question  can  only  be 
solved  in  one  way,  and  that  is  by  the  re- 
quirement of  higher  preliminary  educa- 
tional attainments  as  a  condition  of  ma- 
triculation. The  dental  schools  should 
do  this  of  their  own  volition.  If  they  fail 
to  do  this,  then  the  profession  should  ap- 
peal to  the  various  state  examining 
boards  to  sustain  this  contention.  It 
may  not  be  generally  known,  but  it  is  a 
fact  that  the  state  boards  have  the  power 
to  force  this  issue.  When  they  pass  upon 
an  applicant's  fitness  to  practice,  it  is 
final.  There  is  no  power  in  this  country 
that  can  go  behind  the  actions  of  these 
examining  boards.  So  that  my  conten- 
tion is,  that  if  the  different  state  boards 
would  act  in  harmony,  insisting  on  edu- 
cational as  well  as  technical  attainments, 
the  colleges  would  be  forced  to  raise  a 
higher  standard  for  matriculants.  When 
this  is  done  and  the  profession  is  filled 
with  educated  men,  we  may  expect  to  wit- 
ness the  decadence  of  commercialism  and 
many  other  evils  which  now  dominate  the 


profession  in  America.  This  seems  to  me 
to  be  a  reasonable  expectation,  for  my 
observation  goes  to  show  that  educated 
men,  as  a  rule,  place  a  higher  estimate 
on  themselves  and  their  work  than  do 
ignorant  men,  who,  necessarily  have  a 
more  restricted  horizon — and  with  them 
a  dollar  is  the  biggest  thing  in  it.  On  the 
other  hand,  men  of  liberal  education 
are  proverbialh^  indifferent  to  money-get- 
ting; to  them  it  is  a  necessary  evil  and 
only  a  means  to  an  end.  They  take  broad 
views  of  life  in  general  and  take  pride  in 
their  profession.  The  truth  is,  that 
you  cannot  make  a  professional  man  out 
of  an  ignorant  man.  This  being  ad- 
mitted, the  conclusion  is  irresistible 
that  if  we  desire  to  elevate  our  profession 
we  must  fill  it  with  educated  men.  It 
seems  to  me  that  the  direct  way  is  to  start 
at  the  beginning,  by  raising  the  require- 
ments of  preliminary  education  as  a  con- 
dition of  entrance  into  the  college.  If 
any  college  or  colleges  choose  to  ignore 
these  demands,  let  them  take  the  conse- 
quences. I  doubt  very  seriously  whether 
they  would  remain  a  menace  to  the  pro- 
fession very  long  after  they  were  black- 
listed by  the  boards. 

The  Chairman.  It  seems  to  me  that 
we  have  covered  the  ground  pretty  thor- 
oughly. As  there  are  no  other  papers  be- 
fore the  section,  if  it  is  your  pleasure  I 
would  -^uggest  that  we  adjourn.  I  feel 
that  we  are  working  in  the  right  direc- 
tion, and  really  believe  the  work  of  our 
section  will  be  productive  of  great  good. 
I  thank  jou  for  your  presence  and 
attention,  and  I  now  declare  Section 
X  of  the  Fourth  International  Dental 
Congress  adjourned  sine  die. 


Sffnurtlr  Snternattnttal  imtal  Qlnngr^BS. 
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Porcelain. 


JuLKs  J.  Sarkazin,  Now  Orleans,  La. 
"Eetention  of  Porcelain  Inlay  Restora- 
tions, Inelndino-  Ano-les  of  Incisors  and 
Approximal  Marginal  Riclges  of  Bicus- 
pids." 

The  retention  and  resistance  of  inlays 
for  porcelain  restoration  of  functional 
j)arts  of  teeth  should  require  that  we 
adopt  the  same  fundamental  principles 
for  mechanical  strength  as  the  profes- 
sion has  arrived  at  for  metal  contours. 

Correct  principles  hold  as  good  for 
porcelain  inlay  contours  as  for  metal 
ones. 

The  method  descrihed  below,  which  is 
primarily  a])pli  cable  to  incisors,  al- 
though it  may  !)e  resorted  to  for  bicus- 
pids in  a  similar  manner,  will  give  the 
amount  of  retention  in  a  morsal  direc- 
tion necessary  to  sustain  a  restoration  of 
any  size,  without  danger  of  encroaching 
on  the  pulp  by  deepening  the  cavity,  and 
without  weakening  the  porcelain  of  the 
inlay,  if  the  latter  be  properly  con- 
structed. 

A  groove  is  cut  horizontally  in  the 
lingual  face  of  an  incisor  hardly  closer 
than  ?j/3-i  of  an  inch  to  the  incisal  edge. 
Into  this  groove  is  fitted  iridio-platinum 
wire,  Xo.  23  gage.  The  wire  is  bent  in  a 
labio-ffinijival    direction    as    it    emerges 


fj'om  the  groove  into  the  approximal  por- 
tion of  the  cavity,  without  approaching 
the  axial  wall  of  the  cavity  nearer  than 
l/4rj  of  an  inch  at  any  part.  The  ex- 
tremity of  the  wire  which  is  to  be  inside 
of  the  porcelain  is  well  rounded,  as  is 
usual  in  such  work.  It  is  bent  so  as  to 
offer  greater  porcelain  thickness  between 
itself  and  the  axial  cavity  wall  as  it  ex- 
tends gingivally.  The  object  is  that  suf- 
ficient thickness  of  porcelain  will  exist 
between  the  bending  wire,  the  incisal 
edge,  and  the  axial  wall  of  the  cavity  to 
avoid  weakening  the  porcelain,  while  the 
grip  of  the  wire  will  be  amply  sufficient. 
A  good  cervical  seat  should  be  provided 
besides. 

Some  conditions  of  occlusion  will  in- 
dicate placing  the  lingual  horizontal  aux- 
iliary  groove  a  I'ttle  farther  than  3/32 
of  an  inch  from  the  edge  of  the  tooth- 
blade,  in  order  to  avoid  the  impact  of 
antagonizing  incisal  edges  at  or  near  a 
filling  margin,  or  so  as  to  eliminate  the 
changer  of  a  dislodging  force  by  bringing 
occlusion  in  the  center  of  the  groove's 
filling.      Circumstances  alter  cases. 

'J'he  portion  of  the  wire  entering  the 
groove  receives  no  porcelain. 

''J'b(,'  inlay  is  cemented  in  the  usual 
way.     On   lb(!  following  or  a  later  day 
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the  cement  surface  in  the  lingual  hori- 
zontal auxiliary  groove  is  burred  off  and 
replaced  by  a  veneer  of  cohesive  gold. 

For  obvious  reasons,  the  incisal  step- 
eavity  preparation  which  would  be  typi- 
cal in  metal  angle  restorations  is  not  re- 
sorted to,  instead  of  which  the  horizon- 
tal lingual  auxiliary  groove  (which  lat- 
ter is  ordinarily  indicated  in  weak  nat- 
ural incisal  angle  preservations)  is  made 

Fig.  1. 


guo-approximo-occlusal  angles,  and  which 
at  the  same  time  permits  safe  correct 
knuckling  restoration.  Grooves  must  be 
cut  to  some  depth  for  the  wire  retention 
of  bicuspid  porcelain  contours,  so  that  a 
thickness  of  nearly  1/16  of  an  inch  of 
porcelain,  if  possible,  may  exist  between 
the  morsal  face  of  the  filling  and  the 
point  of  entrance  of  the  light  wire  into 
the  inlay  body,  before  bending  the  wire 

Fig.  2. 


Fig.  3. 


Fig.  4. 


use  of,  because  a  compromise  must  here 
be  reached  between  the  resistant  condi- 
tions of  the  filling  as  a  whole  and  the 
strength  of  the  porcelain  material.  The 
same  pulpal  inclination  at  the  extremity 
of  the  groove's  floor  as  in  metal  work 
should  be  produced. 

An  approximo-occlusal  inlay  contour, 
where  the  step  may  not  be  made  of 
porcelain,  will  carry  its  wire  into  an  oc- 
clusal groove  cut  in  the  central  sulcus 
of  a  bicuspid,  on  the  usual  ideal  plan  of 
metal  retention,  which  offers  resistance 
without  endangering  both  bucco-  and  lin- 


gingivally.  Such  depth  of  step  in  the 
pulpal  wall  is  not  objectionable,  being 
cement-lined  beneath  a  final  gold  veneer 
and  an  underlying  metal  wire.  A  good 
cervical  seat  is  always  necessary. 


C.  C.  Allen^  Kansas  City,  Mo. 
"Original  Method  of  Making  a  Matrix 
for  Inlay  by  the  Aid  of  Gum  Camphor." 

Dr.  Allen  first  takes  a  piece  of  gold  or 
platinum  foil  of  the  desired  size,  places  it 
over  the  cavity,  and  using  a  piece  of 
spunk,   cotton,  or  chamois,   forces  it  to 
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the  bottom  of  the  cavity  in  much  the 
same  manner  as  ordinarily  followed;  but 
he  takes  no  particular  pains  to  get  a  com- 
plete adaptation  with  the  chamois,  spunk 
or  other  substance  of  that  kind  employed. 

After  pushing  the  foil  to  the  bottom  of 
the  cavity  he  immediately  takes  a  small 
piece  of  gum  camphor  and  presses  it  into 
the  cavity  with  a  burnisher,  using  as 
much  force  as  is  practicable  to  obtain. 
The  camphor  possesses  sufficient  flow  and 
sufficient  firmness  to  thoroughly  adapt 
the  foil  to  the  walls  of  the  cavity,  swag- 
ing it  to  place  directly. 

Dr.  Allen  burnishes  down  and  removes 
the  excess  of  camphor  until  the  cavity 
appears  as  though  it  had  been  intended 
to  leave  the  camphor  there  as  a  perma- 
nent filling.  After  this  he  removes  the 
camphor,  matrix  and  all,  and  invests  it. 
By  setting  tire  to  the  alcohol  used  in  the 
mixing  of  the  investment,  by  the  time 
the  alcohol  is  consumed  the  camphor  has 
entirely  disappeared,  leaving  the  matrix 
perfectly  clear  and  clean,  and  ready  for 
the  baking  of  the  inlay. 

If  the  camphor  has  become  contami- 
nated with  blood,  he  soaks  the  matrix 
and  camphor  in  alcohol  for  a  minute  or 
two  and  removes  the  camphor  bodily, 
blood  and  all.  The  camphor  may  also 
he  removed  direct  by  setting  it  on  fire  in 
an  alcohol  flame  or  with  a  match. 


F.  L.  FossuME,  jSTew  York,  N.  Y. 
"The  Construction  of  the  Porcelain  Inlay 
Matrix  with  Instruments  made  of  Ivory." 

My  set  of  ivory  instruments  for  the 
construction  of  matrices  for  porcelain  in- 
lays consists  of  twelve  burnishers,  which 
number  I  believe  to  be  sufficient  for  con- 
structing the  matrix  in  any  cavity  where 
such  a  filling  is  suggested.     The  advan- 


tages in  using  these  instruments  are  thai 
ivory  as  compared  with  steel  does  not 
stretch  or  iron  the  metal,  and  conse- 
quently the  matrix  will  adapt  itself  to 
the  cavity  more  readily,  and  will  be  de- 
void of  that  springy  and  rigid  condition 
which  makes  it  difficult  to  obtain  a  per- 
fect matrix,  without  which  a  well-iittiiig 
inlay  cannot  be  constructed. 

The  instruments  are  so  shaped  as  to 
facilitate  the  adjustment  of  the  matrix 
into  a  cavity  prepared  with  the  walls 
reasonably  parallel  and  the  floor  flat,  and 
also  for  the  various  step  formations. 


F.  E.  EoACH,  Chicago,  111.  "A  Xew 
Porcelain  Body  and  a  Yew  Automatic 
Furnace  Attachment." 

The  porcelain  body  is  a  radical  de- 
parture fro'm  the  bodies  now  in  use,  in 
that  it  may  be  molded  into  any  desired 
form,  and  after  a  few  minutes'  time 
hardens  or  crystallizes  into  a  mass  suf- 
ficiently hard  to  be  removed  from  the 
mold  without  danger  of  breakage,  and 
when  baked  forms  a  vitreous  mass  much 
stronger  than  the  ordinary  bodies. 

In  making  large  molar  and  bicuspid 
restorations  the  body  is  mixed  to  a  putty- 
like consistence,  forced  to  place  in  the 
cavity,  and  allowed  to  set,  after  which  the 
material  is  removed-  and  baked.  More  -of 
the  material  is  now  added  to  the  cavity 
surface  of  the  inlay.  A  second  impres- 
sion is  taken  and  the  inlay  with  the  refit 
is  again  baked.  Usually  two  impressions 
and  bakes  will  suffice  for  a  perfect  fit. 
Yo  matrix  is  used  at  all. 

By  means  of  this  material  a  perfect 
fit  is  easily  obtained  with  any  of  the 
manufactured  porcelain  crowns.  Bridges 
and  continuous-gum  cases  are  made  with- 
out the  use  c  f  platinum  base-plate. 
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The  aufomatic  time  de/ice  affords  a 
means  of  imiformity  in  baking  the  porce- 
lain without  having  to  watcli  the  fur- 
nace. This  device  differs  from  the  ordi- 
nar}^  clock  switch  in  that  it  has  a  uniform 
starting-point,  uniform  increase  of  heat, 
positive  automatic  start  and  stop  to  clock, 
and  cut-off  on  low  current  at  first  button. 


L.  E.  Custer,  Dayton,  0.  "Man- 
agement of  the  Inlay  Matrix.'' 

The  tendency  of  the  matrix  to  change 
shape  under  the  contractive  influence  of 
the  porcelain  when  melted  is  counteracted 
by  having  a  wide  unbroken  rim  to  the 
matrix,  and  in  a  much  better  way  3^et  by 
using  ^Dorcelain  of  relatively  high  and 
low  fusing-point.  The  matrix  is  first 
coated  with  a  thin  veneer  of  high-fusing 
porcelain,  and  then  refitted  to  the  cavity. 
The  porcelain  may  check  in  places,  but 
unless  the  cavity  is  very  large  the  lower- 
fusing  body  can  be  used  to  finish  the  in- 
lay. In  large  cavities  a  second  layer  of 
high-fusing  body  may  be  necessary. 
This  is  again  fitted  to  the  cavity 
and  then  finished  with  lower-fusing 
porcelain.  In  practice.  Close's  body 
was  used  for  the  first  layer  to  retain 
the  shajDe  of  'the  matrix  throughout 
the  subsequent  bakings  of  lower-fusing, 
preferably  Brewster's  enamel.  The  Close 
bo'dy  supports  the  matrix  when  the  Brew- 
ster is  fused,  and  also  serves  better  by 
reason  of  its  relative  coarseness  for  the 
attachment  of  the  cement. 

He  also  showed  his  improvement  in 
electric  ovens,  which  consists  of  cutting 
the  clay  in  sections  whereby  the  contrac- 
tion takes  place  in  different  centers,  and 
the  wires  being  wound  with  thij  in  view 
are  not  mechanically  'broken  by  the  con- 
traction which  gradually  takes  place  in 
the  clav  foundation  of  electric  oven-. 


Amos  W.  Dana,  Burlington,  la. 
"Cavity  Formation  for  Porcelain  Res- 
toration." 

The  clinician  demonstrated  the  ad- 
vantage of  mechanically  locking  the  in- 
lay to  place  in  the  cavity  by  the  aid  of 
grooves  and  prominences,  as  practiced  by 
Dr.  C.  iST.  Thompson,  not  depending 
upon  the  adhesive  properties  of  the  ce- 
ment to  retain  the  inlay.  The  enamel 
margins  are  always  at  a  right  or  a 
slightly  acute  angle.  In  bicuspids  and 
molars  porcelain  is  not  advocated  unless 
it  be  for  esthetic  reasons.  When  used  in 
such  teeth  the  cavity  margins  should  be 
carried  to  safe  areas  by  selecting  the  de- 
pressions on  the  coronal  surfaces,  and 
extending  them  to  the  axial  walls,  where 
the  margins  are  not  subjected  to  di- 
rect strain.  Gold  inlays,  the  clinician 
claimed,  in  bicuspids  and  molars,  especi- 
ally in  approximo-occlusal  cavities,  are 
much  more  enduring  and  have  all  the 
good  properties  of  porcelain,  except,  of 
course,  the  esthetic. 


C.  N".  Thompson,  Chicago,  111.  "Cavity 
Formations  for  Porcelain  Inlays." 

The  object  of  special  cavity  formation 
for  porcelain  inlay  restoration  is  to  pro- 
ceed with  the  view  of  obtaining  'the 
strongest  possible  margins  to  the  filling, 
and  in  bicuspids  and  molars  to  secure 
margins  between  or  beneath  the  summits 
of  cusps  to  protect  them  from  stress;  the 
retention  grooves  being  so  aligned  that 
the  removal  of  the  matrix  is  not  inter- 
fered with,  while  the  finished  filling  is 
locked  and  cannot  be  removed  except 
from  the  occlusal  surface. 


C.  M.  Work,  Ottumwa,  la.  "Porce- 
lain Eestoration:  Mesio-occlusal  Cavity 
of  Central  Incisor." 


Till-;   ([.INK'S. 
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This  clinic  consisted  of  preparing  a 
cavity  and  the  huilding  of  a  porcelain 
inlay  with  Brewster's  high-fusing  body 
baked  in  a  platinum  matrix.  The  result 
was  not  altogether  satisfactory,  but  was 
by  no  means  disappointing. 


W.  H.  FoHDiiAM^  Scranton,  Pa. 
"Porcelain  Inlay  on  Incisal  Corner." 

The  clinician  showed  the  preparation 
and  filling  of  two  approximal  cavities 
witli  porcelain,  using  high-fusing  ma- 
terial. The  cavities  were  cut  out  freely 
on  the  lingual  surfaces  so  as  -to  facilitate 
the  removal  of  the  matrices,  thus  secur- 
ing a  large  separation.  The  fillings  were 
made  a  shade  or  two  lighter  than  the 
teeth  to  overcome  the  probable  dark  ap- 
pearance caused  by  shadows  when  the 
teeth  resume  their  normal  positions. 


W.  A.  Capon,  Philadelphia,  Pa.  "Ee- 
storing  Incisal  Edge  with  Loop  or 
Staple." 

The  clinician  demonistrated  the  mak- 
ing of  a  porcelain  tip — the  corner  of  an 
incisor — with  a  special  wire  attachment, 
overcoming  to  a  great  extent  fhe  diffi- 
culties of  leverage,  which  are  so  peculi- 
arly present  in  such  cases. 


C.  W.  Bruxeu,  Waterloo,  la.,  and  E. 
H.  Ball,  Tama,  la.  "Some  of  the  Pos- 
sibilities of  Porcelain  in  a  Country 
Practice." 


II.  ]\I.  Seamaxs,  Columbus,  0.  '"Stu- 
dent Technical  Work  and  Self-Instruc- 
tion in  Porcelain  Inlay  by  Means  of 
Pla.ster-of-Paris    Models,    using    ISTo.    40 

Tinfoil." 

W.'  C.  Herbert,  Detroit,  Mich.  "The 
Spaulding  Method  of  Eestoring  the  En- 
tire Xatural  Enamel  of  a  Tooth  with 
Porcelain."'" 


W.  L.  FiCKES,  Pittsburg.  Pa.  "Cavity 
Formations  and  Built-up  Inlays." 

Exhibited  models  showing  cavity  for- 
mation of  some  practical  cases  and  the 
manner  of  bakino-  inlavs  in  lavers. 


F.  E.  Cheese:\iax,  Chicago,  111. 
"Large  Molar  Eestoration  of  Lower  Left 
Second  Molar,  Involving  Occlusal  and 
Buccal  Surfaces :  Matrix  Burnished  Di- 
rectly to  the  Cavity,  using  High-fusing 
Porcelain."' 


W.  T.  Eeeves,  Chicago,  111. 
lain  Eestorations." 


'Porce- 


J.  Q.  Byram,  Indianapolis,  Ind. 
"Method  of  Swaging  Matrix  from  Center 
to  Margin,  and  Fusing  Porcelain  with 
Pyrometer." 

Demonstration  showed  that  by  use  of 
the  pyrometer,  porcelain  can  be  fused  so 
that  the  same  color  is  obtained  when 
baking  at  definite  temperatures. 


James  0.  Wells,  Minneapolis,  Minn. 
"Cavity  Preparations  in  the  Natural 
Tooth,  for  Porcelain  Eestoration." 


Geo.  T.  Baxzet,  Chicago,  111.  "Supe- 
rior Eight  Central  Distal  Porcelain  Ee- 
storation." 
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Crown  and  Bridge  Work. 

Geo.   a.   Louque.   Xe-\v    Orleans.   La.  is  sligiitl}-  countersunk  on  the  approximal 

^•'A  Xew  System  of  Crown  and  Bridge  surfaces,  in  order  to  afford  more  room  for 

"Work."^  the  solder  to  flow  in  and  around  the  ends 

A  side  view  of  an  artificial  bicuspid  of  the  rod,  which  is  placed  in  the  tube 

porcelain    tooth    is     here     shown     (see  as  shown  at  c  in  Fig.  3.     Platinum  foil 

Fig.    1),    jjrovided    with    a    concave    or  is  burnished   close   to   the   tooth   at  the 


Fig.  1. 


Fig.  2. 


Fig.  3. 


\^ 


Fig.  4. 


Fig.  5. 


Fig.  6. 


Fig.  7. 


saddle-shape  cervical  end,  so  as  to  better 
rest  on  the  gums  and  thereby  conduce  to 
the  strength  of  the  bridge  and  the  com- 
fort of  the  patient.  It  is  also  provided 
with  a  transverse  aperture  from  one  of  its 
sides  to  the  other,  having  a  platinum  tube 
baked  into  the  bore  of  the  tooth,  as  in- 
dicated by  the  letter  a. 

In  putting  up  a  bridge  with  these 
teeth,  they  are  ground  and  fitted  to  the 
model  in  the  usual  manner.     The  tooth 


sides  and  back,  leaving  the  front  cervical 
end  and  the  grinding  surface  open,  as 
shown  by  Fig.  2.  This  done,  holes  are 
forced  through  the  backing  on  both  sides 
of  the  tooth  (Fig.  3,  &),  and  in  conse- 
Cjuence  the  platinum  foil  laps  over  the 
ends  of  the  platinum  tube — this  in  order 
to  effectually  prevent  the  borax  or  flux 
from  coming  into  contact  with  and  in- 
juring the  porcelain  when  soldering.  An 
iridio-platinum  wire  is  placed  in  the  tube, 
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b,  so  that  it  projects  beyond  the  backing 
at  the  sides  of  the  tooth,  as  shown  at  d. 
Fig.  3,  and  the  whole  is  invested.  Gold 
solder,  22-karat,  is  applied  to  the  opposite 
sides  of  the  metal-covered  tooth  so  as  to 
cover  the  projecting  portion  of  the  rod, 
as  indicated  by  c.  Fig.  3.  The  invest- 
ment is  made  very  hot  prior  to  the  appli- 
cation of  the  blaze  to  the  solder,  so  that 
the  solder  will  flow  freely  in  the  tube, 
over  the  rod  and  backing. 

Fig.  4  shows  a  bridge  of  two  teeth  at- 
tached to  two  crowns.  After  the  back- 
ing and  rod  are  soldered,  the  teeth  are 
placed  on  the  articulator,  invested,  and 
are  soldered  into  one  piece  by  applying 
solder  between  each  bridge  tooth  and  the 
crown.  After  the  teeth  are  soldered  to- 
gether, the  platinum  backing  at  the  pala- 
tal or  lingual  side  of  each  tooth  is  pref- 
erably removed — this  in  order  to  render 
the  bridge  smooth  at  the  back,  clear  of  all 
metal,  giving  the  bridge  a  more  natural 
appearance  and  having  no  metal  ex- 
posed. 

A  dental  bridge  constructed  in  the 
manner  described  may  be  soldered  or 
otherwise  connected  to  abutments  of  dif- 
ferent kinds,  stationary  or  removable. 

Fig.  5  shows  an  incisor  crown,  having 
a  central  aperture  in  its  cervical  end,  oc- 
cupied by  a  platinum  tube,  h,  baked  in 
the  aperture.  Prior  to  connecting  the 
crown  to  the  root-cap  and  pin  the  crown 
is  ground  and  fitted  over  the  cap  on  the 
articulator  the  same  as  for  any  facing, 
after  which  a  backing  of  platinum  foil 
is  burnished  on  the  cervical  end  of  the 
tooth  and  caused  to  lap  over  the  sides 
and  back,  as  indicated  by  Fig.  6.  A 
hole  is  then  forced  in  the  layer  c  coinci- 
dent with  the  tube.  This  done,  a  rod  of 
iridio-platinum  is  placed  in  the  tube  with 
borax  upon  it.  The  tooth  is  invested 
point  down  in  plaster  and  a  small  amount 


of  22-karat  gold  solder  is  melted  over  the 
rod  so  as  to  strongly  connect  the  tube 
and  rod  to  the  backing.  When  cold, 
place  and  adjust  the  crown  over  the  cap 
on  the  articulator,  wax,  invest,  and  sol- 
der cap  and  crown  together  as  shown  in 
Fig.  7,  and  finish  the  work  as  usual. 

Having  no  pins  in  the  way  when 
grinding,  and  having  no  cement  attach- 
ment, makes  this  a  superior  and  most 
desirable  method.  It  will  be  observed 
that  all  of  the  gold  utilized  is  practically 
covered  by  the  teeth. 

For  a  close  bite,  these  crowns  can  be 
used  to  great  advantage  over  a  saddle  in 
bridsre  work. 


J.  C.  Hertz.  Easton,  Pa.  "Assembling 
and  Mounting  the  Platinum-Banded 
Porcelain  Crown. "^ 

The  object  of  his  method  is  to  produce 
a  crown  which  will  have  no  tendency  to 
irritate  the  gingival  margin,  which  will 
prevent  the  band  and  porcelain  from 
causing  unusual  fulness  at  the  labial 
margin,  and  which  will  eliminate  the 
■necessity  of  shading  the  body  at  the  la- 
bial margin,  by  allowing  the  facing  to 
extend  under  it. 

To  accomplish  the  above  advantages 
the  canal  should  not  be  enlarged  toward 
the  labial  or  buccal  surface  in  order  to 
allow  for  the  necessary  reduction  of  the 
root  for  the  ferrule  and  facing. 

The  band  should  be  of  iridio-platinum 
'Ho.  28  gage,  and  the  cap  of  Xo.  34  gage. 
The  dowel  is  made  of  ZsTo.  14  or  16 
scjuare  iridio-platinum  wire ;  the  several 
parts  are  united  with  platinum  solder. 

Flat-back  long  cross-pins  are  pre- 
ferred, but  the  facing  may  be  of  any 
tooth  form  which  will  be  of  the  rec[uired 
length,  as  the  pins  are  not  essential  in 
single  crowns.     For  ordinary  use  plain 
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lubber  or  pinless  teeth  may  be  employed, 
as  by  method  of  investment  they  are 
accurately  retained  when  articulated  and 
waxed  to  the  metal  parts  in  the  mouth. 
This  method  of  investment  consists  in 
investing  for  the  first  biscuit  in  a  layer 
of  fine  asbestos  paste,  preferably  the 
Jenkins,  which  will  prevent  the  etching 


viou>ly  wiped  with  a  thin  coating  of 
vaselin.  This  method  proved  very  good 
in  certain  cases,  especially  where  the  pre- 
pared stump  was  not  too  long.  In  cases 
of  molars  and  bicuspids  where  undercuts 
are  present  it  is  impracticable  to  get  good 
impressions  with  cement,  and  modeling 
compound  is  employed,  with  results  fully 


(1)  Trimmed  root.  (2)  Ferrule  and  dowel  soldered  and  ready  to  adjust.  (3) 
Ferrule  and  dowel  inserted  on  root.  (4)  Crown  articulated,  showing  symmet- 
rical relation  of  crown  and  root  at  A.     (5)  Completed  crown  adjusted  on  root. 


of  the  porcelain  should  the  plaster  come 
m  contact  with  it.  Then  strengthen 
this  by  investing  all  the  parts  (except,  of 
course,  the  waxed  portion)  in  a  mixture 
of  plaster  2  parts,  tire-clay  1  part.  This 
will  allow  the  removal  of  the  wax  and 
the  biscuiting  of  the  first  application 
of  high-fusing  body.  Then  remove  the' 
investment  and  finish  as  usual. 

Such  investment  has  the  following 
merits :  It  affords  a  wider  range  of  se- 
lection for  the  crowns  and  facings  and 
a  more  easy  and  artistic  articulation, 
from  the  fact  that  pins  are  not  indispen- 
sable. 


F.  "W.  Proseus,  Eochester,  N.  Y. 
"The  Land  All-Enamel  Jacket  Crown 
Made  from  Impressions  and  Dies." 

The  first  attempts  were  made  by  tak- 
ing impressions  of  the  prepared  tooth. 
Cement  thoroughly  incorporated  with 
soapstone  was  used,  the  tooth  being  pre- 


as  satisfactory  and  with  saving  of  time. 
The  tooth  is  prepared  as  described  in  the 
Denial  Cosmos  for  1903,  vol.  xlv,  page 
444.  A  snug-fitting  German  silver  band 
is  made  for  a  Eichmond  crown,  but  ex- 
tending slightly  above  the  sides  of  the 
root.  The  band  must  be  made  with 
straight,  smooth  sides  to  avoid  undercuts 
which  would  break  or  draw  the  impres- 
sion material.  The  object  of  the  band 
is  to  define  the  circumference  and  force 
the  impression  material  about  the  root. 
With  the  band  in  place  upon  the  root  the 
impression  is  taken.  If  with  cement, 
place  matrices  at  adjoining  teeth  and  see 
that  the  bulk  of  the  cement  does  not  in- 
terfere with  the  occlusion.  The  bite  is 
then  taken  with  modeling  compound, 
cooled  and  removed.  The  impression 
should  come  away  with  sharp,  clear 
edges;  place  in  the  compound  with  the 
band.  A  ring  one-half  inch  high  of  un- 
vulcanized  rubber  is  formed  about  the 
cement  and  band,  and  a  die  of  Melotte's 
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or  I'lisiMc  iiicliil  |)I)1ii'(m|  into  lliis.  'I'Ik' 
j'iiIjIkm'  is  then  removed  and  a  plaster  cast 
is  run.  In  using  modeling  coirij)oun(l  tlie 
band  is  placed  in  position  and  a  well- 
warnied  piece  of  conijjound  is  used,  and 
pressure  made  with  the  thumb  and 
fingers  to  foive  it  firmly  to  ])'ace  until 
set.  It  is  then  ihorougldy  cooh.'d  and  a 
bite  is  taken  witli  another  piece  the  sur- 
face of  which  lias  been  heated  over  the 
flame  to  produce  adhesiveness.  After 
cooling  and  removing,  amalgam,  rather 
soft,  is  pressed  into  the  space  within  the 
band  and  plaster  model.  The  matrix  is 
made  and  the  jacket  completed  entirely 
independent  of  the  patient.  By  this 
method  a  great  saving  of  time  is  assured, 
and  should  the  jacket  become  checked  or 
broken  there  is  no  annoyance  to  the  pa- 
tient in  making  the  second  one.  Also 
after  the  first  baking  the  matrix  is  re- 
placed upon  the  model  and  the  body 
firmly  pressed  in,  then  carved  to  the  de- 
sired shape,  thus  giving  stronger  porce- 
lain than  is  produced  by  flowing  and  tap- 
ping to  place. 

In  making  the  larger  posterior  molar 
jackets,  first  make  a  matrix  of  thin  metal, 
not  being  especially  particular  about  its 
accuracy,  and  over  this  on  the  die  press 
the  body  and  carve  to  shape  and  biscuit 
to  slight  glaze,  strip  out  the  matrix,  then 
form  a  true-fitting  matrix  and  into  the 
partly  formed  jacket  place  quite  wet 
body,  and  press  firmly  to  place.  This 
saves  time  and  overcomes  warping,  and 
assures  a  true  joint. 


J.  M.  Thompson,  Detroit,  Mich.  "All- 
Porcelain  Jacket  Crown." 

Dr.  Thompson's  clinic  consisted  in  the 
making  of  a  crown  for  a  lateral  incisor 
of  the  class  commonly  known  as  a  "peg 
tooth,"  which  was  almost  a  perfect  cone. 


Thi'  |)rc|)ai-ation  of  the  toolh  was  very 
simple,  and  consisted  principally  in  the 
ii'iiioMil  of  the  enamel  upon  the  labial, 
iiH'-ial.  and  distal  surfaces.  When  this 
had  been  done,  a  facing  was  ground  to 
111  the  tooth  in  a  manner  similar  to  a 
vcncci-.  'idle  facing  and  the  tooth  were 
piepaied  exactly  as  the  completed  case 
<lioiild  appear,  and  then  a  cap  of  plati- 
num foil  was  fitted  to  the  tooth  and 
l)iii-ni>hed  to  a  close  adaptation.  The 
facing  was  then  placed  in  position  and 
united  to  the  cap  by  a  small  piece  of  wax 
and  the  two  were  removed  as  one  piece. 
Pliei's  wore  then  adjusted  with  one  beak 
resting  upon  the  labial  surface  of  the 
facing  and  the  other  inside  the  cap  in  a 
manner  that  prevented  any  change  of 
shape.  The  wax  was  then  removed  and 
a  small  amount  of  porcelain  added, 
sufficient  when  properly  dried  to  unite 
the  facing  and  cap  permanently.  This 
was  placed  in  the  furnace  and  fused  and 
then  again  placed  upon  the  tooth  for  its 
final  fitting.  It  \vas  found  to  be  correct 
in  every  way  and  was  then  removed  and 
the  entire  cap  covered  with  a  layer  of 
porcelain.  After  this  was  fused  the  plat- 
inum was  removed  and  the  crown  ce- 
mented into  place  with  Ames'  inlay  ce- 
ment. 


J.  Enos  Wait,  Superior,  Neb. 
"Method  of  Making  Bicuspid  Crowns." 

Make  a  cojDe  for  the  root  of  the  tooth, 
and  after  taking  an  impression  use  a 
saddleback  facing ;  grind  to  articulation ; 
adjust  to  cope ;  invest  in  solder ;  then  fill 
in  the  space  with  porcelain  body,  and 
bake. 


Willis  A.  Coston,  Ft.  Scott,  Kans. 
'Porcelain  Crowns." 
This  is  the  operator's  original  method 
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of  making  porcelain  crowns.  Firist  trim 
the  root  as  ordinarily  practiced.  "I  pay 
no  attention  to  removing  the  enamel,  be- 
cause I  do  not  make  any  band.  It  does 
not  make  any  material  difference  how 
badly  the  root  is  decayed.  After  the  gum 
is  forced  away  from  the  root  but  slightly, 
I  take  an  impression  of  the  end  of  tlie 
root  with  base-plate  gutta-percha.  I  then 
wrap  a  piece  of  paper  around  it  and  pour 
in  fusible  metal,  thus  obtaining  a  die. 
The  die  only  approximates  perfection.  I 
swage  a  N'o.  36  gage  jDlatinum  cap  upon 
this  with  rubber.  I  then  carry  it  to  the 
mouth  and  put  it  on  the  end  of  the  root, 
putting  the  pins  into  place,  and  forcing 
them  through  the  platinum  cap.  Usually 
the  bur  produced  in  forcing  them  will 
hold  them  until  soldered  with  25  per 
cent,  platinum  solder.  After  the  pins  are 
soldered,  cut  them  off.  They  will  pro- 
trude into  the  porcelain  far  enough  to 
hold  the  body  until  fused.  Then  take  it 
to  the  mouth  and  have  your  assistant 
mallet  it  around  the  peripheral  line.  It 
shows  very  distinctly  on  the  other  side  of 
the  cap.  Then  trim  it  almost  to  the 
periphery  and  apply  the  porcelain.  Then 
build  up  the  first  body,  which  will  be  the 
base  color  of  the  tooth,  the  color  of  the 
dentin,  and  very  near  the  color  of  the 
enamel  at  the  margin.  Build  it  up, 
make  it  as  dry  as  possible,  and  then  cut 
it  in  the  middle.  This  eliminates  the 
bubbles  which  in  my  opinion  are  always 
present  around  a  cluster  of  pins.  I  cut 
it  clear  down  until  I  get  to  the  cap  if  I 
can,  and  biscuit  it.  I  then  remove  the 
extra  amount  of  cap  with  a  very  small 
wheel  or  disk,  cutting  away  from  the 
middle  all  the  time,  and  in  such  a  way 
that  the  porcelain  overhangs  the  cap  and 
none  of  the  platinum  cap  shows.  At  the 
final  fusing  the  platinum  is  entirely 
concealed.      The    final   step   consists   in 


packing  this  portion  as  tight  as  I  can 
and  then  firishing  the  crown  in  the  or- 
dinary way." 

F.  B.  James,  Wilton  Junction,  la. 
"Porcelain  Crown  for  Badly  Broken- 
down  Eoot." 

The  clinician  showed  porcelain  crown 
for  roots  so  badly  broken  down  that  the 
band  cannot  be  fitted.  The  root  is  pre- 
pared in  the  best  way  possible  under  the 
circumstances,  taking  an  impression  of 
the  end  of  the  root  in  dental  lac  or  any 
impression  material,  and  then  swaging 
thin  platinum  to  the  end  of  the  root.  No. 
36  or  40  gage;  finishing  by  swaging  right 
on  the  end  of  the  root,  to  get  a  perfect 
adaptation,  nearly  always  using  two 
posts  (large  and  small)  to  help  the  set- 
ting of  the  crown,  so  that  it  will  go  to 
its  proper  position  and  will  not  start 
down  sidewise  or  in  so'me  other  improper 
wav. 


L.  C.  Bryan,  Basel,  Switzerland. 
"Exhibition  of  Models,  Before  and  After 
Making  Bridge  Work  and  Other  Fix- 
tures in  the  Mouth." 

The  clinician  showed  a  method  of  re- 
taining loose  bridges  or  strengthening 
teeth  in  the  mouth  that  are  loose  or 
liable  to  get  loose,  by  a  band  extending 
across  the  roof  of  the  mouth. 

He  showed  also  models  of  raised  bites, 
saddle  bridges,  and  teeth  secured  by  wire 
fixtures  cemented  on.  He  said :  The  prin- 
cipal object  of  the  exhibit  is  to  show  how 
Ave  illustrate  to  patients  what  they  can 
expect  from  bridge  work  and  what  they 
are  likely  to  get.  We  show  them  the 
model  cases  we  have  already  finished, 
and  they  recognize  that  we  know  what 
we  are  talking  about. 

I  sometimes  take  an  impression  of  the 
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mouth  and  make  models  of  the  bridges 
with  porcelain  teeth  and  wax,  trimming 
tip  and  gold-plating,  so  tliat  the  next 
time  tlie  patient  comes  I  can  show  him 
by  ilie  appearance  of  the  model  what  he 
has  to  expect.  Being  arranged  in  sets  in 
this  way,  and  adjustable  so  as  to  be 
opened  up  or  laid  out  flat,  'the  patient 
can  see  the  construction  of  the  models 
and  bridges. 


CiiAS.  W.  EoDGEKS^  Dorchester,  Mas- 
sachusetts. "Bridge  to  Prevent  the 
Grinding  of  Tipping  Molars." 

The  abutments  of  the  bridge  are 
made  as  usual.  The  facing  is  backed  as 
usual;  then  it  is  set  on  the  model  and 
a  small  line  is  made  upon  the  facing  in 
the  same  angle  with  the  anterior  angle 
of  the  posterior  aliutment.  Then  the 
backing  is  taken  off  the  facing  and  cut 
into  on  that  line  and  a  little  off  each 
side  of  it,  so  that  when  the  backing  is 
replaced  it  will  be  put  back  in  two 
pieces.  There  is  then  a  small  groove  on 
the  backing. 

In  the  next  step  a  piece  of  pure  gold 
is  taken  and  doubled  on  itself  and  put 
into  the  groove.  Then  the  occluding 
surfaces  are  put  on.  The  facing  is 
touched  with  a  hot  instrument  and  taken 
right  off.  Little  lead  pencils  are  put  in 
the  places  that  were  occupied  by  the  pins ; 
then  the  whole  is  invested  and  soldered 
as  usual.  After  it  is  soldered  and  taken 
out  of  the  investment,  in  grinding  the 
piece  of  gold  that  was  doubled  on  itself 
the  two  parts  separate  and  one  has  it  in 
two  i3ieces.  The  anterior  part  is  set  first. 
The  posterior  abutment  slides  right 
down.  The  pins  and  the  facing  are 
threaded  by  means  of  the  Bryant  bridge- 
repair  instruments.  Then  it  is  cemented 
on. 


A  modification  is  that  the  piece  of 
pure  gold  that  is  doubled  on  itself  can 
1)0  so  bent  that  it  will  form  a  dovetail; 
and  then  in  the  setting,  when  the  ante- 
rior parts  set,  the  little  dovetail  piece 
slides  down  on  itself  and  the  thing  is 
locked  in  before  the  facing  is  set;  then 
the  facing  is  set  as  usual.  That  makes 
il   I  unci  I  stronger. 


J.  G.  HiLDEHHAXD,  Waterloo,  Iowa. 
'-.Method  of  Contouring  a  Gold  Crown  by 
tlie  Use  of  Moldine." 

Prepare  fhe  root  in  the  ordinary  way, 
fitting  the  band  exactly  as  3'ou  would 
for  any  gold  crown.  Take  an  impression. 
In  order  to  get  the  outlines  and  contour 
of  the  crown,  simply  take  the  moldine 
and  pack  it  around  the  band  and  carve 
it  J  List  as  nearly  like  the  adjacent  teeth 
as  you  can.  Get  your  outlines  cut  out 
between  the  teeth  at  the  interproximal 
space.  Leave  the  points  of  contact  at 
the  occlusal  surface,  and  the  reproduction 
in  the  gold  will  be  simply  limited  by  the 
operator's  ability  to  carve  in  the  moldine. 


S.  H.  VoYLEs,  St.  Louis,  Mo. 
"Method  of  Making  a  Saddle  Bridge, 
using  Diatoric  or  English  Tube  Teeth." 

A  platinum  cup  is  made  of  a  size  to 
admit  the  tooth,  and  is  soldered  to  the 
pier  teeth  and  to  the  saddle  at  the  same 
time.  The  teeth  are  removed  before  sol- 
dering and  do  not  have  to  go  through  the 
fire.  After  soldering,  the  teeth  are  ce- 
mented in  and  the  case  is  finished  and 
Dolished. 


CiiAS.  M.  BoRDNER,  Shcnandoah,  Pa. 
"Simple  Method  of  Making  a  Half-Band 
for  a  Darby  Crown." 
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An  iridio-platiniim  pin  is  fitted  to 
the  root.  The  platinum  plate  is  soldered 
to  the  pin^  and  it  is  fitted  to  the  root, 
notches  are  cut  into  the  platinum  plate, 
bent  over  to  fit  the  root  and  then  soldered. 


0.  V.  Davies,  Dunedin,  New  Zealand. 
''Tacings  for  Bridges  that  Do  Not  Go 
Through  the  Fire.'' 

The  occluding  surface  is  made  in  one 
piece  and  carved  out,  not  by  any  system. 
Then,  for  the  backing,  the  facing  is 
pressed  into  moldine,  lifted  out,  wiring 
the  pins  with  little  pieces  of  piano  wire. 
Melotte's  metal  is  poured  over  it.  This 
is  then  struck  into  a  piece  of  lead,  and 
one  gets  the  pinholes  in  their  exact 
position;  then  the  facings  with  their 
backings  are  waxed  in  proper  position. 
With  a  small  instrument  the  facings 
are  pushed  out  and  the  backings  left  in 
position,  waxed.  In  the  holes  where  the 
pins  come  out,  ordinary  graphite  is 
placed,  and  a  piece  of  solder  without  the 
facings.  After  this  the  facings  can 
be  cemented  in  and  riveted.  In  repairing, 
if  it  be  hard  to  match  a  facing,  make 
one  with  a  platinum  matrix  and  carve  up 
in  porcelain,  exactly  as  for  an  inlay. 


J.  L.  Kelly,  St.  Paul,  Minn.  "Ee- 
movable  Bridge.'' 

It  is  possible  to  take  advantage  of  the 
natural  movements  of  the  roots  and  dove- 
tail the  attachments,  so  that  the  bridge 
may  remain  in.  The  tubes,  made  in  a 
manner  so  that  one  will  fit  or  telescope 
perfectly  over  the  other,  can  be  made  in 
either  gold,  porcelain,  or  rubber;  easily 
made  and  easily  cleaned.  Cases  have 
been  worn  for  six  years  with  perfect  suc- 
cess. It  is  possible,  where  there  are  only 
two  teeth  left  in  lower  or  upper,  to  use 


this  attachment  successfully.  A  most 
extreme  case  was  made  a  success  by  using 
a  canine  on  the  right  side  and  a  second 
bicuspid  on  the  left,  where  the  second 
bicuspid  cuts  the  lower  gum;  the  right 
canine  had  been  ground  four  times 
jDrevious  to  operation.  The  bite  was 
opened  ^  inch,  and  the  attachments  were 
used ;  the  bridge  has  been  worn  for  a  year 
successfully  in  both  upper  and  lower. 
The  tubes  or  attachments  are  made  from 
^  inch  to  ^  inch  in  size  to  meet  any  con- 
dition. 


C.  M.  Work,  Ottumwa,  la.  "Original 
Method  of  Making  Gold  Crowns." 

This  clinic  consisted  of  the  preparation 
of  a  band  and  the  swaging  of  a  cap  in 
constructing  a  gold  crown  for  bicuspid. 
The  distinctive  feature  of  this  clinic 
Avas  the  bringing  of  the  band  down 
to  the  buccal  occlusal  angle  and  the 
carving  of  the  cusps  in  dental  lac  instead 
of  plaster.  From  this  stage  the  band  and 
its  carved  cusps  were  embedded  in  the 
plunger  of  a  swager  and  the  cusp  swaged 
against  the  band,  obviating  the  necessity 
of  making  a  die  and  counter-die,  and 
having  the  advantage  of  an  absolutely 
accurate  joint  between  the  cap  and  the 
band,  one  being  swaged  against  the  other. 


C.  F.  W..  HoLBROOK,  Newark,  N.  J. 
"Crown  and  Bridge  Work." 

This  clinic  consisted  in  the  making  of 
a  gold  bridge  with  teeth  cemented  to  the 
bridge.  This  form  of  construction  has 
a  twofold  advantage.  First  the  teeth  are 
removed  from  the  bridge  when  the  solder- 
ing is  being  done,  there  being  of  course  no 
possible  chance  to  check  the  porcelain 
in  soldering.  Second,  the  amount  of  gold 
surface  showing  is  lessened,  giving  to  the 
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artificial  teeth  a  more  natural  appear- 
ance. Diatoric  teeth  are  used  in  this 
Icinxl  of  work. 


C.  L.  FiiAME,  Columbus  Ohio.     "De- 
tachable Facings  for  Crown  and  Bridge 

Work." 


E.  C.  Teaynham,  Pittsburg,  Texas. 
"Diatoric  Teeth  in  Crown  and  Bridge 
Work." 

We  take  an  impression  of  the  base 
of  the  tooth  with  modeling  compound, 
and  swage  a  gold  plate  over  the  im- 
pression. It  is  then  trimmed  to  fit  and 
waxed  up  as  in  an  ordinary  case.  The 
teeth  are  removed  to  prevent  them  from 
checking  during  the  heating  and  solder- 
ing and  the  piece  is  finished  as  usual. 


W.  B.  CoNNEK,  Akron,  Ohio.     "jSTew 
Method  of  Makinar  Seamless  Crowns." 


Feed.  A.  Peeso,  Philadelphia,  Pa. 
"Crown  and  Bridge  Work." 

The  demonstrator  explained  the  tech- 
nique of  different  styles  of  attachments 
for  removable  bridge  work ;  and  exhibited 
several  pieces  in  situ  in  the  mouth. 


C.  A.  Steueewald,  St.  Ansgar,  Iowa. 
"Casting  Solid  Gold  Cusps  in  Cuttle- 
Bone." 

L.  P.  Dotteeee,  Charleston,  S.  C. 
"Accurate  Method  of  Making  a  Gold 
Crown  where  Little  Grinding  Can  be  En- 
dured." 


York  city.  "Demonstration  of  Dr.  Cas- 
ullo's  Xew  Pinless  Tooth  for  Crown  and 
Bridge  Work  and  Vulcanite." 


H.  F.  Combs,  Chicago,  111.  "A  Xovel 
Method  of  Using  the  Davis  Crown  in 
Bridge  Work." 

E.  M.  Sanger,  East  Orange,  N.  J. 
"Method  of  Constructing  the  Sanger 
Half  Collar  Crown." 


Egbert  IST.  LeCeox^  St.  Louis,  Mo. 
"Porcelain  Bridge:  Setting  with  Gutta- 
percha." 

Building  up  bridge  constructed  of 
]3orcelain;  seven  anterior  teeth  on  three 
abutments  and  a  narrow  saddle.  Models 
were  shown  illustrating  the  work  as  con- 
structed. 

v.  H.  Feedeeich,  St.  Louis,  Mo. 
"Construction  of  Porcelain  Crown, 
Upper  Central  Incisor." 

The  framework  of  the  crown  was  made 
in  the  same  way  as  for  a  Eichmond 
crown,  with  the  facing  soldered  to  a  post 
and  a  porcelain  body  baked  in  the  back. 


C.  V.  Vignes,  jSTew  Orleans,  La. 
"The  Use  of  the  Furnace  in  the  Solder- 
ing  of   Facings    to    Posts   in   Porcelain 

Crowns." 


F.  A.  Geeenb,  Geneva,  N.  Y.  "Porce- 
lain Crown  Made  from  the  S.  S.  White 
Countersunk  Eubber  Tooth." 


Adam    Flickingee,    St.    Louis,    Mo. 


Francisco     Casullo,     Montevideo,     "Showing  Original  Method  of  Eemov- 
Uruguay,    and    Philip    Suriani,    New     able  Porcelain  Bridge." 
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Gold  Inlays. 


H.  B.  TilestojST,  Louisville,  K}^  "Hol- 
low Gold  Inlay." 

It  can  be  made  from  a  model  of  the 
tooth  obtained  from  an  impression  taken 
with  modeling  comj)ound,  in  which  the 
tooth  to  be  filled  is  made  with  copper 
amalgam  and  the  entire  model  completed 
with  plaster  of  Paris.  Into  the  copper 
amalgam  replica  of  the  cavity  26-gage 
pure  gold  is  burnished  and  readjusted  in 
the  cavity  itself  at  a  subsequent  sitting. 
The  inlay  is  completed  by  adding  to  this 
another  piece  of  gold  of  the  same  fine- 
ness and  thickness,  completing  any 
amount  of  contour  necessary  to  produce 
a  hollow  inlay.  It  is  filled  from  the 
back,  through  a  hole  left  in  the  matrix 
piece,  by  fusing  solder  of  20  or  22-karat 
fineness,  leaving  a  part  of  the  opening  at 
the  back  unfilled  so  as  to  afford  a  grasp 
for  the  cement.  The  principal  features 
of  this  method  are  the  ease  with  which 
it  can  be  made,  the  perfect  adaptation, 
and  the  complete  protection  of  the  cement 
which  holds  the  inla}^  in  place. 


N^o.  34  gage,  to  the  metal  die,  and  then 
to  the  model,  and  then  in  the  mouth. 
Invest  the  matrix  and  build  up  a  general 
framework  with  the  necessarj^  contour, 
using  any  gold  jDlate  such  as  is  ordin- 
arily used  for  gold  crowns ;  flow  22-karat 
solder  over  and  through  these  pieces. 
This  gives  the  approximate  shaj)e  of  the 
inlay,  which  can  then  be  dressed  down 
roughl}^,  and  the  polishing  completed 
after  the  final  insertion. 


Ctias.  E.  Paekhurst,  Somerville, 
Mass.    "Gold  Inlays." 

The  impression  is  taken  in  1-1000  inch 
platinum.  This  is  invested  in  whiting 
by  nipping  it  in  a  pair  of  block  tweezers ; 
22-karat  solder  is  made  into  globules  of 
different  sizes  b}^  fluxing  with  borax, 
which  aids  in  obtaining  the  contour  and 
also  avoids  pitting  the  inlay.  It  is 
melted  to  contour  with  a  blowpipe,  and 
stoned,  polished,  grooved,  and  set. 


Claeence  H.  Wright,  Chicago,  111. 
"Gold  Inlay." 

Take  impression  with  modeling  com- 
pound, using  convenient  shaped  piece  of 
air-chamber  metal  as  a  tray,  and  from 
this  obtain  a  plaster  model.  If  it  be  an 
approximal  cavity,  cut  a  slot  at  either 
side  of  the  plaster  model  at  a  point  be- 
tween the  cavity  and  the  next  tooth,  and 
then  break  them  apart.  This  gives  access 
to  the  tooth-cavity  alone,  and  rids  the 
oj)erator  of  the  neighboring  teeth. 
From  the  model  thus  obtained,  make  a 
fusible   metal    die;    burnish   pure    gold. 


W.  P.  Whalen,  Peoria,   111.     "Hol- 
low Gold  Inlay." 


J.  M.  Murphy,  Temple  Tex.  "Gold 
Inlay  in  Bicuspid." 

The  clinician  demonstrated  the  ad- 
vantage of  platinum  foil  over  gold  as  a 
matrix. 


C.  N".  Thompson,  Chicago,  111.  "Gold 
Inlay:  Method  of  Controlling  ^Yarpage 
Due  to  Shrinkage." 


'I'lii';  ('i>iNics. 


521 


Fillings. 


().  IT.  Simpson,  Dodge  City,  Kans. 
"Tlio  ro,ssil)ilities  of  Ainalgaiiialocl 
Gold."' 

This  ]iiatcrial  is  used  to  set  Logan 
crowns,  repair  gold  plates  and  bridges, 
and  to  restore  teeth  to  their  original 
contour.  Dr.  Simpson  demonstrated  the 
use  of  amalgamated  24-karat  gold,  De- 
Tre^y's  moss  fiber,  or  Vernon's  gold,  pre- 
ferred. Presumably  the  foil  would  act 
as  well,  although  he  has  never  used  it. 

In  setting  Logan  crowns  the  root  is 
j)repared  in  the  usual  way;  the  crown  is 
ground  to  fit  the  anterior  surface  of  the 
root,  leaving  a  V-shaped  space  on  the 
lingual  surface  between  the  root  and  the 
crown.  Then  adapt  a  top  of  24:-karaL 
gold  to  the  prepared  root  by  putting 
between  the  crown  and  the  plate  of  gold 
a  disk  of  gutta-percha,  forcing  it  to  copy 
the  irregularities  of  the  prepared  root. 

Trim  the  gold  to  the  circumference  of 
the  root,  and  the  gutta-percha  to  the  cir- 
cumference of  the  crown  and  the  gold 
toj).  j^ow  embed  the  Logan  crown  pin- 
wise  one-fourth  its  distance  in  j>laster, 
leaving  the  gold  top  and  gutta-percha  in 
place.  After  the  plaster  of  Paris  has 
hardened,  remove  the  crown,  take  out 
the  gutta-percha  and  leave  the  gold  in 
the  bottom  of  the  depression.  Force  the 
tooth  to  its  original  |)lace.  This  can  be 
facilitated  by  making  a  gateway  for  the 
surjilus  amalgam  and  mercury  to  escape. 
Amalgamate  the  gold  and  fill  the  space 
formerly  occu]:»ied  by  the  gutta-percha; 
absoii)  the  surplus  mercury  with  tin  foil. 
Place  tlie  tooth,  investment  and  all,  in 
the  center  of  a  mass  of  sand  and  pumice, 
and  lieat  over  a  slow  fire  for  one  hour 
and  a  lialf  or  two  hours.  Guard  against 
heating  too  rapidly,  so  as  to  prevent  the 


iiicrciiry  from  Ijoiliug.  When  the  crown 
is  cool,  drop  it  in  nitric  acid  and  the  gold 
will  ])(i  restoi'cd  to  its  original  color.  We 
Jiow  liave  a  joint  of  gold  that  fits  both 
crown  and  root. 

For  inlaw's,  the  matrix  can  Ije  formed 
in  any  ^^■ay  that  the  operator  desires,  and 
letention  by  platinum  pin  or  otherwise. 
After  the  matrix  is  formed,  contour  the 
])roposed  inla}'  in  beeswax;  remove  the 
matrix,  pins,  and  plates,  and  invest  in 
i:)l aster  of  Paris.  Eemove  the  beeswax 
by  melting  or  otherwise,  and  fill  up  the 
space  with  dry  amalgamate!  gold.  Place 
in  sand  and  evaporate  as  before.  Inlays 
and  contours  should  be  hardened  by 
flowing  20-karat  solder  on  them.  The 
amalgamated  gold  will  take  up  solder  as 
]'eadily  as  blotting-paper  Avill  take  up  ink. 


0.  J.  Fruth,  St.  Louis,  Mo.  ''Me- 
chanical Gold  Filling." 

This  method  of  restoration  may  be 
used  in  certain  cases  of  decalcification 
or  faulty  calcification,  extensively  de- 
cayed teeth  and  especially  where  the 
teeth  are  extensively  worn  hj  mechani- 
cal abrasion. 

ILethod  of  Construction: 

First.  If  any  decay  be,  present  it 
should  be  thoroughly  removed  and  all 
cavities  and  undercuts  filled  with  cement. 

Second.  With  a  carborundum  wheel 
grind  down  all  frail  enamel  walls,  and 
with  a  cuttle-fish  disk  slightly  bevel  the 
enamel  margins. 

Third.  Drill  two  or  more  holes,  as 
the  case  at  hand  deuiands,  into  the 
dentin,  large  enough  to  admit  a  Xo.  29 
i i-id io-platinum  wire. 
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Fourth.  A  piece  of  pure  gold  plate, 
No.  34  gage,  or  platinum  plate,  Ko.  38 
gage,  is  now  burnished  over  the  prepared 
surface,  and  small  holes  are  punched  to 
correspond  to  the  holes  previously  drilled 
into  the  tooth. 

Fifth.  The  iridio-platinum  pins  are 
now  forced  through  the  matrix  into  the 
holes  and  allowed  to  project  slightly 
above  the  matrix,  care  being  taken  that 
the  pins  are  parallel. 

Sixth.  The  matrix  is  now  removed 
with  the  pins  in  position,  and  the  pins 
soldered  to  the  matrix  with  22-karat 
plate,  after  which  the  matrix  is  reburn- 
ished  to  the  tooth,  where  it  is  again  re- 
moved and  more  solder  added  until  the 
matrix  is  quite  stiff,  and  thus  not  easily 
distorted.  The  matrix  is  then  again  ad- 
justed to  the  tooth  and  reburnished. 

Seventh.  If  an  anterior  tooth  is 
being  built  up,  the  entire  filling  can  be 
made  of  pure  gold  plate.  A  matrix  is  ob- 
tained and  over  this  and  around  the  la- 
bial and  approximal  surfaces  of  the 
tooth,  'No.  34  gage  plate  is  adapted  and 
tacked  to  the  already  burnished  matrix 
with  sticky  wax.  When  the  wax  is  suffi- 
ciently hardened  the  entire  matrix  is 
removed  and  invested  in  some  good  in- 
vestment material. 

Eighth.  When  this  is  thoroughly  set, 
the  wax  is  boiled  out  and  the  matrix  is 
filled  by  flowing  22-karat  solder  from  the 
lingual  surface  until  flush  with  the 
margin  of  the  matrix,  when  it  can  be 
trimmed  down  roughly  and  set.  In 
cases  where  bicuspids  and  molars  are 
to  be  restored,  a  preferable  method  is 
to  take  a  modeling-compound  bite  of  the 
teeth  with  a  burnished  matrix  in  posi- 
tion. A  plaster  model  is  then  poured 
from  this,  and  after  shellacking  and 
varnishing  the  occlusal  surfaces  of 
the    teeth    thev    are    brought    together 


after  having  placed  a  piece  of  soft 
modeling  compound  on  the  matrix. 
When  this  has  hardened,  the  tooth-cusps 
are  carved  in  the  same  manner  as  when 
carving  a  cap  for  a  gold  shell  crown. 
When  completed,  a  moldine  impression  is 
made,  and  then  a  Melotte's  metal  die  is 
cast  from  that  and  a  cap  swaged  of  ISTo. 
30  gage  22-karat  gold  plate.  The  cusps 
of  this  swaged  cap  are  now  filled  solid 
with  22-karat  plate,  and  the  cap  is  care- 
fully trimmed  and  adjusted  to  the  out- 
lines of  the  matrix.  After  the  parts  are 
perfectly  approximated  they  are  held  in 
position  by  clamp-tweezers  and  soldered 
together  with  22-karat  solder.  The  inlay 
or  tip  is  now  ready  to  set. 
Method  of  Setting: 

After  cleaning  and  drying  all  surfaces 
of  the  tooth  and  filling,  a  thin  mix  of  ce- 
ment is  made  and  filled  into  the  holes  in 
the  tooth,  when  the  inlay  is  cemented 
into  place  under  pressure  and  is  held  un- 
til the  cement  is  set.  The  surplus  cement 
is  carefully  removed  and  the  tooith 
and  inlay  varnished  wit\  sandarac  or 
covered  with  a  film  of  paraffin,  when 
the  patient  can  be  dismissed  until  the 
following  day  or  thereafter,  when  the  fil- 
ling can  be  ground  down  and  polished, 
care  being  taken  to  run  the  disks  from 
the  gold  toward  the  tooth-enamel,  thus 
carrying  the  gold  over  the  margins  and 
producing  a  perfect  joint. 

When  completed,  these  fillings  or  in- 
lays cannot  be  distinguished  from  fillings 
made  in  the  usual  way. 

Advantages.  The  advantages  claimed 
for  this  class  of  work  are — 

(1)  It  does  away  with  long  tedious 
filling  operations  in  the  mouth,  thus  re^ 
lieving  both  patient  and  operator  of  great 
nervous  and  physical  strain. 

(2)  It  makes  a  stronger  and  more 
dural)le    piece    of    work,    and    does    not 
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weaken  the  tooth  as  would  an  ordinary 
filling  of  like  proportions. 

(3)  It  is  cheaper  to  make,  as  scrap 
gold  can  be  used  instead  of  the  pure  gold 
foil,  and  at  the  same  time  it  makes  a 
denser  filling  which  is  not  so  readily 
abraded  and  Avorn  down  by  mastication. 

(4)  In  cases  where  the  entire  arch 
is  to  be  built  up,  this  can  be  effected  with 
very  little  discomfort  to  the  patient, 
since  the  tips  can  be  made  at  his  leisure 
by  the  operator,  and  when  all  are  com- 
pleted they  can  be  set  at  a  single  sitting. 


H.  L.  Ambler,  Cleveland,  Ohio.  ''Co- 
hesive Tin  Foil." 

A  filling  in  any  cavity  in  any  tooth 
can  be  made  into  one  solid  mass  from 
base  to  surface,  so  that  if  the  filling  were 
removed  by  breaking  the  tooth,  it  could 
be  put  on  an  anvil  and  forged  out  with- 
out breaking  it  into  pieces.  After  partly 
filling  the  cavity,  Dr.  Ambler  burnished 
the  surface,  then  built  on  more  tin  so 
firmly  that  it  could  not  be  prized  off. 
This  foil  is  more  tenacious,  more  co- 
hesive, and  makes  a  harder  filling  than 
any  similar  foil.  It  is  used  entirely  for 
technic  work  in  some  dental  colleges  in 
place  of  cohesive  gold,  because  it  teaches 
the  use  of  tin  and  cohesive  gold  at  the 
same  time,  inasmuch  as  the  tin  is  ma- 
nipulated with  the  same  instruments  and 
hand  mallet  as  are  used  for  cohesive  gold 
foil. 


A.  F.  Merriman,  Oakland,  Cal. 
''Combination  of  Cohesive  with  Non- 
coher^ive  Gold." 

This  clinic  consisted  of  filling  an  ap- 
proxjmo-occlusal  cavity  in  a  lower  right 
second  bicuspid   witli   Abbey's  non-cohe- 


sive gold  Xo.  4;  packed  in  ribbons 
against  the  cervical  wall,  and  with  Wil- 
liams cylinders  wedged  into  the  center 
of  the  cavity,  after  having  bem  reduced 
in  size  by  rolling  them  between  the  fin- 
gers. The  cylinders  were  annealed  for  the 
purpose  of  forming  a  cohesiv^e  founda- 
tion for  the  remainder  of  the  filling. 
The  remainder  was  completed  with  co- 
hesive gold.  The  non-cohesive  gold  was 
condensed  with  a  heavy  mallet,  and  the 
surface  of  the  filling  was  condensed  with 
a  light  ivory  mallet,  final  condensation 
being  accomplished  by  the  use  of  a  cor- 
rugated burnisher  in  the  handpiece. 


B.  C.  HiNELET,  Keokuk,  la.  "Gold 
Filling  in  Incisor,  using  Iridio-Platinum 
Eetention  Posts." 

The  pin  is  extended  one-tenth  of  an 
inch  into  the  dentin  at  an  angle  so 
as  not  to  encroach  upon  the  pulp,  and 
fitted  into  the  center  labio-lingually,  leav- 
ing a  sjDace  between  the  pin  and  the 
axial  wall  to  admit  of  the  adaptation  of 
Ihe  gold  at  that  point.  The  special  ad- 
vantages claimed  for  this  operation  con- 
sist in  preserving  the  incisal  portion  of 
the  tooth  and  securing  the  filling  against 
displacement  without  making  an  un- 
sightly step ;  fracture  of  the  incisal  angle 
of  the  tooth  is  prevented  by  leaving  all  of 
the  dentin  between  the  two  enamel  plates, 
or  if  wasted  by  caries  and  replaced  with 
cement,  it  will  leave  walls  well  supported 
by  a  material  which  will  be  entirely  free 
from  the  stress  imparted  to  it  by  the 
filling.  Ex|)erience  has  convinced  the 
demonstrator  that  retention  using  the 
root  as  a  base  is  a  true  and  safe  theory. 
All  stress  is  conveyed  from  the  incisal 
or  occlusal  surface  of  the  tooth  to  the 
root    without    exerting    force    upon    the 
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weakened  part  of  the  crown,  and  in  this 
manner  renders  all  cutting  or  exertion 
for  retention  unnecessary. 


J.  W.  CoRMANY,  Mount  Carroll,  111. 
"Gold  Filling." 

The  clinician  demonstrated  a  method 
of  holding  the  rubber  dam  in  place  on 
lower  incisors  without  the  use  of  liga- 
tures. It  was  done  with  the  use  of 
orange-wood  wedges  cut  to  fit  the  ap- 
proximal  space.  A  little  sandarac  var- 
nish was  placed  at  the  junction  of  the 
dam  with  the  tooth.  This  insures  dry- 
ness of  the  tooth  at  all  times. 


ing  it  with  gold,  preventing  thermal 
changes  and  greatly  simplifying  the 
ojDeration.  The  cavity  does  not  require 
undercuts,  and  thereby  the  patient  is 
relieved  of  much  unnecessary  pain. 


T.  M.  Hampton^  Helena,  Mont. 
"Gold  Filling  in  Mesial  Surface  of  Up- 
per Incisor." 

N^on-cohesive  gold  was  used  at  the 
cervical  border,  and  heavy  cohesive  foil, 
folded  for  finishing. 


J.  W.  S.  Gallagpier,  Winona,  Minn. 
"Combination  Cohesive  and  Non-cohe- 
sive Gold." 


W.    E.    Clack,    Clear    Lake,    Iowa. 


W.  D.  James,  Tracy,  Minn.     "Gold 
Filling.-'" 

A  simple  cavity  was  expected,  but  the     ^^^^'^'^  ^i^^"^-  ''^  Mesio-Occlusal  Cavity 
mesio-incisal  angle  was  involved,  neces-      "^'  ^^°^''^^  ^'^^'^  ^"'^'^  ^^°1^^'" 

sitating    its    removal,    and    building    a  

step  in  the  cavity  according  to  Black's 
method  of  cavity  preparation.  The 
tooth  was  reconstructed  entirely  with 
co];esive  o-old. 


W.  E.  Clack,  Clear  Lake,  Iowa. 
"Gold  Filling  in  Disto-Oeclusal  Surface 
of  Upper  Eight  Second  Bicuspid." 


C,  ivr.  BooTPr,  Cedar  Eapids,  Iowa. 
"Gold  Filling." 

A  disto-occlusal  cavity  in  an  upper 
left  first  bicuspid  was  filled,  using  soft 
gold  cylinders  at  the  gingival  seat,  fin- 
ishing with  annealed  foil. 


W.  I.  Brigpiam,  South  Framingham, 
Mass.  "Gold  Filling  in  Approximal 
Cavity,  Burnished  upon   Soft   Cement.''' 

The  advantage  is  that  we  place  next 
to  the  tooth-substance  the  best  fillinsf 
material  known — zinc  oxysulfate.  The 
filling  is  rendered  permanent  by  eover- 


A.  C.  Searl,  Owatonna,  Minn.  "Gold 
Filling." 

A  compound  mesio-occlusal  surface 
in  a  first  bicuspid  was  filled  following 
Dr.  Black's  method.  Non-cohesive  gold 
was  used  in  the  upper  gingival  third  of 
the  cavity,  and  the  same  gold  annealed 
for  the  rest  of  the  cavit}^,  restoring  the 
contour  of  the  tooth  to  its  original  mesio- 
distal  diameter  and  also  restoring  the 
inter23roximal  space. 


M.    S.    Mercptant,    Giddings,   Texas. 
'Contour    Gold    Filling    in    Front    of 
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Lower  Left   Central   Incisor,   Dislo-Ap- 
pii'oximal   Cavity." 


J.  V.  CoNZETT,  Dubuque,  Iowa. 
"Cold  Filling,  Wedelstaedt's  Method, 
])isto-Ineisal  Surface  of  Upper  Eight 
Canine  Involvinf>'  the  Angle." 


S.   Bo.\'D.   \iU)k'd,  Minn.     "Mesio-Oc- 
(liisal  Filling,   ('pf)er  Left  First  Molar, 

Fsiiig  Siifi    j-'dil   Mild    Ko\\;iii"s  Coliesive 

I'cllcl..- 


F.  ().  Uktiiick,  Ottawa,  Ivans.  "Ver- 
]io]i's  Gold." 

'i'lic  filling's  wci'c  finislif'd  witli  plati- 
num and  ii'iild. 


Cr.    A.    IiA^\•LlXGS,    Bismarck,    X.    D. 


W.  M.  Slack,  Memphis,  Tenn.     "De- 
monstration  of    the    Use    of    Vernon's 
Crystal   Gold   by   Hand  Pressure    Only,      ''Gold   Filling  in  Upper  Eight  Lateral 
(Without  the  Use  of  Mallet."  Incisor,  Mesial  Cavity." 


K.  E.  Caklsox,  St.  Paul,  Minn. 
"Gold  Filling  in  Mesial  Surface  of  Up- 
per Incisor."' 


J.  B.  PriERKix,,  Central  City,  Iowa. 
"Filling  Mesio-Occlusal  Cavity  of  Up- 
per Second  Bicuspid." 

The  tooth  had  an  amalgam  filling  over 
a  capped  pulp;  in  removing  the  filling 
the  pulp  was  exposed  and  removed  under 
cocain  and  adrenalin  chlorid  solution. 


D.  1).  Smith,  Philadelphia,  Pa. 
"Method  of  Filling  Front  Tooth,  Ap- 
))roximal  Cavity,  with  Gold  Without 
Swaging,  so  that  the  Gold  Will  Xot 
Show  from  the  Outside." 


J.  A.  ScHLUETER,  Jr.,  Aberdeen,  S. 
D.  "Gold  Filling  in  Mesio-Incisal  Sur- 
face of  Upper  Left  Central  Incisor." 


J.  J.  Booth,  Marion,  Iowa.  "Gold 
Filling  in  Mesio-Ocelusal  Cavity  in  Up- 
per Second  Bicucpid." 


A.  M.  Lewis,  Austin,  Minn.  "Gold 
Filling  on  Mesio-Occlusal  Surface  of 
LTpper  Eight  Second  Bicuspid." 

The  cavity  was  prepared  according  to 
Black's  method,  using  non-cohesive  gold 
at  the  gingival  seat,  and  cohesive  gold 
for  the  finishing;  one  and  three-quarter 
sheets  of  non-cohesive  gold  being  used  at 
the  gingival  seat,  and  about  four  sheets 
of  cohesive  gold  to  complete  the  filling. 


J.  y.  Coxtzett,  Dubuque,  Iowa.  "Gold 
Filling  in  Mesio-Occlusal  Surface  of 
Upper  Eight  Second  Bicuspid,  using 
Soft  Foil  in  the  Gingival  Third." 

A  gold  filling  Vv'as  inserted  by  the  clin- 
ician in  the  mesio-occlusal  surface  of  the 
upper  right  second  bicuspid,  using  soft 
foil  in  the  gingival  third. 


Wm.  Fixx,  Cedar  Eapids,  Iowa. 
"Gold  Filling  in  Mesio-Occlusal  Surface 
of  Upper  Eight  First  Molar." 

A  gold  filling  was  inserted  in  a  mesio- 
occlusal   cavity   of  an  upper  right  first 
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molar,  using  unannealed  gold  in  the 
gingival  seat,  and  annealed  gold  for  the 
finishing. 

The  gingival  seat  is  filled  with  nnan- 
nealed  gold,  and  the  filling  is  finished 
with  annealed  sold. 


J.  Gr.  Peaff,  St.  Louis,  Mo.  ''A  Com- 
pound Gold  and  Platinum  Filling." 

The  filling  was  on  the  grinding  and 
distal  surfaces  of  the  second  molar.  Pure 


gold    was    used    inside    the    cavity    and 
platinum  and  gold  on  the  outside. 


E.  B.  Wilson,  St.  Paul,  Minn.  "Gold 
Filling  in  Distal  Surface  of  Upper  Left 
Lateral.'^ 


E.  Iv.  Wedelstaedt,  St.  Paul,  Minn. 
"Gold  Filling  in  Mesio-Occlusal  Sur- 
face in  Upper  Eight  First  Molar,  using 
Partly  Cohesive  and  Partly  Kon-cohe- 
sive  Gold." 


Surgery  and  Anesthesia. 


Otto  J.  Fruti-i,  St.  Louis,  Mo.  "A 
Practical  Case  of  Eeplantation  Avith 
Porcelain  Eestoration  of  Crown  and 
Part  of  Eoot." 

Mr.  L.  A.  S.,  twenty-eight  years  of 
age,  presented  himself  at  my  office 
on  February  16,  1904,  with  the  left 
side  of  the  face  very  badly  swollen 
and  the  left  eye  nearly  closed.  Upon 
examination  I  found  that  the  upper 
left  second  bicuspid  Avas  fractured  ob- 
liquely, bucco-lingually,  involving  about 
two-thirds  of  this  bifurcated  root,  and 
was  the  cause  of  the  alveolar  abscess. 
It  was  impossible  to  reunite  the  frag- 
ments, so  the  root  was  extracted  and  the 
cavity  allowed  to  drain,  there  being  con- 
siderable pus  present.  The  cavity  was 
thoroughly  syringed  and  left  open  until 
the  next  day,  when  the  cavity  was  packed 
with  gauze  saturated  with  an  antiseptic 
solution.  Edema  of  the  face  was  still 
pronounced,  but  grew  less  after  a  few 
days.  The  gauze  packing  was  renewed 
every  other  day  and  the  edges  of  the 
wound  were  kept  fresh  until  March  22, 
1904,  when  the   piece   of  root  was  re- 


planted after  having  mounted  upon  it  a 
porcelain  crown  and  a  portion  of  root. 
The  implanted  tooth  was  ligated  to  the 
adjoining  first  molar  and  bicuspid,  and 
the  gums  were  treated  with  tincture  of 
iodin.  There  was  some  soreness  for  about 
two  days,  i.e.  whenever  the  patient  bit  on 
fhe  tooth,  but  this  disappeared  altogether 
later.  On  the  27th  of  April  the  silk 
ligature  tore  and  came  loose,  when  the 
patient  removed  the  entire  ligature  un- 
known to  me.  I  again  saw  the  patient, 
outside  of  my  office,  and  he  reported  that 
the  tooth  felt  comfortable,  and  that  he 
could  not  distinguish  it  from  the  rest  of 
his  teeth,  but  did  not  tell  me  that  he  had 
removed  the  ligature. 

He  again  called  at  my  office  on  June 
9th  by  appointment,  when  I  found  the 
tooth  quite  firm  and  the  gums  in  a  very 
healthy  condition,  although  the  tooth  was 
slightly  rotated  from  its  original  position, 
in  which  there  was  perfect  occlusion; 
however,  this  does  not  interfere  with 
mastication  in  the  least,  as  he  chews  as 
well  on  the  left  side  of  his  Jaw  as  on  the 
right,  and  today  [October  20,  1905]  the 
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tooth    is   as   firm    as    any   tooth    in   his 
jaw. 

The  patient  is  robust  and  in  the  best 
of  healthy  which  naturally  aided  the  pro- 
cess of  repair  to  a  very  great  extent. 

CONSTEUCTION    OF    RESTORATION. 

When  the  two  fragments  were  ex- 
tracted, great  care  was  taken  not  to  in- 


root  were  cemented  to  the  piece  of  root, 
and  after  having  set  the  thin  platinum 
foil  was  burnished  over  the  joint  of  the 
root.  When  completed  it  had  the  ap- 
pearance of  the  sketch,  Fig.  3,  after 
which  it  was  replanted,  the  socket  of  the 
root  having  been  thoroughly  sterilized,  as 
was  also  the  root  before  being  put  in  its 
original  position. 


Fig.  1. 


Fig.  2. 


Fig.  3. 


jure  the  peridental  membrane.  After 
having  been  extracted  the  pieces  were  put 
together  and  measurements  taken  of  the 
whole  tooth,  and  also  a  sketch  made  of 
the  crown,  which  was  used  as  a  guide  in 
building  up  the  porcelain  restoration. 
The  root  was  then  trimmed  with  car- 
borundum stones  and  disks  to  the  shape 
shown  in  Fig.  1. 

The  root-canals  were  then  thoroughly 
cleaned  and  reamed  out,  and  filled  to  the 
apices  with  gutta-percha.  The  apices  of 
the  roots  were  rounded  off  and  polished. 

A  piece  of  pure  platinum,  gage  'No. 
37,  was  then  thoroughly  burnished  over 
the  coronal  end  of  the  root,  and  two 
iridio-platinum  posts  were  forced  through 
the  platinum  and.  down  into  the  roots. 
A  porcelain  facing  of  proper  shade  was 
then  soldered  to  the  post,  as  in  Fig.  2. 

Porcelain  was  then  added  and  baked, 
and  afterward  more  was  added  and  con- 
toured to  conform  to  the  original  tooth. 

After  this  was  finished,  the  crown  and 


C.  E.  Taylor,  Streator,  111.  "The 
Eubber  Dam  in  the  Mechanical  and 
Chemical  Cleaning  of  all  Surfaces  of 
the  Teeth  in  the  Treatment  of  Pyorrhea 
Alveolaris." 

The  dam  is  an  adjunct  in  the  exclu- 
sion of  the  saliva  and  blood,  and  also 
assists  in  holding  the  gum  tissue  away 
from  the  roots  of  the  teeth,  so  that  with 
the  assistance  of  the  mouth-mirror  the 
distal  surfaces  of  the  roots  can  be  so  seen 
as  to  assist  the  operator  in  the  proper 
direction  of  the  root-cleaning  instru- 
ments for  complete  removal  of  the  de- 
posits from  the  buccal  and  molar  teeth. 
Pledgets  of  cotton  can  be  packed  be- 
tween the  roots  of  the  teeth  with  suffi- 
cient force  to  more  thoroughly  press  the 
detached  guliis  from  about  the  teeth,  in 
this  way  exposing  the  portions  of  the 
roots  which  ha\'e  lost  their  peridental 
membrane.  In  these  cases  the  periden- 
tal membrane  is  very  tender  and  pain- 
ful to  the  touch  of  the  instruments,  and 
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anodvnes  may  ])e  used,  followed  by  a 
saturated  solution  of  zinc  clilorid  to  re- 
lieve the  acute  sensitivity.  After  the 
roots  have  been  cleaned  mechanically 
the}^  can  be  polished  by  the  usual  methods 
and  with  strips  of  China  silk  covered 
with  pumice  or  other  j^olishing  powders. 
The  rubl^er  dam  prevents  the  soft  tis- 
sues from  being  injuriously  affected  by 
any  of  the  remedies  that  may  be  used  on 
the  teeth.  In  ]3reparing  the  dam  for  ad- 
justment, tlie  lioles  are  punched  much 
farther  apart  than  when  prepared  for 
filling;  in  order  to  allow  for  the  space 
between  the  roots  of  each  of  the  teeth 
and  for  the  dam  to  move  in  the  direction 
of  the  apices  of  the  roots  Avhen  the 
pockets  are  being  exposed.  As  the  in- 
struments used  for  the  removal  of  the 
deposits  are  pressed  against  the  dam, 
the  latter  is  being  constantly  forced  to- 
ward the  apical  end  of  the  roots,  thus 
clearing  the  field  of  operation. 


Gillette  Haydek,  Columbus,  Ohio. 
''The  Treatment  of  Diseased  Pulps." 

The  cement  licjuid  recommended  by 
the  clinician  in  the  treatment  of  dis- 
eased pulps  is  made  according  to  the  fol- 
lowing formula : 


Cenien 

t  Li 

Iquid. 

Eugenol, 

oSS: 

Black's  "1,  2,  3," 

5ij; 

Oil  of  cloves. 

gtt. 

XX 

Oil  of  cinnamon. 

gtt. 

XV 

Oil  of  cassia, 

gtt. 

XV. 

Cement  Po 

•wder. 

Zinc 

oxi 

d. 

The  clinician  claimed  that  when 
cement  made  with  the  above  ingredients 
is  placed  over  an  exposed  and  aching- 
pulp,  whether  the  exposure  be  accidental 
or  of  long  standino-,  almost  immediate 


relief  from  pain  is  secured.  Its  use  is 
indicated  in  all  cases  of  acute  pulpitis 
and  of  congested  conditions  of  the  dental 
pulp.  If  the  cement  be  placed  over  an 
inflamed  pulp  for  twenty-four  hours  be- 
fore the  application  of  a  devitalizing 
agent,  good  results  will  be  less  painfully 
reached  than  otherwise.  It  is  intended 
only  for  relieving  pain,  and  not  for  a 
permanent  filling  material.  It  sets  very 
slowly,  becoming  first  chalky,  and  then 
growing  harder  as  the  excess  of  oil  is  dis- 
solved out  by  the  saliva.  In  mixing,  use 
as  much  powder  as  the  liquid  will  take 
up  while  spatulating  the  mass.  The 
liquid  alone,  used  on  a  pellet  of  cotton, 
will  be  found  valuable  in  treating  hyper- 
trophied  conditions  of  the  gums  and  soft 
tissues. 


H.  JajMes  Morris^  Sheffield,  England. 
"•Anesthesia." 

The  clinician  showed  a  simple  ap- 
paratus for  the  administration  of  ethyl 
chlorid  for  general  anesthesia,  consisting 
of  a  face-jiiece  and  bag  connected  by  a 
T-shaped  tube. 

To  the  end  of  the  vertical  arm  the 
face-jDiece  is  attached,  and  the  bag  to 
one  of  the  other  arms.  A  third  opening 
is  for  the  admission  of  the  ethyl  chlorid, 
^^'hich  is  then  closed  by  the  left  thumb  of 
the  operator.  Three  cubic  centimeters 
of  ethyl  chlorid  are  sprayed  into  the  bag 
where  it  evaporates. 

Mr.  Morris  is  convinced  that  ethjd 
chlorid  is  a  safe  anesthetic,  statistics 
showing  it  to  have  a  much  lower  death- 
]'ate  than  ether;  also  it  gives  a  longer 
working  time  (one  to  two  and  one-half 
minutes)  than  X^O.  Two  to  two  and 
one-half  cubic  centimeters  is  enough  for 
cliildren,  l)ut  much  more  can  be  given 
to  adults.      It  can  be  given  freely  and 


rii  I-;  cLixics. 


ryii) 


continuously,  as  cyanosis  and  olliri'  ol)- 
jeetionablc  symptoms  do  not  suj)cr\X'ne. 
'I'lic  objection  to  the  use  of  ethyl  is 
tliat  iji  a  small  percentage  of  cases  there 
is  some  nausea  and  distress  for  a  short 
time  aftcrwai'd.  Patients  should  be  pre- 
}ja]-ed  as  for  ether.  The  apparatus  is 
portable.  Anesthesia,  with  loss  of  re- 
flexes, can  be  induced  quicker  than 
with  N,0. 


G.  D.  MoYEK,  Montevideo,  Minn. 
"Method  of  Bringing  the  Jaws  in  Ap- 
position while  a  Fracture  is  Uniting." 

The  upper  and  lower  jaw  are  Avired  to- 
gether, passing  a  binding  wire  around 
the  upper  and  lower  teeth,  making  two 
loops  to  hold  the  jaws  together. 


M.  H.  Cryek,  Philadelphia,  Pa.  "An- 
kylosis of  the  Jaws." 

The  patient  F.  H.  P.  is  thirty  years  of 
age.  When  seven  years  old  he  suffered 
from  mercurial  ptyalism.  ISTeerosed  bone 
was  exfoliated  and  passed  out  immedi- 
ately under  the  zygomatic  arch.  At  the 
age  of  thirteen  an  endeavor  was  made  to 
prize  the  mouth  open  by  wedges  and 
screws.  This  resulted  in  the  breaking  of 
ten  teeth. 

It  is  more  than  likely  that  in  such 
cases  the  condyloid  processes  have  be- 
come flattened,  that  the  glenoid  fossa  is 
the  seat  of  bony  deposits  and  that  the 
inter-articulating  fibro-cartilage  has  be- 
come ossified. 

Treatment. — Take  an  X-ray  picture 
of  each  side  of  the  jaws  to  control  the 
diagnosis.  If  it  prove  to  be  correct, 
there  should  then  be  made  two  false 
joints  in  the  rami  above  and  posterior 
to  the  inferior  dental  foramen.  The 
making  of  tliese  false  joints  in  this  posi- 


liioi  will  prevent  iIk,-  jaw  fi-oin  falliag 
larllicr  backward.  Jt  the  ordinary  re- 
iiio\;il  of  the  condyloid  process  was  fol- 
lowed, there  would  be  danger  of  the 
lower  jaw  falling  backwai'd  and  interfer- 
ing willi  the  resijii'atoi'V  functions. 


A.  \\.  IIaki.a.v,  Xew  York,  X.  Y. 
■'J'yori'liea  Al\('()laris."' 

In  cases  of  pyori'hea  alveolaris  the 
(liuician  iv/eoninii'nds  the  following 
nioulh-wash : 


Boio-glycerin, 

">ij; 

llesorc'in. 

5ij; 

Beta-naphtliol, 

.5«s : 

Alcohol, 

.■jv : 

Water, 

.^xxvij. 

0.  li.  MAXitAitD^  St.  Louis,  Mo.  "Re- 
taining Appliance  to  be  Used  in  Pyor- 
rhea Cases." 

Take  an  impression  and  secure  the 
model.  Burnish  thin  platinum  Xo.  38 
or  40  gage  over  the  lingual  surface  of 
the  teeth  required  to  be  held  in  position, 
including  one  or  more  on  either  side. 
Eeinforee  platinum  by  soldering.  .  Pro- 
ceed in  the  same  manner  over  the  labial 
surface.  Take  iridio-platinum  wire  of 
tooth-pin  gage  and  solder  to  either  end 
of  the  lingual  splint  and  pass  through 
the  most  convenient  position  and 
through  the  labial  splint.  Use  the  S.  S. 
White  Bryant  bridge-repair  outfit  and 
cut  a  thread  on  the  pins  that  pass 
through  the  labial  splint  with  the  in- 
strument supplied  in  the  outfit  for  that 
])urpose.  Then  proceed  to  apply  the 
gold  nuts  furnished  by  the  supply  house 
and  screw  the  appliance  to  position.  This 
can  be  cemented  or  not  as  the  require- 
ment in  the  case  suggests  itself  to  the 
operator,  and  can  be  removed  at  any 
time  in  a  few  moments. 
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N.  D.  Edmonds,  Wilmington,  Ohio. 
"A  New  and  Original  Method  of  Con- 
structing Dental  Splints." 

Dr.  Edmonds'  clinic  consisted  in  taking 
an  impression  of  the  occluding  surfaces 
of  the  teeth  of  the  fractured  maxilla3 
with  modeling  compound,  pouring  the 
model,  and  running  a  saw  through  where 
the  fracture  occurred,  articulating  the 
fragments  with  a  cast  of  the  antagoniz- 
ing jaw,  and  cementing  them  together 
with  plaster  of  Paris.  All  the  spaces  be- 
tween the  teeth  and  all  undercuts  are 
filled  with  wax. 

A  die  and  a  counter-die  are  then 
made,  and  an  aluminum  cap  of  No. 
28  gage  is  struck  up.  The  buccal 
and  lingual  sides  are  trimmed  to  the 
length  of  the  crowns  and  filled  with  a 
slow-setting  cement.  The  fragments  are 
put  in  place  and  the  aluminum  cap  is 
clamped  to  the  necks  of  the  teeth  and 
approximating  spaces  while  the  cement 
is  yet  soft.  This  is  done  with  pliers 
similar  to  separating  forceps  but  having 
oval  edges  and  a  center  tongue  between 
the  beaks  through  which  passes  a  set- 
screw,  which  presses  upon  the  occluding 
surfaces  of  the  cap  and  holds  it  down 
upon  the  teeth,  while  the  beaks  close  in 
the  approximal  spaces  and  burnish  the 
aluminum  to  the  necks  of  the  teeth,  thus 
making  a  complete  anchorage  for  the 
fracture  without  the  use  of  bandages 
and  giving  the  patient  free  use  of  the 
jaws  for  masticating. 


Gr.  V.  I.  Brown,  Milwaukee,  Wis. 
"Surgical  Operation  for  the  Treatment 
of  Cleft  Palate." 


E.  Sauvbz,  Paris,  France.  "Local 
x\nesthetic  [  Stovain]  for  Extractions  and 
All  Operations  in  the  Mouth." 

Dr.  Sauvez  gave  three  demonstra- 
tions of  local  anesthesia  for  the  extrac- 
tion of  teeth  with  "stovain."  The  ef- 
fects of  this  preparation  are  the  same  as 
those  of  cocain,  but  it  is  two  or  three 
times  less  toxic.  Moreover  it  has  a  vaso- 
dilator action,  and  consequently  the  pa- 
tient may  be  operated  upon  in  the  sitting 
l^osition. 

The  first  case  consisted  in  the  extrac- 
tion of  a  lower  bicuspid.  Two  injections 
were  made,  one  buccally  and  the  other 
lingually,  and  the  tooth  was  extracted 
painlessly.  In  the  second  case  the  roots 
of  an  upper  molar  were  extracted.  After 
the  injection  was  made  the  roots  were 
extracted  painlessly.  The  roots  were 
very  difficult  to  remove,  but  the  patient 
experienced  no  pain  whatever. 


A.  Brom  Allen,  Chicago,  111.  "Ex- 
tracting with  JSTitrous  Oxid." 

The  clinician  demonstrated  tooth-ex- 
traction using  blunt-handled  forceps.  He 
also  showed  an  aseptic  mouth-piece  for 
the  nitrous  oxid  gas  inhaler,  and  models 
of  impacted  third  molars  prepared  by  Dr. 
C.  Edmund  Kells. 


Plorestan  Aguilar,  Madrid,  Spain. 
^General  Anesthesia  with  Somnoform." 


E.  C.  Briggs,  Boston,  Mass.     "Local 
Treatment  for  Pyorrhea  Alveolaris." 


THE  CLINICS. 


531 


Prosthesis. 


E.  M.  Seibel,  Kansas  City,  Mo. 
"Obturator." 

In  JO  resent  in<i;  tliis  clinic  Dr.  Seibel 
said:  My  desire  is  to  give  the  young 
practitioner  a  simple  metliod  for  making 
an  olDturator,  claiming  no  originality 
and  avoiding  as  much  as  possible  all  of 
the  technical  details  of  the  anatomy  of 
the  palate  which  have  been  thoroughly 
taught  in  the  various  schools  and  so  ably 
expounded  in  the  papers  of  Dr.  Suersen 
and  others. 

The  obturator  which  I  wish  to  demon- 
strate, while  similar  to  Suersen's,  is  dif- 
ferent in  that  the  obturator  bulb  or 
velum  proper  is  hollow,  and  is  attached 
to  the  plate  in  such  a  manner  that  it  is 
freely  movable  in  all  directions  and  ac- 
commodates itself  to  all  the  complex 
movements  in  the  many  different  posi- 
tions of  the  soft  palate,  by  this  means 
causing  much  less  irritation  on  account 
of  its  lightness  and  movability,  and  thus 
tending  to  secure  a  more  successful  piece 
of  work. 

An  impression  of  the  parts  is  obtained 
by  using  an  impression  compound,  hold- 
ing it  in  position  with  the  fingers, 
spreading  the  compound  well  over  the 
teeth  and  forcing  it  up  and  back  into  the 
opening.  Care  should  be  taken  to  re- 
move the  impression  before  the  com- 
pound becomes  too  hard.  The  impres- 
sion may  be  replaced  to  make  assurance 
doubly  sure,  but  it  should  not  be  allowed 
to  become  too  hard.  'Now  proceed  to 
pour  the  impression  as  with  an  ordinary 
full  denture,  after  the  plaster  has  thor- 
oughly hardened,  smooth  off  the  top  of 
the  plaster  and  carve  guide  cuts;  now 
varnish,  etc.,  then  pour  a  quantity  of 
plaster  still  on  top  of  the  model.     Ee- 


move  the  last  plaster  as  soon  as  it  be- 
comes hard;  then  soften  the  modelincr 
compound  and  separate.  When  this  is 
done,  saw  the  model  of  the  entire  up- 
per maxilla  through  the  center  length- 
wise. The  halves  can  now  be  replaced 
into  the  last  pouring  of  plaster,  and  the 
])arts  will  be  in  perfect  apposition. 
Then  proceed  to  make  a  wax  model  of 
tlie  obturator  to  fit  the  cleft  in  soft  pal- 
ate ;  also  a  trial  plate  of  the  hard  palate, 
extending  it  into  the  cleft  about  one- 
eighth  of  an  inch.  In  making  a  hinge 
to  connect  these  two  parts,  it  should  be 
so  constructed  as  to  have  both  an  up  and 
a  down  motion,  also  a  free  lateral  move- 
ment; this  can  be  done  by  making  a  sin- 
gle tongue  hinge  with  a  very  loose-fitting 
pin.  Now  connect  the  two  parts  with  the 
hinge,  letting  the  joint  come  about  one- 
eighth  inch  on  the  hard  palate  side,  so 
that  the  projecting  edge  acts  as  a  stop 
when  the  bulb  is  in  its  lowest  position; 
also  see  that  the  hinge  is  so  placed  that 
it  will  be  firmly  vulcanized  in  position. 
With  the  patient  in  the  chair,  proceed 
to  fit  the  model,  softening  the  bulb.  Ee- 
quest  the  patient  to  swallow;  note  where 
the  muscles  impinge  at  the  sides  and 
back.  Carve  the  wax  at  these  points.  Ee- 
soften  and  repeat  as  often  as  necessary; 
when  satisfied  that  all  is  perfect,  make 
the  rubber  plate  in  the  usual  way,  with 
one-half  the  hinge  in  place  (a  straw 
placed  in  the  hinge  at  this  point  will 
save  much  trouble).  To  make  the  hollow 
velum  or  bulb,  flask  it  in  such  a  manner 
as  to  leave  only  the  palatal  side  exposed 
and  flush;  press  a  sheet  of  rubber  into 
the  holes,  being  careful  to  have  it  extend 
over  the  edges  a  little,  reinforce  thin 
places   or   corners   if  necessary,    sealing 
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with  a  solution  of  rubber  and  cliloro- 
form;  then  place  two  or  three  drops  of 
water  in  the  cnp  thus  formed  and  seal  a 
sheet  of  rubber  over  the  top,  close  the 
flask,  and  vulcanize. 


A.  P.  Johnston,  Anderson,  S.  C. 
"New  Method  of  Section  for  the  Upper 
Plate,  Plate  for  the  Lower  Jaw,  and 
Eemovable  Bridges;  All  Original  Meth- 
ods, Illustrated  by  Models." 


T.  W.  Pritchett^  Whitehall,  111. 
"Bonwill  Method  of  Articulating  Full 
Dentures." 

The  purpose  of  this  clinic  was  to  show 
that  good  mastication  can  be  made  with 
artificial  dentures  when  constructed 
upon  the  lines  advocated  by  the  late  Dr. 
Bonwill.  Specimen  models  in  plaster, 
mounted  upon  the  articulator,  of  per- 
fectly occluding  natural  dentures  were 
shown  together  with  mounted  specimens 
of  artificial  dentures.  Comparison  as  to 
efficiency  of  mastication  was  made  be- 
tween natural  and  artificial  teeth  by  the 
exhibition  of  samples  of  chewed  beef- 
steak as  masticated  by  several  persons 
representing  the  models  exhibited. 


Geo.  H.  Wilson,  Cleveland,  0.  "Vul- 
canite." 

The  clinician  showed  the  result  of 
double  vulcanization  and  improper  ma- 
nipulation by  applying  too  much  force 
in  packing  the  rubber,  and  that  the  plas- 
ter properly  handled  does  not  expand  ex- 
cessively or  the  rubber  contract  exces- 
sively; it  is  improper  manipulation  that 
warps  the  plates.  By  the  use  of  plaster 
and  Spence's  compound  non-changing 
plate,  a  good  fit  is  obtained  and  the  plate 
is  not  warped  out  of  shape. 


W.  E.  Smith,  Pawnee  City,  JSTeb. 
"Method  of  Making  a  Plate  with  the  Use 
of  Yulcanizable  Gutta-Percha  Without 
Wax,  Getting  the  Efllect  of  the  Pink 
Rubber  of  the  Gum  Without  Carving, 
Filing,  or  Scraping." 


H.  F.  Cassel,  St.  Louis,  Mo.  "Strik- 
ing-up  Partial  Gold  Plate  with  Swaged 
Enforcement,  Using  Single  Thickness 
of  Gold." 


L.  P.  Haskell,  Chicago,  111. 
Insertion  of  Artificial  Dentures." 


'The 


Orthodontia. 


G.  D.  SiTHERW'OOD^  Bloomington,  111. 
"Soldering,  Gold-Plating,  and  Adjusting 
of  Bands  and  Fixtures." 

The  clinician  demonstrated  a  method 
of  soldering  German  silver  regulating 
bands  by  the  use  of  steel  binding  wire, 
using  whiting  to  prevent  the  solder  from 
flowing  where  not  desired.  For  pins  or 
hooks,  as  may  be  desired,  attach  the  end 
of  an  ordinary  brass  pin  for  a  lug,  and 
cut  it  off. 


E.  G.  EiCHTER,  Milwaukee,  Wis. 
"Malocclusion  and  Jaw-strain,  or  the 
Grating  Habit  as  a  Prime  Etiological 
Factor  of  Interstitial  Gingivitis  and 
Pyorrhea  Alveolaris." 

It  was  illustrated  by  casts  and  upon  a 
patient. 


G.  Arthur  Eoberts,  Toronto,  Canada. 
'Angle  System  of  Orthodontia.'' 
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F.  H.  NiES,  Brooklyn,  N.  Y.  "The 
PrejDaration  of  Cavities  with  Carborun- 
dum Stones." 

The  clinic  was  to  demonstrate  the 
larger  usefulness  of  the  carborundum 
stone  in  the  preparation  of  cavities,  es- 
pecially that  class  of  cavities  known  as 
fissure  cavities.  For  this  method  is 
claimed  greater  rapidity  together  with 
tliorough  removal  of  decayed  dentin  with 
the  least  pain  to  the  patient. 

In  the  same  clinic  a  new  device  for 
holding    napkins    and    the    rubber    dam 
clear   of  the   tooth   while   u'orking   with 
porcelain  or  otherwise  was  shown.     The 
purpose  of  this  device   is   to  provide   a 
simple  means  for  holding  the  napkin  or 
rubber  dam  in  position  on  bicuspids  and 
molars  in  order  to  exclude  moisture  from 
the  cavities  while  operating.     The  clamp 
consists  of  two  lever-like  jaws  pivotally 
connected  at  the  fulcrum.     The  end  of 
one   lever   is   threaded,  bearing   a   pecu- 
liar beveled  nut  which  acts  against  the 
inclined  heel  of  the  other  lever  and  in 
this  way  clasps  the  tooth.     To  provide 
for  different  forms  and  irregularities  in 
the  arch,  oscillating  plates  are  pivoted  to 
the   jaw    plates,    and    rock    about    their 
pivot,  accommodating  themselves  to  the 
shape  of  the  teeth  on  the  slightest  pres- 
sure. 

The  clamp  used  in  connection  with  the 
rubber  dam  is  placed  in  anterior  to  the 
ordinary  bow  clamp — its  broad  flanges 
keeping  the  rubber  away  from  the  teeth, 
thus  permitting  the  operator  an  unob- 
structed view  and  preventing  its  being 
caught  with  the  instruments  and  dis- 
placed, while  its  polished  surface  reflects 
the  light. 

When  used  as  a  napkin-holder  for  the 
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e.Kclusion  of  moi.slure  on  the  upper  jaw, 
the  napkin  is  placed  in  the  usual  way 
and  the  clamp  is  applied  to  the  first  and 
second  molars,  where  it  securely  holds 
the  napkin  in  place  without  the  assist- 
ance of  the  operator,  thereby  permitting 
the  use  of  both  hands.  The  mode  of  ap- 
plication on  the  jaw  is  to  place  the  nap- 
kin in  the  usual  position,  extending 
slightly  over  the  gum  line.  The  clamp 
is  then  gently  slipped  over  the  tooth  and 
napkin  edge,  pressed  together  against 
the  tooth,  and  the  beveled  nut  is  screwed 
down.  When  it  is  used  in  this  way,  in 
conjunction  with  the  saliva  ejector,  oper- 
ations involving  long  periods  of  time  can 
be  successfully  accomplished. 


William  Crenshaw,  Atlanta,  Ga. 
"Demonstrating  the  Improved  Contour 
and  Anterior-Teeth  Matrices." 

Dr.  Crenshaw  gave  a  table  clinic  show- 
ing the  application  and  operation  of  the 
contour  matrix  in  its  several  positions 
and  the  manner  of  introducing  the  cush- 
ions and  cylinders  of  tin  and  gold.  He 
showed  also  the  manner  of  removing  the 
device  when  amalgams  are  used,  to  pre- 
vent the  lifting  or  breaking  up  of  the 
filling;  also  the  application  and  opera- 
tion of  the  bow  brace  which  aids  in  hold- 
ing the  matrix  between  the  canine  and 
first  bicuspid. 

The  clinician  also  demonstrated  the 
application  and  operation  of  the  ante- 
rior-teeth matrix,  together  with  instru- 
ments and  the  method  of  introducing  the 
cushions  of  gold. 

Dr.  Crenshaw  gave  another  clinic  the 
second  day,  showing  the  practical  appli- 
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cation  and  operation  of  the  anterior- 
teeth  matrix,  in  which  the  distal  surface 
of  the  upper  right  central  and  the  me- 
sial surface  of  the  upper  right  lateral  in- 
cisors were  filled,  restoring  the  lost  lin- 
gual portions  of  each.  Three-fourths  of 
each  one  of  the  cavities  was  filled  with 
non-cohesive  gold,  and  the  remainder 
with  cohesive  gold. 


rated  heads,  many  of  which  were  used 
in  the  preparation  of  the  slides  above  re- 
ferred to. 

Another  exhibit  of  Dr.  Cryer's  which 
attracted  much  attention  was  a  large 
stereoscope,  a  comparatively  new  appara- 
tus, designed  to  aid  in  the  study  of  ra- 
diographs, and  constituting  a  valuable 
adjunct  to  the  study  of  the  internal 
anatomy  of  the  face. 


L.  A.  Smith,  Port  Gibson,  Miss.  "A 
System  of  Ordering  Teeth  by  Measure." 

This  clinic  consisted  of  a  demonstra- 
tion of  the  clinician's  system  of  ordering 
teeth,  facings,  and  crowns  by  measure- 
ment, and  showing  the  instruments  used 
in  obtaining  the  measurements.  The 
clinician  also  showed  a  dentimeter  that 
measured  accurately  with  a  copper  rib- 
bon the  roots  of  the  teeth  that  are  to  be 
crowned,  the  ribbon  carrier  being  a  part 
of  the  instrument. 


M.  H.  Ceyer,  Philadelphia,  Pa.  "In- 
ternal Anatomy  of  the  Face." 

Dr.  iCryer's  clinic  comprised  a  beauti- 
ful and  instructive  collection  of  lantern 
slides  illustrating  the  internal  anatomy 
of  the  face.  These  slides,  which  were  so 
arranged  in  a  frame  with  reflected  light 
that  they  might  be  readily  studied  in 
series,  were  made  by  Dr.  Cryer  from 
specimens  specially  prepared  and  dis- 
sected by  him.  They  represented  the  re- 
sults obtained  from  sections  of  numer- 
ous cadavers  specially  frozen  and  treated 
by  him  with  a  view  to  maintaining  the 
true  relationship  of  the  various  tissues. 
They  are  admirably  adapted  for  teach- 
ing purposes.  There  were  also  displayed 
numerous  specimens  of  dried  and  maee- 


C.  0.  Simpson,  St.  Louis,  Mo.  "Dem- 
onstrating the  -Strength  and  Durability 
of  Various  Amalgams  and  Cements." 

Amalgams  from  various  alloys  were 
subjected  to  a  series  of  tests  to  determine 
the  advantages  in  strength,  color,  shrink- 
age, expansion,  etc.  Justi's  Triumph 
alloy  showed  minimum  of  shrinkage  and 
expansion.  ISTolde's  Goldine  alloy  showed 
by  far  the  greatest  strength,  one  speci- 
men taking  1200  pounds  pressure  with- 
out fracture.  Kester's  alloy  and  Mutual 
alloy  showed  satisfactory  results. 

Cements  were  similarly  treated  as  well 
as  being  exposed  to  saliva  for  a  given 
period  of  time.  Ames'  inlay  cement 
showed  the  greatest  resistance  to  saliva, 
and  Ames'  crown  and  bridge  cement 
showed  the  greatest  strength.  Ash's  C. 
A.  S.  Eamesite  and  Justi's  Insoluble 
gave  good  results. 


W.  L.  Elleebeck,  Salt  Lake  City, 
Utah.    "Electric  Furnace  Construction." 

The  clinician  demonstrated  his  method 
of  making  electric  furnaces  so  that  den- 
tists who  are  in  remote  parts  of  the  coun- 
try may  very  quickly  and  inexpensively 
manufacture    their    cwTi    muffles — as    a 
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rule,  more  quickly  than  they  can  repair 
a  burn-out  in  manufacturers'  muffles. 
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plicability  to  the  teaching  of  operative 
dentistry. 


E.  .  B.  Wilson,  St.  Paul,  Minn. 
"Amalgam  Filling  in  Mesio-Occlusal 
Surface  of  a  Lower  Right  Molar,  using 
Alfred  Owre's  Alloy,  and  Demonstrating 
Wedelstaedt  Method  of  Adjusting  Ma- 
trix." 


H.  W.  Arthur.  Pittsburg,  Pa.  "Typo- 
dont." 

This  clinic  consisted  in  showing  block 
teeth  carved  from  celluloid,  mounted  in 
approximal  contact  and  occlusion. 

The  clinician  demonstrated  their  ap- 


W.  V.-B.  Ames,  Chicago,  111.  "Ce- 
ments." 

The  clinician  demonstrated  the  value 
of  mixing  pulverized  porcelain  with  zinc 
oxysulfate  for  rendering  oxysulfate  fill- 
ings more  permanent;  also  porcelain 
with  zinc  silicate  for  the  better  adhesion 
of  the  cement. 


J.  F.  Wallace,  Canton,  Mo.  "Amal- 
gam Filling  in  Mesio-Occlusal  Surface 
of  Lower  First  Molar,  using  Dr.  Black's 
Method  of  Cavity  Preparation  and  Ma- 
trix, and  the  Wedelstaedt  Tie.'" 
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